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PERSONNEL  OF  THE  DEPARTMENT  OF  MINES. 


John  Laing,  Chief  of  the  Department  of  Mines. 
Karl  F.  Schoew,  Inspector  for  First  District. 
Frank  E.  Parsons,  Inspector  for  Second  District. 
L.  D.  Vaughn,  Inspector  for  Third  District. 
W.  B.  Plaster,  Inspector  for  Fourth  District. 
Earl  A.  Henry,  Inspector  for  Fifth  District. 
Bonner  H.  Hill,  Inspector  for  Sixth  District. 
James  Martin,  Inspector  for  Seventh  District. 
B.  Y.  Muir,  Inspector  for  Eighth  District. 
Lance  B.  Holliday,  Inspector  for  Ninth  District. 
Arthur  Mitchell,  Inspector  for  Tenth  District. 
William  Nicholson,  Inspector  for  Eleventh  District. 
Patrick  A.  Grady,  Inspector  for  Twelfth  District. 
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APPOINTMENT  FOR  DISTRICT  MINE  INSPECTORS  FOR 
TERM  BEGINNING  JULY  1st,  1909. 


Karl  P.  Schoew,  Appointed  District  Inspector  for  the  1st  District,  June  18th, 

1909. 

i  nk  E.  Parsons,  Re-appointed  District  Inspector  for  the  2nd  District 
July  lb.  1909. 

L.  I).  Vaughn,  Appointed  District  inspector  for  the  3rd  District,  July  29th, 
1909. 

W.  B.  Piaster,  Appointed  District  Inspector  for  the  4th  District,  July  28th, 
1909. 

E.  A.  Henry,  Re-appointed  District  Inspector  for  the  5th  District,  July  1st, 
1909. 

Bonner  H.  Bill,  Reappointed  District  Inspector  for  the  Cth  District,  July  1st, 
1909. 

James  Martin,  Appointed  District  Inspector  for  the  7th  District  October  11th, 
1909. 

R.  Y.  Muir,  Appointed  District  Inspector  for  the  8th  District  August  3rd, 
1909. 

L.  B.  Holliday,  Re-appointed  District  Inspector  for  the  9th  District,  August 
7th,  1909. 

Arthur  Mitchell,  Appointed  District  Inspector  for  the  10th  District,  July 
31st,  1909. 

William  Nicholson,  Re-appointed  District  Inspector  for  the  11th  District 
July  1st,  1909. 

P.  A.  Grady,  Re-appointed  District  Inspector  for  the  12th  District,  Septem- 
ber 6th,  1909. 


LETTER  OF  TRANSMITTAL. 


DEPARTMENT  OF  MINES, 
STATE  OF  WEST  VIRGINIA. 

To  His  Excellency, 

William  Ellsworth  Glasscock, 
Governor  of  West  Virginia : 

Sir: — In  compliance  with  the  Mining  Law  of  the  State  of  West  Virginia, 
as  amended  by  the  Legislature  in  Regular  Session,  February  1907,  I  have  the 
honor  to  submit  herewith  my  fourth  Annual  Report  for  the  Department  of 
Mines  for  the  year  ending  June  30th,  1912,  being  the  eighth  Annual  Report 
of  the  Department  of  Mines  and  embracing  the  thirtieth  annual  report  upon  the 
condition  of  the  coal  mines  within  the  State,  as  reported  by  the  several 
District  Inspectors. 

Yours  very  respectfully, 

JOHN  LAING, 
Chief  of  Department  of  Mines. 

Charleston,  W.  Va.,  December  16th,  1912. 
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To  His  Excellency, 

William  Ellsworth  Glasscock, 
Governor  of  West  Virginia. 

Sir: — The  report  herewith  submitted  is  for  the  year  ending  June  30th,  L912, 
and  is  my  fourth  Annual  Report  of  the  Department  of  Mines,  and  embracing 
the  thirtieth  Annual  Report  upon  the  conditions  of  the  coal  mines  within  the 
State. 

During  the  year,  I  am  glad  to  report  there  has  been  a  substantial  improve- 
ment in  the  business  conditions  throughout  the  State  and  especially  in  regard 
to  the  mining  and  production  of  coal,  which  has  resulted  in  an  increased  pro- 
duction over  that  of  the  year  of  1911  as  follows,  in  gross  tons:  — 

,  1911  1912       Increase  or  Increase 

Decrease  in    or  de- 
tons,  crease 
per  cent. 

COAL    54,033,186       59,581,774       5,548,588  10.26 

COKE    2,694,047         1,992,697  701,350  26.03 

As  will  be  seen  from  the  above  figures,  showing  the  comparison  of  the  last 
two  fiscal  years  of  this  Department,  the  production  of  coal  for  the  year  cover- 
ing this  report,  I  am  glad  to  say,  has  increased  5,548,588  gross  tons,  notwith- 
standing that  during  a  part  of  the  time  the  production  was  retarded  on  account 
of  labor  trouble  and  a  general  feeling  of  unrest  among  the  laboring  classes  in 
all  trades  including  mining,  and,  furthermore,  the  Presidential  Election,  which 
usually  has  much  to  do  with  business  conditions. 

In  view  of  the  distance  from  the  market  in  which  West  Virginia  coals  are 
necessarily  sold  and  the  consequent  difficulty  of  transportation,  the  continued 
increased  production  demonstrates  the  superior  quality  of  the  coal  in  this  State 
as  compared  with  its  more  favored  competitors  in  other  states,  as  well  as  the 
energy,  capability  and  efficiency  that  characterize  the  men  who  are  engaged  in 
the  business.  It  will  be  seen  from  tables  contained  in  this  report  by  compar- 
ing the  coal  production  in  this  State  for  the  past  several  years  that  we  have 
been  substantially  increasing  the  production  of  coal  to  a  very  marked  degree 
each  year,  which  thoroughly  demonstrates  the  alertness  of  the  men  interested  in 
mining  in  West  Virginia  in  continuously  finding  new  markets  to  consume  our 
coal,  to  take  care  of  the  millions  of  increased  tons  each  year,  which  we  regret 
to  say  is  absolutely  necessary,  as  but  very  little  of  the  coal  produced  in  West 
Virginia  is  consumed  within  its  borders  and  which  necessarily  puts  the  operat- 
ing companies  to  great  expense,  by  way  of  demonstrating  our  product  and 
finding  foreign  markets  to  take  care  of  it. 

INSPECTIONS 


During  the  year  the  District  Mine  Inspectors  have  made  2226  inspections 
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and  made  official  reports  of  same  which  were  forwarded  to  this  office  and  are 
now  on  file.  M  addition  to  these  inspections,  298  special  visits  were  made  to 
the  mines  for  various  reasons,  such  as  consulting  with  the  mine  officials  in  re- 
gard to  improvements  and  developments  being  made,  both  inside  and  outside 
their  mines,  so  that  conformity  to  the  law  could  be  obtained,  investigating 
fatal  injuries  sustained  by  employees,  following  up  to  see  whether  or  not  recom- 
menchations  made  by  the  inspectors  had  been  put  into  effect,  etc. 

Tlic  spirit  of  harmony  and  co-operation  that  have  been  manifested  by  these 
conferences  are  commendable  and  argue  well  for  the  best  interests  of  the 
operators  and  the  persons  employed  in  the  mines  with  regard  to  their  health 
and  safety  in  securing  all  the  safe  guard  for  both  life  and  property,  so  far  as 
is  required  by  law. 

The  State  is  divided  into  Twelve  inspection  districts  and  one  inspector  is 
assigned  to  each  district  and  is  held  responsible  for  taking  care  of  the  mines 
in  his  district,  in  so  far  as  his  official  duties  as  defined  by  law  are  concerned. 
It  gives  me  pleasure  to  report  that  each  of  the  inspectors  have  performed  their 
duties  in  a  most  faithful  manner  during  the  year  and  it  is  in  a  great  measure 
due  to  their  faithful  and  efficient  performance  of  duty  that  the  gratifying  re- 
sults have  been  obtained  as  is  set  forth  in  other  parts  of  this  report. 

In  addition  to  their  regular  inspection  work,  each  inspector  has  been  en- 
gaged more  or  less  during  the  year  on  work  connected  with  examinations  that 
have  been  held  throughout  the  State  to  determine  the  efficiency  of  men  holding 
the  responsible  positions  of  mine  foremen  and  fire  bosses. 

MINE  FOREMEN  AND  FIFE  BOSS  EXAMINATIONS. 

A  series  of  examinations  for  the  purpose  of  testing  the  qualifications,  exper- 
ience and  fitness  of  persons,  to  be  put  in  charge  of  mines  as  mine  foremen  and 
fire  bosses  have  been  held  at  various  places  throughout  the  State  by  a  board  of 
examiners,  selected  from  among  the  twelve  District  Mine  Inspectors,  under 
the  direction  of  the  Chief  of  Department  of  Mines  and  in  each  case  the  inspec- 
tor in  Avhose  district  the  examination  was  being  held,  was  a  member  of  the 
Board. 

The  mining  law  of  this  State  requires  that  competent  men  shall  be  appointed 
as  mine  foremen  and  fire  bosses.  A  standard  of  competency  must  be  established 
by  which  the  persons  who  occupy  these  position  are  to  be  judged  as  to  their 
qualifications,  experience,  ability  and  fitness  to  fill  said  positions,  to  meet  with 
the  requirements  of  the  law.  The  Department  of  Mines  being  charged  with  the 
enforcement  of  the  mining  law,  decided  that  it  (The  Department  of  Mines) 
should  be  the  authority  to  determine  this  standard  of  competency,  therefore, 
we  appointed  the  Board  of  Examiners,  whose  duty  it  is  to  formulate  questions 
and  hold  examinations,  at  which  applicants  can  demonstrate  their  ability  and 
fitness  to  hold  said  positions. 

We  do  not,  by  any  means,  mean  to  say  that  all  persons  who  pass  the  ex- 
aminations are  competent  and  when  certificates  are  issued  and  the  holders  of 
same  are  later  found  to  be  incompetent  or  negligent  and  fail  to  perform  their 
duties  in  a  safe  and  proper  manner  their  certificates  are  revoked  and  the  com- 
pany notified  of  the  action  of  the  Department  and  required  to  appoint  a  certi- 
fied mine  foreman  or  fire  boss  who  can  and  will  properly  discharge  their  duties. 
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During  the  year  ending  June  30th,  1912,  there  were  730  persons  examined, 
420  of  whom  were  successful  in  passing  the  examination  as  follows: 


118  First  Class  Certificates. 

281  Second  class  certificates. 

21  Fire  Boss  certificates. 

Since  the  beginning  of  this  system  of  examinations  for  Mine  foremen  and 
fire  bosses  early  in  March,  1910,  and  up  to  and  including  June  30th,  1912,  we 
have  examined  a  total  of  3,000  men,  1,663  of  whom  have  been  successful  as 
follows: 

745  First  Class  Certificates. 

847  Second  Class  Certificates. 

71  Fire  Boss  Certificates. 


A  detailed  statement,  with  reference  tp  these  examinations  showing  the  names 
of  the  persons  examined,  etc.,  is  given  in  another  part  of  this  report. 

RESIGNATIONS  AND  APPOINTMENTS. 

There  have  been  no  resignations  during  the  year  ending  June  30th,  1912, 
hence  no  appointments  necessary  and  the  personnel  of  this  Department  is 
given  elsewhere  in  this  report. 

PRODUCTION  OF  COAL  AND  COKE. 

From  the  678  producing  mines  operated  by  457  firms,  together  with  the  small 
country  mines,  the  coal  produced  during  the  fiscal  year  ending  June  30th,  1912, 
was  59,581,774  gross  tons,  an  increase  of  5,548,588  gross  tons,  or  10.26  per 
cent  over  the  year  ending  June  30th,  1911. 

The  coke  manufactured  was  1,992,697  Net  tons,  a  decrease  as  compared  with 
the  preceeding  year  of  701,350  net  tons,  or  26. .03  per  cent.  The  operating 
companies  as  a  general  proposition  throughout  the  State  have  found  the  manu_ 
facturing  of  coke  a  very  difficult  proposition  on  account  of  securing  labor  for 
this  kind  of  work,  as  well  as  the  general  market  price  for  coke,  due  to  its  being 
manufactured  in  our  larger  cities  cheaper  than  it  can  be  done  at  the  mines  and 
consequently  the  production  of  coke  in  this  State  has  been  gradually  decreas- 
ing on  this  account  for  several  years. 


Total  value  of  coal  produced  was   (59,581,774  G.  T.)  $  56,602,685.30 

"Value  of  coal  used  in  operating  mines  was  (1,154,313  G.  T.)   1,096,597.35 

Value  of  coal  sold  local  trade  and  tenants  was  (775,264  G.  T.)   736,500.80 

Value  of  coal  used  in  coke  ovens  was  (2,955,581  G.  T.)   2,807,801.95 

Value  of  coal  shipped  from  mines  was  (54,396.616  G.  T.)   51.676,785.20 

Value  of  coal  mined  by  small  country  mines  was   (300,000  G.  T.)   285.000.00 


Total   $  56,602,685.30 

TOTAL  VALUE  OF  COAL  SOLD   (55,471,880  G.  T.)   52,698,286.00 

TOTAL  VALUE  OF  COKE  PRODUCED   (1,992,697  Net  Tons)   3.605,781.57 


TOTAL  GROSS  VALUE  OF  PRODUCT  PLACED  ON  MARKET  $  56,304,067.57 

The  increase  in  value  over  the  previous  year  as  follows: 

COAL     (Increase   $  4.680.266.58 

COKE   (Decrease)    1,432,086.32 


Net  increase  in  value  of  product  (Coal  and  Coke)L  $  3.248.180.26 
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The  coal  produced  was  disposed  of  in  tlio  following  manner: 

Produced  by  small  country  mines                                                        300,00  Gross  Tons 

Used  in  operating  mines                                                                   1,154,313  Gross  Tons 

Furnished   local  trade   and   tenants                                                     775,264  Gross  Tons 

Used  in   coke  ovens                                                                       2,955,581  Gross  Tons 

Shipped   from   the   mines  54,396,616  Gross  Tons 

Total   59,581,774  Gross  Tone 

The  above  tonnage  compared  with  the  previous  year  originated  in  the  several 
(JcographicaV  Districts  as  follows  : 


DISTRICT 


Potomac...  

Monongahcla  , 

Wheeling.  

Interior.   

Kanawha-New  River 
Norfolk  &  Western.. 
Small  Mines  in  State 

Totals  


Year  1912 


1,959,580 
12,828,379 
1,719,180 
353,486, 
20,203,480 
22,217,609 
300,000 


59,581,774 


Year  1911 


1,920,402 
11,682,982 
1,484,955 
263,378 
19,172,489 
19,208,980 
300,000 


54,033,186 


Increase 
or 

Decrease. 


39,178  I 
1,145,397  I 
234,225  I 
9,892  I 
1,030,991  I 
3,008,689  I 


5,548,588  I 


During  the  year  there  were  2,307  mining  machines  in  use  at  424  mines,  em- 
ploying 21,697  men  and  producing  30,467,193  gi-oss  tons  of  coal,  which  is 
51.13  per  cent  of  the  total  production  of  the  State  and  which  is  4,075,120  gross 
tons  in  excess  of  the  machine  mined  coal  during  the  year  ending  June  30th, 
1911. 

The  following  table  exhibits  the  growth  of  machine  mining  since  the  year 
of  1897: 


Number  of 

Number  of 

Total  Employees 

Number  of 

Percentage  of 

Number  of 

YEAR 

Mines  Using 

Machines 

Incident  to 

Tons  Produced 

Coal  to  Total 

Days 

Machines 

in  Use. 

Machines 

by  Machines. 

Production. 

Worked. 

1897  

16 

55 

652 

600,418 

5.12 

197 

1898  

28 

96 

933 

1,070,293 

7.4 

214 

1899  

41 

141 

1,608 

1,733,279 

10.66 

240 

1900  

63 

241 

2,371 

2,637,611 

13.43 

261 

1901  

90 

386 

3,967 

3.5S2.853 

7.65 

225 

1902  

124 

534 

4,813 

5,135,823 

21.98 

249 

1903  

181 

795 

6,531 

6,312,894 

27.56 

201 

1904  

248 

988 

8,395 

8,317,692 

30.82 

209 

1905  

280 

1,158 

10,237 

10,315,781 

32.74 

213 

1906  

301 

1,267 

10,855 

13,333,602 

35.65 

231 

1907  

360  . 

1,508 

12,248 

14,549,183 

36.34 

234 

1908  

399 

1.657 

14,377 

15,387,695 

38.09 

211 

1909  

404 

1.674 

14,891 

16,419,264 

39.55 

192 

1910  

475 

1,967 

16,991 

23,263,675 

44.14 

229 

1911  

498 

2,158 

20,697 

26,392,073 

48,84 

194 

1912  

424 

2,307 

21,697 

30,467,193 

51,13 

224 

Totals... 

179,518,320 

Avg. 

220 

Tons  for  1912  per  each  employee   1,404 

Tons  per  each  employee  per  year  (Average  for  16  years)   1,385 

Tons  produced  per  each  machine  per  year  (Av.  16  years)    10,603 

Average  days  worked  per  year  (Average  for  16  ydars)   220 

Average  tons  produced  by  one  machine  per  day  (Average  16  years)    48.13 


Average  tons  produced  by  one  machine  per  month  of  26  days  (Average  for  16  years)   1251.38 
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TONS  OF  PICK  MINED  COAL  PRODUCED  BY  EACH  PICK  MINER  IN 
COMMERCIAL  COAL  MINES  1897  TO  1912,  INCLUSIVE, 

(TONS  OF  2,240  POUNDS) 


Pick  Coal 

Pick  Coal 

Pick  Miners 

Pick  Miners 

Tons 

from 

from  Small 

in 

in  Small 

Days 

Produced  in 

YEAR 

Commercial 

Count4y 

Commercial  [ 

Country 

Worked 

Commercial 

Mines 

Mines 

Mines 

Mines 

Mines  per 

Miner 

1897 

iu,y  *  i, toil 

13  218 

No  Record 

197 

830 

1898  

13,084,572 

140,000 

14^036! 

214 

932 

1899  

14,366,871 
16,199,300 

150,000 

14,119 

240 

1,017.5 

1900  

150,000 

14,723 

261 

1,100 

1901  

16,533,138 

175,000 

16.000 

225 

995 

1902  _. 

18,034,200 

180,000 

15,969' 

249 

1,120.8 

1903.  

16,420,804 

180,000 

16,287 

201 

1,008 

1904  

18,497,025 

170,000 

18,880, 

209 

979.7 

1905  

21,007,248 

180,000 

19,602 

213 

1,071.7 

1906  

23,889,872 

180,000 

19,132 

231 

1,248.7 

1907  

25,311,128 

180,000 

19,287 

234 

1,312 

1908  

23,799,315 

180,000 

21,728 

211 

1,095,3 

1909  

25,094,502 

180,000 

22,583 

192 

1,110.3 

1910  

29,361,033 

200,000 

22,509 

229 

1,304.4 
1,286.8 

1911  

27,341,113 

300.000 

21,247 

194 

1912.  

28,814,581 

300.000 

21,879 

224 

1,317 

Average  tons  per  year  for  each  miner  (16  years)    1,220 

Average  number  of  days  worked  per  year  (16  years)     220 


ACREAGE  MINED. 

The  total  acreage  of  coal  mined  within  the  State,  based  upon  returns  made 
by  the  operators,  and  calculation  made  at  this  office,  since  1897  are  persented 


in  the  following  table: 

1897    1,733.9  Acres 

1898    2,184.6  Acres 

1899    2,361.2  Acres 

1900    2,638.8  Acres 

1901   «.   2,854.6  Acres 

1902    3,352.0  Acres 

1903    3,222.3  Acres 

1904    3,967.7  Acres 

1905   4,691.8  Acres 

1906    5,516.5  Acres 

1907    5,779.7  Acres 

1908   5,915.0  Acres 

1909    6,608.0  Acres' 

1910    7,907.4  Acres 

1911   10,801.8  Acres 

1912   11,240.6  Acres 


Total  80,776.9  Acres 


The  mines  in  the  State  averaged  224  days  as  against  194  for  the  preceding 
year. 

TRANSPORTATION  OF  COAL  AND  COKE. 

During  the  year  the  railroads  within  the  State  report  having  handled  a  total 
of  60,579,797  net  tons  of  coal  and  2,339,683  net  tons  of  coke,  of  which  amounts 
there  originated  on  the  various  lines  55,114,041  tons  of  coal  and  1,760,861  tons 
of  coke,  while  the  operators  report  having  shipped  from  the  mines  61,260.209 
net  tons  of  coal.    Between  the  tonnage  originated  on  the  railroads  and  that 
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reported  as  having  been  shipped  from  the  mines,  there  is  a  difference  of  6,- 
146,168  tons  in  excess  of  the  tonnage  reported  by  the  railroads.  This  may  be 
accounted  for  by  the  railroads  taking  only  into  their  records  the  commercial 
coal  and  not  including  their  railroad  fuel,  while  the  mines  report  the  actual 
tonnage  from  the  mine  weights.  The  railroads,  as  will  be  seen,  rer>ort  231,836 
tons  less  coke  originating  on  the  lines  than  the  mines  report  shipping.  This 
may  be  accounted  for  by  the  railroads  taking  only  into  their  report  coke  which 
had  passed  over  their  scales  at  the  close  of  the  fiscal  year  and  the  difference,  as 
indicated  above  would  be  moving  between  the  various  mines  and  the  railroad 
yards,  where  railroad  scales  are  located  for  the  purpose  of  weighing  this  pro- 
duct. 

RIVER  SHIPMENTS. 

For  the  fiscal  year  ending  June  30th,  1912,  the  coal  floated  down  the  Great 
Kanawha  River  amounted  to  688,939  Net  Tons,  as  against  985,353  net  tons 
the  previous  year. 

There  was  no  coal  shipped  down  the  Monongahela  River  from  this  State  this 
year. 

There  were  14,193  net  tons  of  coal  shipped  down  the  Ohio  River  from  this 
State.  This  is  the  second  year  that  coal  shipments  have  been  reported  as  being 
made  on  this  river  from  West  Virginia.  This  does  not  include  the  tonnage  for 
fuel  consumed  by  water  craft  and  local  river  trade. 

There  was  no  coke  shipped  by  water  by  either  the  Kanawha,  Monongahela  or 
Ohio  Rivers  from  West  Virginia  during  the  year. 

COKE  OVENS  AND  COKE  PRODUCED. 

There  are  120  coke  plants  in  the  State,  which  report  a  total  of  18,751  coke 
ovens,  of  which  number  6,957  were  in  actual  operation  for  140  days,  there  being 
11,794  ovens  reported  as  not  being  in  use  during  the  year. 

There  were  3,310,250  net  tons  of  coal  converted  into  coke,  which  gave  a  net 
yield  of  1,992,697  net  tons  of  coke  and  gave  employment  to  2,297  persons. 

The  decrease  in  the  production  of  coke,  as  compared  with  the  previous  year 
was  701,350  tons,  at  a  decreased  valuation  of  $1,432,086.32.  The  average 
price  per  ton  of  coke  was  $1.81,  a  decrease  of  6  cents  per  ton  under  the  preced- 
ing year. 

IMPROVEMENTS. 

Quite  a  number  of  improvements  have  been  made  at  the  various  mines 
throughout  the  State  on  their  old  plants,  as  well  as  in  the  opening  up  and  re- 
equipping  new  mines  as  follows: 

21  new  coal  plants,  38  power  plants;  24  fans;  2  furnaces;  28  tipples  and  33 
additional  openings  at  old  mines. 

A  detailed  table  of  improvements  appears  on  a  subsequent  page,  as  well 
as  in  District  Mine  Inspector's  Report  of  their  respective  mines,  to  which 
special  attention  is  directed,  which  shows  the  improvements  by  Counties  and 
District?. 

MEN  EMPLOYED. 
During  the  year  there  were  employed  at  the  mines  and  coke  ovens  an  average 
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of  69,611  persons,  a  decrease  under  the  previous  year  of  1,033.  Of  the  total 
number  employed,  there  were, 

21,879  Pick  Miners. 

17,757  Machine  Miners. 

3,945  Machine  Runners  and  Helpers. 

13,277.  .  Inside  Laborers. 

10,461  Outside  Laborers. 

2,297  Coke  Workers. 

Counting  the  superintendents,  mine  foremen,  fire  bosses,  store  managers,  store 
and  office  clerks,  it  would  be  safe  to  add  fifteen  persons  per  mine  employed  in 
these  capacities.  Basing  this  estimate  on  the  678  producing  mines,  it  would 
make  a  total  of  10,170  men,  or  a  grand  total"  of  employees  directly  connected 
with  the  operation  of  the  mines  of  79,781. 

The  nationalities  of  the  persons  employed  in  and  around  the  mines  is  given 
in  a  tabulated  form  in  another  part  of  this  report  and  the  total  of  the  various 
nationalities  are  as  follows: 

Americans    (White)  31,696 

Negroes   13,403 

Italians    9,701 

Hungarians    4,942 

Polish   2,293 

Slavish   \   2,120 

Austrian   *.   1,091 

Russian    863 

Other   Nationalities    3,502 

Total  69,611 


WAGES. 


The  average  price  received  by  pick  miners  throughout  the  State  per  gross  tons 
of  run-of_mine  coal  was  $0.47  for  1912,  as  against  $0.44  1-3  for  1911.  The 
average  tonnage  produced  per  each  pick  miner  was  1,317  tons,  an  increase  of 
30.2  tons  over  1911.  The  average  annual  wage  of  pick  miners,  (All  pick  miners 
included)  was  $618.52,  which  was  an  increase  of  $48.04  over  that  of  the  prev- 
ious year. 

S  TBI  EES. 

During  the  year  there  were  71  operations  which  reported  strikes,  which  ag- 
gregated 8,936  employees  thrown  out  of  employment,  with  an  estimated  loss  to 
employees  of  90,804.  There  were  18  of  these  companies  which  reported  loss  to 
themselves,  and  which  aggregated  the  sum  of  $31,043. 

All  of  the  mines  affected  by  these  strikes,  up  to  the  close  of  this  report, 
June  30th,  1912,  made  settlement  by  concessions  granted  by  both  the  em- 
ployee and  employer  and  operations  at  all  of  these  mines  were  resumed  promptly 

The  following  table  shows  the  average  price  received  for  cutting  and  loading 
machine  coal : 
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MACHINE  MINING  PBICES. 


Machine  miners  paid  per  ton  run-of-mine  in  rooms  

Machine  miners  paid  per  ton  run-of-mine  in  headings. . 

Machine  miners  paid  per  ton  screened  in  rooms  

Machine  miners  paid  per  ton  screened  in  headings  

Machine  miners  paid  per  day.  

Machine  runners  paid  Oer  ton  run-of-mine  in  rooms  

Machine  runners  paid  per  rton  run  of— mine  in  hradings 

Machine  runners  paid  per  car   

Machine  runners  paid  per  ton  screened  coal  


1912 

1911 

.29 

.29 

.37 

.33 

:52H 

.55 

.65 

.61 

2.15 

2.18 

.07 

09 

•ioy2 

.12 

.20 

•20H 

.17 

The  average  selling  price  of  all  coal  shipped  from  the  mines  was  95  cents 
per  gross  ton  of  run-of-mine  coal,  an  average  of  (.03)  three  cents  per  ton  under 
the  price  received  during  the  year  of  1911. 

Coke  was  sold  f.  o.  b.  at  the  ovens  at  an  average  price  during  the  year  of 
$1.81  per  net  ton,  this  price  being  a  decrease  under  the  previous  year  of  ($.06) 
six  cents  per  ton. 

ACCIDENTS. 

During  the  year  there  were  409  lives  lost  in  connection  with  the  mining 
operations;  of  these,  392  were  killed  inside  and  17  outside  the  mines. 

There  were  840  non-fatal  accidents  during  the  year,  757  of  which  occurred 
inside  and  83  outside  of  the  mines.  This  shows  an  increase  in  the  number  of 
accidents  as  compared  with  that  of  last  year  as  follows: 


YEAR 

Fatal 

Non-Fatal 

Fatal 

Fatal 

Non-Fatal 

Non-Fatal 

Inside 

Outside 

Inside 

Outside 

1911    

332 

819 

209 

33 

790 

29 

1912  

409 

840 

392 

17 

757 

83 

I  79 

I  21 

I  93 

D16 

D  33 

I  54 

"D  Means  Decrease. 

"'I"  Meai 

is  Increase. 

T  regret  to  report  that  during  the  year  we  have  had  three  explosions  within 
the  State;  one  at  the  Standard  Pocahontas  Coal  Company's  Mine,  located  two 
miles  west  of  Welch,  McDowell  County,  W.  Va.,  August  1st,  1911;  one  at  the 
Bottom  Creek  Mine,  operated  by  the  Bottom  Creek  Coal  &  Coke  Company, 
Vivian,  McDowell  County,  W.  Va.,  November  20th,  1911,  an  done  at  the  Jed 
Mine,  operated  by  the  Jed  Coal  &  Coke  Company,  McDowell  County,  March 
26th,  1912. 

A  detailed  statement  with  reference  to  all  three  of  these  explosions  will  be 
found  in  another  part  of  this  report. 

Palls  of  roof  and  coal  and  accidents  from  mine  cars  have  been  the  chief 
factors  in  causing  a  large  majority  of  the  accidents  in  the  mines.  Investiga- 
tions as  to  the  cause  of  accidents  from  these  three  causes  demonstrate  that 
about  75  per  cent  of  them  were  due  to  contributory  negligence  on  the  part  of 
either  the  persons  killed  or  injured  or  some  other  person,  and  should  not  have 
occurred  at  all  if  ordinary  care  had  been  taken  to  prevent  them. 

Strict  discipline,  vigorously  enforced  by  the  mine  officials  would  reduce  the 
number  of  accidents  from  these  causes  at  least  one-half. 
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PREVENTION  OE  ACCIDENTS. 

In  considering  the  prevention  of  accidents  in  our  mines,  it  is  deemed  advisable 
to  take  up  the  cause  of  these  accidents  in  order  of  their  importance. 

First;  FALLS  OF  SLATE  AND  COAL.  In  looking  over  the  accident  re- 
ports, it  has  been  found  that  many  of  these  accidents  are  due  to  the  careless- 
ness of  the  injured,  and  strange  as  it  may  seem,  quite  a  number  of  those  in. 
jured  are  old  and  experienced  men.  They  seem  to  take  greater  risks  and  con- 
tinue to  do  so,  notwithstanding  the  object  lessons  that  are  given  them  when 
other  men  are  injured  or  killed  under  similar  conditions. 

Other  causes  are;  insufficient  timber,  or  timber  improperly  set,  lack  of  judg- 
ment, lack  of  equipment  in  not  providing  tools  to  properly  set  up  timbers  to 
protect  themselves,  ignorance,  lack  of  proper  supervision  and  discipline  by  the 
mine  officials. 

In  order  to  reduce  accidents  from  this  source  to  a  minimum,  there  should  be 
primarily  rigid  discipline,  which  means  that  when  an  employe  is  warned  not 
to  go  into  a  place  having  a  dangerous  roof,  he  will  STAY  OUT  until  it  is 
properly  secured.  It  means  also  that  when  an  employe  is  told  to  take  down  a 
bad  piece  of  slate, -he  will  do  so  at  once  and  not  wait  until  he  completes  the 
loading  of  the  car  or  performs  the  other  work  at  which  he  may  be  engaged  at 
the  time.  He  should  further  be  instructed  in  the  manner  of  setting  his  tim- 
ber to  protect  himself. 

He  should  be  required  to  have  the  necessary  tools  for  setting  timber  and 
pulling  down  and  handling  slate. 

He  should  know  how  to  sound  the  roof  and  line  up  his  timber,  how  the  tim- 
ber should  be  spaced  an  dhow  the  cap  pieces  should  be  set  in  order  to  give 
him  the  best  possible  protection. 

An  inexperienced  miner  should  never  be  permitted  to  work  in  a  mine  by 
himself,  especially  he  must  be  kept  out  of  places  having  bad  roof. 

Adequate  supervision  doubtless  would  greatly  reduce  the  number  of  accidents 
from  slate  fall,  both  to  experienced  and  inexperienced  persons. 

There  seems  to  be  a  disposition,  especially  among  experienced  men,  to  ignore, 
or  rather  to  forget  the  danger  from  bad  roof.  Loose  pieces  of  slate  should  be 
marked  and  taken  down  as  soon  as  possible,  particularly  should  this  be  done  on 
haulage  roads  and  traveling  ways. 

The  mine  law  requires  the  mine  foreman,  or  his  assistant,  to  visit  each  work- 
ing place  at  least  each  alternate  day.  This  we  do  not  consider  adequate  super- 
vision in  mines  having  bad  top.  Not  only  the  mine  foreman,  but  his  assistant, 
if  necessary,  should  examine  the  timbering  in  each  working  piaCt?  not  less  than 
once  each  day  and  warn  the  men  of  any  danger  and  instruct  them  how  to  prop- 
erly protect  themselves  from  such  dangers  and  above  all  to  REQUIRE  THEM 
TO  DO  SO  AT  ONCE. 

Second.  ACCIDENTS  FROM  MINE  CARS.  Accidents  from  this  source, 
are,  in  a  great  many  cases,  due  to  a  direct  violation  of  the  mine  law  and 
of  the  mine  rules,  and  here  again  is  the  place  to  apply  rigid  discipline. 

Accidents  will  not  be  reduced  by  simply  posting  a  notice  that  "Employes 
(other  than  those  whose  duty  it  is  to  do  so)  must  not  ride  on  the  empty  or 
loaded  cars. ' '  The  rule  should  be  enforced  and  the  law  should  be  strictly 
obeyed. 
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Where  employes  have  to  travel  on  haulage  roads,  either  proper  width  of 
roadway  should  be  maintained  or  suitable  refuge  holes  properly  placed  and 
whitewashed,  according  to  law,  should  be  provided. 

Where  cars  are  hauled  out  of  a  dip  entry  (back  into  which  they  are  liable  to 
run  in  case  a  coupling  should  break)  suitable  drags  and  derailing  devices  should 
in  all  cases  be  used. 

Lights  should  be  places  on  all  trips  as  provided  by  law. 

At  all  mines,  wherever  possible  a  travelling  way  should  be  provided  to  be 
entirely  independent  of  the  haulage  road.  This  will  prevent  either  old  or  new 
men  from  getting  confused  and  caught  by  trips  if  their  lights  should  be  ex- 
tinguished in  their  effort  to  get  out  of  the  way  of  the  moving  cars. 

Whero  employes  ride  to  their  work  in  special  trips  made  up  for  this  purpose, 
a  moderate  speed  should  be  maintained  and  a  track  walker  should  precede  the 
trip  to  see  that  no  falls  are  on  the  track,  and  also  to  see  that  the  track  is  in 
good  condition,  as  well  as  the  electric  wires  or  ropes  which  propel  the  trip. 
Where  electric  motors  are  used,  there  should  be  arched  headlights  on  the 
motors.  These  enable  the  motormen  to  see  anything  ahead  for  a  considerable 
distance. 

Miners  should  be  instructed  how  to  handle  mine  cars  into  and  out  of  their 
working  places,  and  they  should  be  shown  how  to  avoid  dangers  incident 
to  the  work. 

There  have  been  cases  where  accidents  have  occurred  by  gathering  motors 
having  pushed  empty  cars  into  rooms  where  an  empty  car  was  standing  at  the 
face  of  the  room,  catching  the  miner  between  the  face  and  the  car.  A  room 
latch  which  is  controlled  by  a  lever  and  weight  would  prevent  an  accident  of 
this  kind. 

Third.  ELECTROCUTIONS.  During  the  year  13  fives  were  lost  by  electro- 
cutions. From  1889  to  1912  there  have  been  90  persons  who  have  lost  their 
lives  from  this  source,  both  within  and  without  the  mines.  A  careful  scrutiny 
of  the  reports  of  these  accidents  for  the  last  year,  shows  that  about  90  per 
cent  of  the  electrocutions  were  caused  by  a  current  of  electricity  exceeding 
500  volts,  while  only  about  10  per  cent  were  caused  where  the  voltage  did  not 
exceed  250  volts. 

This  is  a  striking  illustration  of  the  dangers  incident  to  the  use  of  electri- 
city under  high  voltage  and  the  comparative  immunity  secured  to  life  by  using 
low  voltage.  This  is  the  more  striking  because  of  the  fact  that  possibly  not 
more  than  one-fifth  of  the  mines  in  the  State,  which  use  electricity,  have  high 
voltage  installations,  and  yet  they  produce  five-sixths  of  the  fatalities  as 
against  one.sixth  produced  by  the  low  voltage  installations. 

The  efficiency  of  the  work  done  between  high  and  low  voltage  in  actual  re- 
sults is  not  materially  different,  the  chief  difference  being  the  size  and  sub 
sequent  cost  of  the  copper  wire  that  conducts  the  electric  current.  The  low 
voltage  current  requires  a  heavier  wire  with  more  copper  in  it  than  the  high 
voltage  does,  and,  therefore,  the  cost  of  the  installation  and  maintenance  is 
considerably  greater. 

In  view,  however,  of  the  dangers  to  employes  engaged  in  mining  operations, 
and  the  greatly  increased  fatalities  that  result  from  the  use  of  high  voltage 
currents,  it  becomes  a  question  whether  any  more  economies  of  production  can 
compensate  for  the  increased  risk  to  human  lives.    It  is  safe  to  say  that  if 
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low  voltage  currents  had  been  used  in  all  of  the  mines  of  the  State,  in  all 
probability  there  would  have  been  a  great  reduction  in  the  number  of  fatali- 
ties from  this  cause. 

In  view  of  the  above  fact,  I  am  of  the  opinion  that  any  electric  current 
carried  into  a  mine  exceeding  300  volts  is  unnecessarily  dangerous  to  life  and 
limb. 

During  the  year  1912  the  causes  of  accidents  and  lives  lost  inside  summar- 
ized as  follows: 

Killed  by  explosions   (all  forms)   106 

Killed  by  falls  of  roof  and  coal   207 

Killed  by  mine  cars  (inside  and  outside)   36 

Killed    by    electrocutions   13 

Killed  by  other  causes   47 


Total   409 

Since  1897  there  have  been  killed  inside  the  mines  of  the  State  as  follows : 

Killed  by  falls  of  roof  and  coal   1833 

Killed  by  mine  cars   350 

Killed  by  gas  explosions   149 

Killed  by  dust  explosions   590 

Killed  by  electrocutions    90 

Killed  by  other  causes   530 

Total   3542 

The  experience  of  persons  killed  and  injured  for  the  past  twelve  years  from 
1901  to  3912  inclusive,  is  as  follows: 

Having  an  experience  of  one  year  or  less   2193 

Having  an  experience  of  two  to  five  years   3076 

Having  an  experience  of  six  to  ten  years   1453 

Having  an  experience  of  eleven  to  twenty-five  years   975 

Having  an  experience  of  twenty-six  to  fifty  years   170 

Having  an  experience  of  many  years   2  34 

Having  an  experience  of  unknown  years   1636 

Total   9742 

The  above  table  shows  conclusively  that  the  persons  with  little  experience  are 
the  persons  who  are  most  frequently  injured  or  killed. 

Since  the  year  1883  the  average  lives  lost  inside  for  every  1,000  persons  em- 
ployed inside  the  mines  is  4.71. 

Ratio  per  1,000  employed  inside  during  1908   12.24 

Ratio  per  1,000  employed  inside  during  1909   6.72 

Ratio  per  1,000  employed  inside  during  1910   5.61 

Ratio  per  1,000  employed  inside  during  1911   5.17 

Ratio  per  1,000  employed  inside  during  1912   6.89 
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FATAL  ACCIDENTS,  THEIR  CAUSES,  SINCE  1897. 


CAUSE.S 

1897 

1898 

1899 

1900 

1901 

1902 

Fall  of  roof....  

Gas  explosions  

All  other  causes  

47 

6 
0 
0 
7 

67 
6 
1 
0 
2 

64 
7 
0 
0 

g 

61 
11 
50 
0 
11 

76 
11 
10 
0 
24 

79 
13 
0 
0 
18 

60 

76 

79 

133 

121 

110 

CAUSES.  . 

1903  1 

1904 

1905 

1906 

1907 

1908 

Fall  of  roof  

Dust  explosions  

All  other  causes  

96 
12 
24 
0 
15 

95 
12 
3 
0 
13 

105 
18 
1 
0 
25 

99 
16 
4 
0 
131 

130 
20 
29 
0 

136 

155 
28 
2 

368 
46 

147 

123 

149 

250 

315 

599 

CAUSES. 

1909 

1910 

1911 

1912 

Fall  of  roof  

Gas  explosions  

Dust  explosions  

All  other  causes  

144 
31 

3 
116 
70 

215 
44 
1 

0 
60 

184 
54 

3 
24 
62 

207 
36 
18 
83 
65 

364 

320 

332 

409 

SUMMARY  OF  ACCIDENTS  INSIDE  THE  MINES,  1912-1911. 


1912 

1911 

Changes 

Number  of  employes  inside    .   

56,853 
224 
392 

12,735,072 
6.87 
.03078 
757 
13,314 
.0594 
145 

57,299 
194 
299 

11,483,802 
5.15 
.0263 
790 
13,620 
.0687 
194 

446-D 
30-1 
93-1 
1,251,270-1 
1.72-1 
.00448-1 
33-D 
306-D 
.0093-D 
49-D 

Number  of  davs  mines  were  operated     

Numder  of  persons  killed  inside  .             .  -  . . 

Number  of  days  worked  accomplished  

Number  killed  per  1,000  inside   

Number  killed  per  1,000  days  work  inside.  ... 

Number  injured  non-fatally  inside    

Number  injured  per  1,000  inside  

Numbre  injured  per  1,000  days  work  inside   

Number  of  inside  employes  per  each  fatality  inside. .    

"I"  —Means  Increase.      "D" — Means  Decrease. 


TONNAGE  PEE  FATALITY. 

Since  the  year  1883  the  average  tons  of  coal  produced  per  each  fatality  in- 
side have  been  137,586  tons,  including  1912,  which  is  151,994  tons  per  fatal- 
ity. At  these  mines  where  fatal  accidents  occurred  there  was  an  average  of 
one  life  lost  for  each  90,230  tons  of  coal  produced. 

The  total  392  lives  lost  inside  during  the  year  occurred  at  220  mines,  employ- 
ing 28,763  persons,  and  producing  35,370,160  gross  tons  of  coal,  while  at  all 
other  mines  there  were  produced  24,211,614  gross  tons  of  coal  without  the  loss 
of  a  single  life  inside  the  mines. 
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SAFETY  POWDER  AND  SOLID  SHOOTING. 

The  use  of  various  brands  of  safety  or  permissible  blasting  powder  has  been 
employed  in  quite  a  number  of  the  mines  throughout  the  State  where  explosive 
gases  are  generated  to  any  extent,  and  also  in  those  mines  that  are  dry  and 
dusty.    Their  use  has  been  made  compulsory  where  such  conditions  exist. 

Shooting  coal  on  the  solid  has  been  nearly  eliminated  throughout  the  State, 
except  where  permission  has  been  given  by  the  District  Mine  Inspector,  when 
in  their  judgment  the  character  of  the  coal  and  the  mining  conditions  will  al- 
low it  to  be  done  with  reasonable  degree  of  safety,  and  then,  only  under  such 
conditions  and  restrictions  as  they  prescribe.  No  permission  is  given  under  any 
circumstances  where,  in  their  judgment,  the  conditions  are  favorable  to  the 
initiation  of  a  dust  explosion. 

The  mine  must  be  kept  in  a  moist  condition,  either  by  sprinkling  with  water 
or  the  introduction  of  moisture  into  the  ventilating  current  to  such  an  extent 
as  will  allay  all  dust  and  prevent  it  from  floating  in  the  air  current  in  dan_ 
gerous  quantities. 

There  must  be  a  supervision  in  the  manner  in  which  the  holes  are  drilled, 
the  quantity  of  powder  used  and  also  the  nature  of  the  tamping  used  by  the 
person  who  is  designated  by  the  mine  foreman  or  superintendent  for  that  pur- 
pose before  any  blasting  is  done. 

It  has  taken  streneous  wTork  on  the  part  of  the  district  mine  inspectors  to 
break  up  the  practice  of  solid  shooting,  but  by  presistent  efforts  and  the  en- 
forcement of  the  law  by  numerous  prosecutions,  it  has  been  accomplished.  A 
list  of  names  of  those  who  have  been  prosecuted  for  violation  of  the  mining 
laws  appear  in  another  part  of  this  report. 

Elsewhere  in  this  report  will  be  found  the  annual  reports  of  the  twelve  dis- 
trict mine  inspectors,  which  give  in  detail  the  conditions  existing  in  the  mines 
in  their  rspective  districts. 

In  conclusion,  the  writer  desires  to  express  his  high  appreciation  of  the  con- 
fidence reposed  in  him  by  your  Excellency  and  for  the  material  and  moral  sup- 
port you  have  given  him  in  the  discharge  of  duties  pertaining  to  the  work  of 
the  Department,  the  deep  interest  manifested  by  you  in  the  accomplishment 
of  results  tending  to  safe  guarding  the  health  and  lives  of  the  persons  em- 
ployed in  and  about  the  mines  is  evidenced  by  the  frequent  conferences  and 
consultations  which  you  have  had  with  myself  and  District  Inspectors  to  keep 
you  in  close  touch  with  the  character  and  extent  of  the  work. 

The  advice  and  encouragement  given  the  Department  at  these  conferences 
has  stimulated  and  benefittted  every  member  to  accomplish  results  that  would 
measure  up  to  the  standard  of  efficiency  required  by  him. 

Eespectfully  submitted, 

JOHN  LAING, 
Chief  of  Department  of  Mines. 

Charleston,  W.  Va.,  December  17th,  1912. 
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RULES  AND  INSTRUCTIONS  OF  THE  DEPARTMENT  OF 
MINES  GOVERNING  THE  WORK  OF  THE 
DISTRICT  MINE  INSPECTORS. 


1.  — Among  the  qualification  for  a  District  Mine  Inspector,  we  consider  that 

ho  Tii ust  have  a  good  character,  common  sense,  sound  judgment,  dignity, 
sobriety  and  loyalty  to  the  service  of  the  State  and  to  the  Chief  of  the 

Department  of  Mines. 

2.  — Each  Mine  Inspector  should  live  in  his  district,  and  as  near  the  center  of 

it  as  possible,  in  order  that  his  expenses  be  reduced  to  a  minimum. 

3.  — Conditions  found  in  any  mine  should  not  be  made  a  subject  for  discussion 

with  the  miners  or  officials  of  any  other  mine. 

4.  — All  differences  of  opinion  as  to  the  work  and  duty  of  the  District  Tnspee 

tors  must  be  referred  to  the  Chief  of  the  Dep't  of  Mines. 

5.  — Denunciation  of  one  inspector  by  another  will  not  be  tolerated.    Tn  case 

it  should  become  necessary  to  prefer  charges  of  any  kind  against  another 
inspector,  they  must  be  made  in  writing  and  be  signed  by  the  party  who 
makes  the  charges. 

6. — District  Inspectors,  like  other  citizens,  and  employees  of  the  State,  have 
the  right  to  make  appeals  and  reports  to  the  Governor  of  the  State,  but 
where  such  appeals  and  reports  refer  to  the  work  or  duty  of  any  of  the 
District  Inspectors,  the  Chief  of  the  Department  of  Mines  or  any  other 
employee  thereof,  or  where  the  said  reports  refer  to  the  condition  of 
any  of  the  mines  of  the  State,  a  copy  of  the  same  must  be  sent  to  the 
Chief  of  the  Department  of  Mines. 

7. — District  Inspectors  will  meet  every  three  months  at  places  and  on  dates  to 
be  designated  by  the  Chief  of  the  Department  of  Mines,  for  the  purpose 
of  discussing  the  work  of  the  Dep't  in  the  several  Districts. 

S. — In  giving  special  orders,  or  where  requests  are  made  for  important  changes 
in  a  mine,  care  should  be  exercised  so  that  they  may  be  executed  with 
the  least  possible  interference  with  the  waking  of  the  mine,  or  loss  of 
time  to  employees  or  unnecessary  expenditure  of  money  to  the  Campany. 
Tn  all  cases,  be  conservative,  fair  and  lenient  as  the  law  and  circum- 
stances permit  you  to  be,  but  if  after  such  consideration  you  fail  in 
your  purpose  and  duty  compels  you  to  give  an  imperative  order,  do  so 
in  writing  and  in  language  the  least  possible  objectionable,  but  with  that 
firmness  that  will  remove  any  doubt  as  to  the  standing  and  impartiality 
of  those  connected  with  this  Department  to  all  with  whom  you  come  in 
contact. 

9. — District  Mine  Inspectors  must  make  careful  examination  of  gobs  and  old 
workings  so  as  to  be  absolutely  sure  that  no  dangerous  or  noxious  gasses 
of  any  kind  exist  therein. 

It  is  required  by  this  Department  that  District  Inspectors  examine 
all  gobs  for  gas  by  going  upon  the  falls  as  high  as  they  possibly  can 
consistent  with  safety. 
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10. — Whenever  a  District  Inspector  has  reason  to  believe  that  the  illuminating 
oils  used  in  the  mines  are  not  fulfilling  the  requirements  of  the  law, 
they  must  obtain  a  sample  of  this  oil  by  purchase  directly  or  indirectly 
and  send  it  to  the  office  of  the  Department  of  Mines  to  be  tested.  This 
sample  should  not  bo  less  than  one  pint. 

jl. — The  attention  of  District  Inspectors  is  called  to  the  condition  of  air  shafts 
in  their  respective  districts.  Where  these  air  shafts  constitute  the  second 
opening,  they  must  be  equipped  with  stairways  or  hoisting  apparatus  to 
afford  the  employes  a  means  of  ingress  and  egress.  And  District  Inspec- 
tors must  personally  examine  air  shafts,  and  the  stairways  or  hoisting 
apparatus  therein  so  as  to  be  sure  they  are  free  from  ice  and  other  ob- 
structions. 

Hoisting  shafts  should  be  equipped  with  safety  gates,  safety  catches 
fencing  around  the  top,  and  a  signalling  pipe  by  means  of  which  signals 
may  be  given  and  answered  to  and  from  the  bottom,  and  to  and  from 
the  engineer. 

Copies  of  the  code  of  signals  must  be  put  in  a  frame  covered  with 
glass  and  posted  at  the  bottom  graund  landing,  and  in  the  engine  room. 

12.  — Oils  or  explosives  must  not  be  stored  in  the  mines. 

13.  — Hay  and  straw  when  taken  into  the  mines  should  be  handled  in  bales  and 

not  taken  in  loose.    Inspectors  must  insist  upon  this. 

14.  — At  all  shaft  mines  and  at  all  other  mines  of  a  gaseous  or  dangerous 

character,  a  system  of  checking  men  in  and  out,  which  will  show  HOW 
MANY  and  WHO  are  in  the  mines  at  all  times. 

15.  — All  inspectors  are  requested  to  exercise  care  and  economy  in  the  use  of 

supplies,  instruments,  etc. 

16.  — These  rules  are  intended  to  supplement,  not  to  supplant  in  any  way,  any  of 

the  requirements  or  provisions  of  the  Mining  Law  of  the  State  of  West 
Virginia. 


RULES  GOVERNING  SOLID  SHOOTING. 
No.  1.    Employ  a  competent  shot-firer,  whose  duty  shall  be  to  fire  all  holes. 

No.  2.  All  working  places  must  be  kept  in  a  "V"  shaped  condition  and  all 
holes  must  meet  with  the  approval  of  the  shot  firer  and  be  fired  by  the 
shot  firer  himself. 


SUCCESSION  OF  THE  PRINCIPAL  COAL  BEDS  IN  THE  STATE  OF 
WEST  VIRGINIA,  WITH  NAMES  COMMONLY  USED 
FOR  THEIR  DESIGNATION. 

Dunkard  Series  XVI. 

1.  Washington  Coal. 

2.  Waynesburg  A. 
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Monongahela  Series  XV. 

1.  Waynesburg. 

2.  Uniontown  (Chestnut  Oak.) 
3  Sewickley. 

4.  Redstone. 

5.  Pittsburg  Coal. 

Conemaugh  Series  XIV. 

1.  Elk  Lick,  Four-foot — Mineral  Co.,  Barton. 

2.  Harlm,  Friendsville,  Crinoidal. 

3.  Bakerstovvn,  Price,  Four-foot — Preston  Co. 

4.  Brush  Creek,  Masontown,  Mahoning. 

Allegheny  Series  XIII. 

1.  Upper  Freeport,  Grittithsyille. 

2.  Lower  Freeport,  Hubbardstown  Uj)per. 

3.  TTpper  Kittanning. 

4.  Middle  Kittanning,  Hocking  Valley,  Hubbardstown  Lower. 

5.  Lower  Kittanning,  "Roaring  Creek,"  "No.  5  Block,"  "Big  Bed," 
North  Coalburg,  Mason,  Davis,  O'Brien  Creek. 

6.  Clarion,  Brookvillc 

Kanawha  Black  Flint — Pottsville  Series  XII — Upper  Pottsville  or  Kanawha 

Coals. 

1.  Stockton,  Lewiston,  Belmont,  Cannelton,  Thomas,  Savage. 

2.  Coalburg,  Acme,  (Buffalo  Creek). 

3.  Winifrede,  Kanawha,  Black  band. 

4.  Chilton. 

5.  Cedar  Grove,  Thacker. 

6.  Peerless,  Alma. 

7.  No.  2  Gas,  Campbell's  Creek  Warfield,  Rawl,  Ansted,  Island  Creek, 
Powelton  Upper,  Page  Upper,  Montgomery,  "Coal  Valley  Gas  Coal," 
Butler. 

8.  Powellton,  Brownstown. 

9.  Eagle,  No.  1  Gas  Coal. 

10.  Little  Eagle. 

11.  Upper  War  Eagle?  (Possibly  same  as  Eagle.) 

12.  Middle  War  Eagle. 

13.  Lower  War  Eagle. 

Middle  Pottsville  or  New  River  Coals. 

1.  Hughes  Ferry,  Long  Point. 

2.  Iaeger. 

3.  Sewell,  Nuttall,  New  River,  Davy?    Tug  River? 

4.  Welch,  Smith,  Big  Creek,  Lambert,  Dismal  Creek'  Hemphill,  Tug  River 

Smokeless. 

5.  Beckley,  Winding  Gulf,  Slab  Fork,  Eccles  Shaft,  Raleigh,  New  River, 
White  Stick,  "Noah  Jenkins,"  War  Creek? 

6.  Fire  Creek,  Quinnimont,  New  River. 

7.  Little  Fire  Creek. 
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Lower  Pottsville  or  Pocahontas  Coals. 

1.  Thin  Coals  not  mined  (Pocahontas  Nos.  9,  8,  7,  6,  &  5.) 

2.  Pocahontas  No.  4,  Lower  Horsepen? 

3.  Pocahontas  No.  3,  Echols?    Flat  Top. 

4.  Pocahontas  No.  2  &  1,  not  mined. 

NOTE: — Where  the  name  of  the  coal  is  followed  by  an  interrogation  mark 
(?)  there  exists  doubt  as  to  the  correlation. 


LARGE  PRODUCERS. 


THE  FOLLOWING  71   COMPANIES  EACH  PRODUCED  OVER  900,000 
GROSS  TONS  OF  COAL  DURING  THE  YEAR  ENDING 
JUNE  30THy  1912. 

The  Consolidation  Coal  Company   4,546,504 

United  States  Coal  &  Coke  Company   2,638,776 

Pocahontas  Consolidated  Collieries  Company   1,933,943 

Davis  Coal  &  Coke  Company   1,784,319 

United  States  Coal  &  Oil  Company   1,763,802 

^The  New  Eiver  Company    1,537,776 

New_Eiver  &  Pocahontas  Cons.  Coal  Company   1,311,464 

Cabin  Creek  Consolidated  Coal  Company   1,171,036 

Sunday  Creek  Company    1,094,591 

Jamison  Coal  &  Coke  Company   1,001.025 

Four  States  Coal  &  Coke  Company    776,405 

Hutchinson  Coal  Company    697,733 

Boomer  Coal  &  Coke  Company    685,748 

New  River  Collieries  Company    647,176 

McKell  Coal  &  Coke  Company   586,046 

Davis  Colliery  Company    546,209 

American  Coal  Company  of  Alleghany  County   501,694 

Elkirs  Coai  &  Coke  Company    483,257 

Federal  Coal  &  Coke  Company    451,032 

Houston  Coal  &  Coke  Company    443,500 

Virginia  Pocahontas  Coal  Company    433,500 

Raleigh  Coal  &  Coke  Company    429,339 

E.  E.  White  Coal  Company    408,990 

Oulf  Smokeless  Coal  Company    401,281 

Paint  Creek  Colliery  Company    389,539 

Pulaski  Iron  Company   378,331 

Thacker  Coal  &  Coke  Company    357,850 

"The  Virginia  &  Pittsburg  Coal  &  Coke  Co   349,395 

Red  Jacket  Consolidated  Coal  &  Coke  Co   343, 7 45 

Cannelton  Coal  &  Coke  Company    341,110 

Crozier  Coal  &  Coke  Company    32.9,626 

J.  B.  B.  Coal  Company    329,067 

Oampbells  Creek  Coal  Company    324.073 
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Page  Coal  &  Coke  Company    321,815- 

.Turkey  Gap  Coal  &  Coke  Company    317,696 

Loup   Creek   Colliery   Company    303,570 

Hitchinan  Coal  &  Coke  Company    302,812 

Upland  Coal  &  Coke  Company    302,229 

West  Virginia  Colliery  Company   300,969 

West  Virginia  &  Pittsburg  Coal  Company    300,459 

Powhatan  Coal  &  Coke  Company    299,935 

Solvay  Collieries  Company   297,500 

The  Century  Coal  Company  of  West  Virginia    294,472 

Madeira  TTill-CIark  Coal  Company    283,344 

Slab  Fork  Coal  Company    282,736 

Glen  Alum  Coal  Company    281,282 

Richland  Coal  Company    262,300 

Piney  Mining  Company    250,411 

The  Empire  Coal  &  Coke  Company    249,835 

Ashland  Coal  &  Coke  Company    247,132 

McDowell  Coal  &  Coke  Company    245,708 

Keystone  Coal   &  Coke  Company    241,698 

Wyatt  Coal  Company    240.118 

Lynchburg  Coal  &  Coke  Company    237,154 

Rosemont  Coal  Company   '   236,306  x 

McAlpin  Coal  Company    233_,550 

Middle  States  Coal  &  Coke  Company    229,460 

Bottom  Creek  Coal  &  Coke  Company    228,206 

Eureka  Coal  &  Coke  Company    226.448 

The  Monitor  Coal  &  Coke  Company    225,889 

Algoma  Coal  &  Coke  Company    218,195 

LaBelle  Iron  Works    216,682 

The  King  Coal  Company    211,893 

Merchants  Coal  Company  of  Pennsylvania    211,792 

M.  B.  Coal  &  Coke  Company    211,437 

Kellys  Creek  Colliery  Company    209,114 

The  Marmet  Coal  Company    206,512 

Buckeye  Coal  &  Coke  Company    206,374 

Cumberland  Coal  Company    205,564 

Peerless  Coal  &  Coke  Company    205,443 

The  New  Central  Coal  Company    201,200 


Total    38,983,122 


The  above  statement,  as  will  be  seen,  shows  a  total  of  38,983,122  gross  tons 
of  coal  produced  by  71  of  the  companies  in  the  State  of  West  Virginia,  during 
the  year  ending  June  30th,  1912,  who  have  produced  more  than  200,000  tons 
of  coal.  The  grand  total  of  the  coal  produced  for  the  year,  including  all  mines, 
was  59,581,774  gross  tons,  which  leaves  a  balance  of  20,598,652  gross  tons  pro- 
duced by  the  other  producing  companies  of  the  State,  who  did  not  get  out  as 
much  as  200,000  gross  tons  each. 


STATISTICAL. 
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PROSECUTIONS  FOR  VIOLATION  OF  TEE  MINING  LAWS  DURING 
THE  TEAR  ENDING  JUNE  S9TH,  1912. 

(By  Districts  and  Counties.) 


DISTRICT 

COUNTY 

Violations 
of  Oil 
Regulations 

Solid 
Shooting 

Taking 
Excess 
Powder 

Miscellane- 
ous. 

Totals. 

First....  

1 

1 
1 

7 
5 
1 

10 

Third  

Taylor  

1 

7 
3 
1 

Tenth  

Tenth  

McDowell  

2 

Eleventh  

McDowell..  

Tweflth  

2 

8 

Totals  

4 

12 

8 

1 
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PROSECUTIONS. 

Below  is  a  list  showing  the  names  of  persons  prosecuted  for  violation  of  the 
mining  laws  and  mine  Inspectors'  instructions  during  the  year  ending  June 
30th,  1912. 

Marion  County. 

December  7th,  1911. — Eobert  McNeel,  Driver  Boss,  employed  by  the  Jamison 
Coal  &  Coke  Company,  was  prosecuted  by  Karl  F.  Schoew,  Inspector;  tried 
before  Justice  Court  for  violation  of  Section  15  of  the  Mining  Law  and  fined, 
including  costs,  $6.00. 

Taylor  County. 

November  6th,  1911. — H.  G.  Smith,  Miner,  employed  by  the  Harrison  Coal 
Company,  was  prosecuted  by  L.  D.  Vaughan,  Inspector;  tried  before  Justice 
Court  for  violation  of  Section  15  of  the  Mining  Law  and  fined  $10.00  and 
costs. 

Mercer  County. 

December  1st,  1911. — Laudra  Sara,  Miner,  employed  by  the  Pocahontas  Con- 
solidated Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried 
before  Justice  Court  for  solid  shooting  and  fined  $13.35  and  costs. 

December  1st,  1911. — Soyas  Peterosaka,  Miner,  employed  by  the  Pocahontas 
Consolidated  Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector; 
tried  before  Justice  Court  for  solid  shooting  and  fined  $13.35  and  costs. 

December  1st,  1911. — James  Polinski,  Miner,  employed  by  the  Pocahontas  Con- 
solidated Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried 
before  Justice  Court  for  solid  shooting  and  fined  $13.35  and  costs. 

December  26th,  1911. — William  Lott,  Miner,  employed  by  the  Buckeye  Coal 
&  Coke  Company,  was  prosecuted  by  A.  Mitchel,  Inspector ;  tried  before  Justice 
Court  for  solid  shooting  and  attempting  to  blow  up  mine  and  was  fined  $25.00 
and  Costs  and  sentenced  to  County  Jail  for  term  of  90  days. 

December  26th,  1911. — York  Watkins,  Miner,  employed  by  the  Buckeye  Coal 
&  Coke  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before  Justice 
Court  for  solid  shooting  and  attempting  to  blow  up  mine  but  was  dismissed. 

May  16th,  1912. — Yeako  Runiski,  Miner,  employed  by  the  Pocahontas  Con- 
solidated Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector:  tried 
before  Justice  Court  for  solid  shooting  and  fined  $14.40  and  costs. 
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May  16th,  1912. — Yanko  Shodo,  Miner,  employed  by  the  Pocahontas  Consoli- 
dated Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  be- 
fore  Justice  Court  for  solid  shooting  and  fined  $14.90  and  costs. 

McDowell  County. 

December  6th,  1911. — Sam  Menni,  Miner,  employed  by  the  Roanoke  Coal  & 
Coke  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before  Justice 
Court  for  burning  black  oil  and  fined  $5.00  and  costs. 

December  6th,  1911. — Dominick  Menni,  Miner,  employed  by  the  Roanoke  Coal 
&  Coke  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before  Jus- 
tice Court  for  burning  black  oil  and  fined  $5.00  and  costs. 

December  12th,  1911. — T.  J.  Phillips,  Miner,  employed  by  the  Pocahontas 
Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before 
Justice  Court  for  shooting  coal  from  the  solid  and  fined  $10.00  and  costs. 

December  12th,  1911. — James  Taylor,  Miner,  employed  by  the  Pocahontas 
Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before 
Justice  Court  for  shooting  coal  from  the  solid  and  fined  $10.00  and  costs. 

December  12th,  1911. — Floyd  Jones,  Miner,  employed  by  the  Pocahontas 
Collieries  Company,  was  prosecuted  by  A.  Mitchell,  Inspector;  tried  before 
Justice  Court  for  shooting  coal  from  the  solid  and  fined  $10.00  and  costs. 

May  4th,  1912. — Angelo  Dofino,  Miner,  employed  by  the  Keystone  Coal  &  Coke 
Company,  was  prosecuted  by  William  Nicholson,  Inspector;-  tried  before  Justice 
Court  for  shooting  conl  from  the  solid  and  fined  $10.00  and  costs. 

Mingo  County. 

August  24th,  1911. — Charley  Feredo,  Miner,  employed  by  the  Thacker  Coal 
&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  Section  11  of  Mine  Law  in  carrying  excess  powder  into  mine 
and  fined  $5.00  and  costs. 

August  24th,  1911. — Curtis  Austin,  Miner,  employed  by  the  Thacker  Coal 
&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  Section  11  of  the  Mine  Law  in  carrying  excess  powder  into 
Mine  and  fined  $5.00  and  costs. 

August  24th,  1911. — Fail  Foster,  Miner,  employed  by  the  Thacker  Coal  & 
Coke  Company,  was  prosecuted  by  F.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  Section  11  of  the  Mine  Law  in  carrying  excess  powder  into 
mine  and  fined  $5.00  and  costs. 

August  24th,  1911. — Fail  Foster,  Miner,  employed  by  the  Thacker  Coal  & 
Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice  Court 
for  violating  Section  11  of  the  Mining  Law  in  carrying  excess  powder  itno  mine 
and  fined  $5.00  and  costs. 

August  24th,  1911. — Early  Jones,  Miner,  employed  by  the  Thacker  Coal  & 
Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice  Court 
for  for  violating  Section  11  of  the  Mining  Law  in  carrying  excess  powder  into 
mine  and  fined  $5.00  and  costs. 

August  24th,  1911. — Wilbur  Warden,  Miner,  employed  by  the  Thacker  Coal 
&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  Section  11  of  the  Mine  Law  in  carrying  excess  powder  into 
mine  and  fined  $5.00  and  costs. 
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October  23rd,  1911. — Jess  Hoover,  Miner,  employed  by  the  Thacker  Coal  & 
Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice  Court 
for  violating  of  oil  regulations  and  fined  $15.00  and  costs. 

October  23rd,  1911. — Booker  Harston,  Miner,  employed  by  the  Thacker  Coal 
&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  oil  regulations  and  fined  $15.00  and  costs. 

January  10th,  1912. — Cherry  Grannetto,  Miner,  employed  by  the  Thacker 
Coal  &  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Jus- 
tice Court  for  violating  Mining  Law  in  taking  excess  powder  into  mine  and 
fined  $15.00  and  costs. 

January  10th,  1912. — Leon  Dominie,  Miner,  employed  by  the  Thacker  Coal 
•&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  violating  Mining  Law  in  taking  excess  powder  into  mine  and  fined 
$15.00  and  costs. 

January  12th,  1912. — Dan  Hubbard,  Miner,  employed  by  the  Thacker  Coal 
-&  Coke  Company,  was  prosecuted  by  P.  A.  Grady,  Inspector,  before  Justice 
Court  for  carrying  excess  powder  into  mine  and  fined  $15.00  and  costs. 


EXAMINATIONS  OF  MINE  FOREMEN  AND  FIRE  BOSSES  DURING 
THE  YEAR  ENDING  JUNE  30TH,  1912. 

The  Department  has  continued  its  system  of  examining  applicants  for  certi- 
ficates for  mine  foremen  and  fire  bosses  during  the  past  year  and  up  to  the 
close  of  this  report  and  since  the  beginning  of  these  examinations,  in  the  early 
part  of  March,  1910  and  up  to  and  including  June  30th,  1912,  we  have  ex- 
amined a  total  of  3,000  men,  1663  of  whom  have  been  successful  as  follows: 

745  First  Class  Certificates 

847  ..Second  Class  Certificates 

71  .'  Fife  Boss  Certificates 

A  detailed  statement,  showing  the  names  and  adresses  of  the  successful  appli- 
cants during  the  year  ending  June  30th,  1912,  appears  elsewhere  in  this  report. 

During  the  year  we  have  conducted  examinations  at  the  following  places  and 
-dates : 

Welch,  July  26-27,  1911. 

Beckley,  August  9-10,  1911. 

Elkins,  August  16-17,  1911. 

Wheeling,  August  23-24,  1911. 

Logan,  August  30-31,  1911. 

Charleston,  September  27-28,  1911. 

Charleston,  December  13-14,  1911. 

Grafton,  December  13.14,  1911. 

Welch,  December  13-14,  1911. 
We  have  noticed  a  very  marked  improvement  in  the  efficiency  Of  mine  fore- 
men and  fire  bosses  since  we  began  this  system  of  examinations,  due,  we  believe 
to  men  holding  and  aspiring  to  such  positions,  realizing  that  unless  they  take 
an  interest  and  study  mining  conditions  constantly,  during  their  hours  of  em- 
ployment in  and  around  the  mines  to  qualify  them  to  pass  these  examinations 
and  in  the  event  they  fail  to  do  so,  they  will  sacrifice  their  positions,  hence 
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thy  are  continuously  striving  to  improve  themselves  and  at  the  same  time,  give 
better  service  to  their  employer  and  protection  of  life  and  property.  We  be- 
lieve that  these  examinations,  for  reasons  explained  above,  have  also  prevented 
many  accidents  in  and  around  the  mines  and  I  am  pleased  to  report  that  the 
operators,  managers,  superintendents,  foremen  and  fire  bosses  and  others  con- 
nected with  the  mines  and  mining,  have  given  this  Department  their  hearty  co- 
operation in  conducting  these  examinations,  which  is  appreciated  by  the  entire 
Department  of  Mines. 

The  following  is  a  list  of  names  and  addresses  of  persons  to  whom  certificates 
have  been  issued  during  the  year  ending  June  30th,  1912,  divided  into  First 
Glass  Mine  Foremen ;  Second  Class  Mine  Foremen  and  Fire  Bosses,  alphabetic- 
ally arranged. 

FIBST  CLASS  CEBTIFICA TES. 

NAME.  ADDRESS. 

A. 

Akers,  Henry  Wilcoe,  W.  Va. 

Abercrombie,  James   Bowder,  Ky. 

B. 

Barber,  Babe   Vivian.  W.  Va. 

Boyd,  A  Wright,  W.  Va. 

Bircher,  Chas  Chiefton,  W.  Va. 

Brown,  Demund  O  Enterprise,  W.  Va. 

Baillie,  Geo   Steubenville,  Ohio. 

Baillie,  Allen  S  Steubenville,  Ohio. 

Buka,  Robt  Worthington,  W.  Va. 

Brent,  K.  C  Thorpe,  W.  Va. 

Bain,  James   Keeferton,  W.  Va. 

Bashore,  Chas.  F  Keyscr,  W.  Va. 

Bennett,  W.  M  Haywood,  W.  Va. 

C. 

Connor,  Chas.  W  Coalwood,  W.  Va. 

Connor,  Chas  Thomas,  W.  Va, 

Costella,  P.  D  Boylen,  W.  Va. 

Cameron,  S.  A  Monongah,  W.  Va. 

Cameron,  G.  M  Thorpe,  W.  Va. 

Creakman,  Matt   North  Fork,  W.  Va. 

Craft,  Chas.  T  Bramwell,  W.  Va. 

D. 

Dixon,  James   Coalwood,  W.  Va. 

Disney,  Geo.  H  Coalwood,  W.  Va. 

Dalton,  A.  J  Powhatan,  W.  Va. 

Dufty,  Joseph   Albert,  W.  Va. 

Dean,  D.  L  Eivesville,  W.  Va. 

E. 

Esser,  E.  M  Gary,  W.  Va. 

Elsess.  J.  R  Clarksburg,  W.  Va, 
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Farquharson,  D.  W  Landgraff,  W.  Va. 

Fitzgibbons,  H  Switchback,  W.  Va. 

Franklin,  L.  E  Olmstetf,  W.  Va. 

G. 

Graham,  H.  T  Thorpe,  W.  Va. 

Gardner,  J.  H  Pocahontas,  Virginia. 

Garvey,  J.  J  Thomas,  West  Va. 

Graves,  Albert   Middleton,  W.  Va. 

H. 

Hough,  H.  N  Lumberport,  W.  Va. 

Hay,  T.  T  Watson,  W.  Va. 

Hunter,  Matt  Gray   Ethel,  W.  Va. 

Happerset,  H.  G  Hiawatha,  W.  Va. 

Hill,  Kay  E  Big  Four,  W.  Va. 

Home,  Harry   Gary,  W.  Va. 

Hollins,  F.  A  Vivian,  W.  Va, 

Hall,  J.  H  Glen  Jean,  W.  Va. 

Holbaugh,  Harry  R  Carlisle,  W.  Va. 

Haskins,  H.  C  Hartridge,  W.  Va. 

Henderson,  L.  E  Chief  ton,  W.  Va. 

Hall,  Robt  Farmington,  W.  Va. 

Hamrick,  Geo  Montana  Mines,  W.  Va. 

I. 

Tsner,  O.  C  Simpson,  W.  Va. 

J. 

Johnson,  James  E  Vivian,  W.  Va. 

Jack,  David   Moundsville,  W.  Va. 

Johnson,  W.  W  Ansted,  W.  Va. 

Jenkins,  A.  X  Manbar,  W.  Va. 

Johnson,  Chas  Big  Chimney,  W.  Va. 

Jarrett,  Thomas  Meadowbrook,  W.  Va. 

Jack,  John   Fairmont,  W.  Va. 

K. 

Kearns,  John   Elbert,  W.  Va. 

Knight,  Grove  Dola,  W.  Va. 

L. 

Longmire,  P.  C  Coalwood,  W.  Va. 

Lilly.  M.  M  Slemp,  W.  Va. 

Law,  Jno  Winifrede,  W.  Va. 

Lawson,  A.  E  Elbert,  W.  Va. 

Lax,  Chas.  D  Coalwood,  W.  Va. 
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NAME.  ADDRESS. 

Lindsey,  David   Minden,  W.  Va. 

Lewis,  W.  D  Grant  Town,  W.  Va. 

Laubenstein,  Edw.  W  Clarksburg,  W.  Va. 

Lang,  Thos.  A  <  Grafton,  W.  Va. 

M. 

Mathis,  Rome   Eckman,  W.  Va. 

Martin,  John  T  Monongah,  W.  Va. 

Mason,  J.  E  Shinnston,  W.  Va. 

Miller,  J.  L  Middleton,  W.  Va. 

Murphy,  J.  A  Enterprise,  W.  Va. 

Monk,  Leonard   Slab  Fork,  W.  Va. 

McKee,  Campbell   Winifrede,  W.  Va. 

McDonnell,  Thos  Reynoldsville,  W.  Va. 

McClusky,  F.  D  Glen  Alum,  W.  Va. 

O. 

Otey,  W.  A  Acme,  W.  Va. 

P. 

Pethaski,  Thos  Eccles,  W.  Va. 

Prentice,  John   Winifrede,  W.  Va. 

Powell,  W.  H  Yukon,  W.  Va. 

Pilling,  Augustus   Stuart,  W.  Va. 

Page,  E.  R  Ansted,  W.  Va. 

Pollock,  Thos  Clarksburg,  W.  Va. 

Q- 

Quinn,  Patrick   Farmington,  W.  Va. 

R. 

Roberts,  Morgan   Wingrove,  W.  Va. 

Roberts,  A.  C  Glen  White,  W.  Va. 

Russell,  Jno.  S  Worthington,  W.  Va. 

Raisback,  James   Welch,  W.  Va. 

Richardson,  John   Minden,  W.  Va. 

Reese,  A.  B  Kaymoor,  W.  Va. 

Roebuck,  Samuel   Wevaco,  W.  Va. 

Ritter,  J.  H  Arden,  W.  Va. 

Riggins,  Jno.  C  Clarksburg,  W.  Va. 

8. 

Shanks,  Jno.  H  Raleigh,  W.  Va. 

Stephens,  Seth   Moundsville,  W.  Va. 

Smith,  T.  H  Saginaw,  Michigan. 

Somers,  James   Fort  Branch,  W.  Va. 

Simcox,  F.  R  Switchback,  W.  Va. 

Symon,  Geo  Winifrede,  W.  Va. 
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NAME.  ADDRESS. 

South,  L.  J  Eckman,  W.  Va. 

Smith,  Joseph  W  Elkhorn,  W.  Va. 

Sligh,  J.  C  Minden,  W.  Va. 

Stevenson,  L.  0  Newburg,  W.  Va. 

Spenser,  Arthur  B  Mt.  Clare,  W.  Va. 

Shiel,  M.  J  McWhorter,  W.  Va. 

Sharpener,  J.  J  McWhorter,  W.  Va. 

T. 

Thomas,  Albert  E  Gary,  W.  Va. 

Thompson,  A.  B  Gauley  Bridge,  W.  V 

Triplett,  Jasper   English,  W.  Va. 

Thompson,  L.  E  Monongah,  W.  Va. 

Tibbets,  C.  R  Beryl,  W.  Va. 

V. 

Vacheresse,  Edward   Red  Jacket,  W.  Va. 

Vanscoy,  O.  M  Gypsey,  W.  Va. 

W. 

Waldron,  Ronald  V  Coalwood,  W.  Va. 

Williams,  F.  E  Farmington,  W.  Va. 

Wilson,  W.  A  Gary,  W.  Va. 

Wallace,  L.  H  Yukon,  W.  Va. 

Welty,  C.  F  Barracksville.  W.  Va. 


SECOND  CLASS  CERTIFICATES. 


A. 


Abercrombie,  John   Monongah,  W.  Va. 

Altizer,  G.  T  Davy,  W.  Va. 

Atkins,  Floyd   Elk  Garden,  W.  Va. 

Anderson,  C.  P  Acme,  W.  Va. 

Ashcroft,  W.  T  Middleton,  W.  Va. 

B. 

Buchanan,  Ed  Glen  Alum,  W.  Va. 

Bishop,  A.  M  Gary,  W.  Va. 

Brennan,  Frank   Glen  White,  W.  Va. 

Bissett,  W.  J  Coalton,  W.  Va. 

Bogart,  R.  K  Tunior,  W.  Va. 

Byers,  Henry  Beryl,  W.  Va. 

Barton,  David  A  Dellslow,  W.  Va. 

Ralston,  J.  Y  Masontown,  W.  Va. 

Bishoff,  J.  W  Coalton,  W.  Va. 

Burke,  Mike  Grant  Town,  W.  Va. 

Bowman,  Otha  L  Montana  Mines,  W.  Va. 

Booth,  W.  C  Harding,  W.  Va. 
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NAME.  ADDRESS. 

Burwell,  T.  J  Maybeury,  W.  Va. 

Bohen,  Con   Big  Four,  W.  Va. 

Bowles,  Robert   Maybeury,  W.  Va. 

Burton,  William  Pocahontas,  Virginia. 

Barnett,  Sherrill  S  War  Eagle,  W.  Va. 

Bowman,  M.  T  Cinderella,  W.  Va. 

Bailey,  J.  R  Pocahontas,  Virginia. 

Bunting,  James   Berwind,  W.  Va. 

Boyd,  Ira   Oswald,  W.  Va. 

Bierne,  P.  L  Wevaco,  W.  Va. 

C. 

Campbell,  F.  II  Wickham,  W.  Va. 

Christopher,  Geo  Coketon,  W.  Va. 

Cook,  Jno.  F  Austen,  W.  Va. 

Curry,  J.  H  Holden,  W.  Va. 

Cunningham,  R.  A  Eventon,  W.  Va. 

Coburn,  Milton   Viropa,  W.  Va. 

Connor,  Howard  1  Lewis,  W.  Va. 

Carley,  Wade   Harding,  W.  Va. 

Cline,  Milton  Davy,  W.  Va. 

Cherry,  John   Viropa,  W.  Va. 

Clark,  R.  J  MacAlpin,  W.  Va. 

Cassell,  G.  C  Coalwood,  W.  Va. 

Cullop,  C.  S  Anawalt,  W.  Va. 

Clement,  J.  G  Laing,  W.  Va. 

Carman,  Alexander  C  Oswald,  W.  Va. 

Clark,  J.  P  McComas,  W.  Va. 

Colvard,  W.  S  Ashland,  W.  Va. 

Cundiff,  Geo  Wyndal,  W.  Va. 

Cunningham,  Thos  Cannelton,  W.  Va. 

Clendennin,  H.  H  Nabob,  W.  Va. 

Coiner,  Wm  Acme,  W.  Va. 

Cash,  Chap  Acme,  W.  Va. 

Clark,  Edward   East  Bank,  W.  Va. 

Cadwallender,  Robt.  Acme,  W.  Va. 

Cawley,  R,  M  Black  Betsey,  W.  Va. 

D. 

Dawson,  J.  L  Mohawk,  W.  Va. 

Dunn,  John   Mt.  Carbon,  W.  Va. 

Dickinson,  Jno  Albert,  W.  Va. 

Drainer,  Wm.  M  Flemington,  W.  Va. 

Dye,  Elbert   Gary,  W.  Va. 

Daniel,  Jno.  O  Claremont,  W.  Va. 

Davis,  W.  E  Barren  Creek,  W.  Va. 

Dale,  Walter   Olcott,  W.  Va. 

Dewitt,  A.  W  Heatherman,  W.  Va. 
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NAME.  address. 

Darby,  Mory  Kayford,  W.  Va. 

Davis,  Harry  H  Ohley,  W.  Va. 

Dower,  John   Stone  Cliff,  W.  Va. 

*  e. 

Ewing,  Earl   Hartford,  W.  Va. 

F. 

Fleming,  T.  A  Schell,  W.  Va. 

Forbes,  James   Wellsburg,  W.  Va. 

Filbin,  Jno  Handley,  W.  Va. 

Ford,  N.  A  Coalton,  W.  Va. 

Franklin,  D.  W  Marytown,  W.  Va. 

Fisher,  H.  H  Premier,  W.  Va. 

Fenimore,  J.  G  Big  Creek,  W.  Va. 

G. 

Gaultney,  Thos.  W  Maybeury,  W.  Va. 

Gilchrist,  W.  A  Laing,  W.  Va. 

Gibson,  Robt.  W  Tyrconnell,  W.  Va. 

Gray,  O.  A  Dola,  W.  Va. 

Graham,  S.  C.  Jr   Gary,  W.  Va. 

Gilmore,  Jenkins  J  Mohawk,  W.  Va. 

Grant,  P.  A  Twin  Branch,  W.  Va. 

Gonia,  H.  W  Premier,  W.  Va. 

Gibson,  A.  J  Leckie,  W.  Va. 

Gebraski,  Larry  Pageton,  W.  Va. 

Geyer,  P.  C  Dorothy,  W.  Va. 

H. 

Hutchinson,  E.  S  Switchback,  W.  Va. 

Haire,  A.  C  Worth,  W.  Va. 

Hufford,  J.  E  Lex,  W.  Va. 

Hubbard,  H.  L  Hallsville,  W.  Va. 

Hostetter,  Mike  Gary,  W.  Va. 

Harrison,  Wm  Thayer,  W.  Va. 

Hurt,  Wm  Mabscott,  W.  Va. 

Hudson,  J.  S  Raleigh,  W.  Va. 

Hornsby,  Wm  Wright,  W.  Va. 

Harshbarger,  Grant   ...Beryl,  W.  Va. 

Henderson,  L.  E  Chiefton,  W.  Va. 

Holliday,  Geo.  W  Steubenville,  Ohio. 

Harvey,  S.  S  Upper  Potomac,  W.  V 

Haley,  Marsh   Farnum,  W.  Va. 

Hendrick,  Geo  Farnum,  W.  Va. 

Hearshman,  H.  D  Minden,  W.  Va. 

Harmon,  J.  M  Elbert,  W.  Va. 

Haley,  Timothy  W  Matewan.  W.  Va. 
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Hackwortb,  J.  V  Worth,  W.  Va. 

Hall,  Palmer  L  Algoma,  W.  Va. 

Hall,  M.  D  Algoma,  W.  Va. 

Heatherman,  W.  T  Mohawk,  W.  Va. 

Hopkins,  W.  J  Mohawk,  W.  Va. 

Heretta,  Rudy   Gary,  W.  Va. 

Hollaway,  J.  H  McDowell,  W.  Va. 

Huffman,  Frank   Big  Sandy,  W.  Va. 

Hancock,  J.  W  Winding  Gulf,  W.  Va. 

Hudnall,  Geo  Mucklow,  W.  Va. 

J. 

Johnson,  J.  E  Wright,  W.  Va. 

Johnson,  V.  A  Branchland,  W.  Va. 

Jennings,  W.  P  Clarksburg,  W.  Va. 

Johnson,  J.  I)  Big  Sandy,  W.  Va. 

K. 

King,  John   Roderfield,  W.  Va. 

Knight,  H.  B  Dodson,  W.  Va. 

Kittle,  M.  B   Hartridge,  W.  Va. 

Kelley,  A.  B  Boylen,  W.  Va. 

Kirkpatrick,  W.  H  Matewan,  W.  Va. 

Kenney,  D.  E  Ashland,  W.  Va. 

Kirby*  J.  D  Davy,  W.  Va. 

Kingan,  A.  B  Goodwill,  W.  Va. 

Knight,  Robert  F  Hartford,  W.  Va. 

Klanger,  Chas.  J  Glen  White,  W.  Va. 

Kennedy,  John   Glen  White,  W.  Va. 

Kilburn,  George  Wm  Putney,  W.  Va. 

Kennedy,  Thos  Shrewsbury,  W.  Va. 

Kirby,  W.  H  Decota,  W.  Va. 

Kirk.  P.  H  Wake  Forest,  W.  Va. 

L. 

Lake,  James  A  Thomas,  W.  Va. 

Lang,  James   Red  Rock,  W.  Va. 

Lester,  J.  W  Gary,  W.  Va. 

Liddle,  R.  W  Davy,  W.  Va. 

Lewis,  E.  C  Ashland,  W.  Va. 

Loyd,  Okey   East  Lynn,  W.  Va. 

Lilly,  Wash   Hotcoal,  W.  Va. 

Leftwich,  Chas.  W  Putney,  W.  Va. 

Larabee,  C.  R  Sharon,  W.  Va. 

M. 

Macfarlane,  Malcolm   Barnum,  W.  Va. 

Montgomery,  Geo.  W  Bower,  W.  Va. 

Miller,  J.  L  Middleton,  W.  Va. 
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Miller,  Charlie   Holden,  W.  Va. 

Miller,  Jerry  H  Marting,  W.  Va. 

Miner,  E.  L  Wevaco,  W.  Va. 

Miller,  J.  S  Ronda,  W.  Va. 

Montgomery,  Ghas.  E  Burnwell,  W.  Va. 

Moore,  W.  E.  Cliff  Top,  W.  Va. 

McAlister,  J.  T  Hernshaw,  W.  Va. 

Morris,  L.  C  Shinnston,  W.  Va. 

McGinnis,  W.  M  Independence,  W.  Va. 

Manning,  Brice  E  Luraberport,  W.  Va. 

Mitchell,  A.  P  Gary,  W.  Va. 

Masley,  W.  D  Gary,  W.  Va. 

McDonald,  R.  L  Big  Four,  W.  Va. 

McBrayer,  James   Hemphill,  W.  Va. 

Morgan,  M.  M  Thorpe,  W.  Va. 

Marshal],  W.  L  Worth,  W.  Va. 

McBrayer,  J.  W  Middlesboro,  Kentucky. 

Melvin,  A.  P  Twin  Branch,  W.  Va, 

Maynard,  T.  D  War  Eagle,  W.  Va. 

Malloy,  J.  J  Clarksburg,  W.  Va. 

Meadows,  Hoge   Newlyn,  W.  Va. 

Meadows,  Owen   Carbon,  W.  Va. 

Magruder,  Wm  Wheeling,  W.  Va. 

Morai],  L.  D  Wyndal,  W.  Va. 

Maynor,  Cleve  Herberton,  W.  Va. 

McDaniel,  W.  L  Berry,  W.  Va. 

N. 

Xunn,  W.  S  Hiawatha,  W.  Va. 

Nichols,  Geo  Grant  Town,  W.  Va. 

O. 

Ort,  Chas.  C  Simpson,  W.  Va. 

Oley,  W.  A  Ashland.  W.  Va. 

P. 

Powell,  C.  D   Meadowbrook,  W.  Va. 

Pack,  E.  E  Eskdale,  W.  Va. 

Price,  Frank  L  Hernshaw,  W.  Va. 

Pauley,  E.  P  Acme,  W.  Va. 

Patterson,  Hugh  L  Carbon,  W.  Va. 

Pugh,  T.  L  Leewood,  W.  Va. 

Powers,  J.  H  Decota,  W.  Va. 

Q. 


Qnesenberry,  W.  L  Keystone,  W.  Va. 
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R. 

NAME.  ADDEESS. 

Ring,  G.  M  Premier,  W.  Va. 

Ritter,  J.  H  Arden,  W.  Va. 

Richards,  Floyd  S  Logan,  W.  Va. 

Randolph,  Ward   Wilsonburg,  W.  Va. 

Rodeheaver,  Geo.  T  Catawba,  W.  Va. 

Ricer,  Jno  Monongah,  W.  Va. 

Rose,  Blair   Elbert,  W.  Va. 

Ramey,  F.  L  MacDonald,  W.  Va. 

Riley,  Earl  W  Layland,  W.  Va. 

Roach,  Lew   Monarch,  W.  Va. 

Rose,  P.  L  '  Kayford,  W.  Va. 

3. 

Snead,  W.  H  Monarch,   W.  Va. 

Shomo,  C.  W  Junior,  W.  Va. 

Shuttelworth,  W.  E  Shinnston,  W.  Va. 

Summers,  D.  M  Gypsy,  W.  Va. 

Stannard,  Geo.  E  Tunnelton,  W.  Va. 

Summers,  J.  L  Gypsy,  W.  Va. 

Smith,  David  O  Tyrconnell,  W..  Va. 

Swiger,  U.  C  Dola,  W.  Va. 

Swiger,  J.  G  Dola,  W.  Va. 

Smith,  James  G  Myersdale,  Pa. 

Straight,  0.0  '  Clarksburg,  W.  Va. 

Smith,  H.  G  Tyrconnell,  W  .Va. 

Strickler,  Warfield     English,  W.  Va. 

Strickle*,  J.  W.  English,  W.  Va. 

South,  R.  H  Eckman,  W.  Va. 

Starkey,  R.  O  Gary,  W.  Va. 

Sharky,  Nick     Gary,  W.  Va. 

Smith,  R.  B  Switchback,  W.  Va. 

Sizeman,  J.  T  Thorpe,  W.  Va. 

Shaw,  W.  F  Coalwood,  W.  Va. 

Spicer,  W.  T  Welch,  W.  Va. 

Swiger,  Chas.  R  Lumberport,  W.  Va. 

Smith,  Geo.  E  Ronda,  W.  Va. 

Slack,  C.  T  Dry  Branch,  W.  Va. 

Stephens,  G.  M  Moundsville,  W.  Va. 

Scholl.  L.  E   Man,  W.  Va. 

Stall,  D.  H  Fayetteville,  W.  Va. 

Short,  F.  W  Acme,  W.  Va. 

Scherer,  F.  E  Acme,  W.  Va. 

Stephens,  J.  W   Shrewsbury,  W.  Va. 

Snodgrass,  Joe  Holden,  W.  Va. 
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T. 

NAME  ADDRESS 

Taylor,  J.  H  Welch,  W.  Va. 

Triplett,  Joseph   Yukon,  W.  Va. 

Thomas,  Clarence   Watson,  W.  Va. 

Thompson,  Geo.  E  Holden,  W.  Va. 

Thompson,  A.  B  Gauley  Bridge,  W.  Va. 

Temple,  C.  B  Hiorra,  W.  Va. 

Tibbets,  F.  H  Beryl,  W.  Va. 

Tulley,  J.  M  Gary,  W.  Va. 

Taylor,  J.  F  Ashland,  W.  Va. 

Tackett,  Geo  Eventon,  W.  Va. 

Taylor,  Robt  Charleston,  W.  Va. 

Taylor,  Raleigh  C  Ansted,  W.  Va. 

Titlow,  B.  F  Colcord,  W.  Va. 

V. 

Vaughn,  Ed  Hiawatha,  W.  Va. 

Vance,  J.  L  Ashland,  W.  Va. 

Vernon,  J.  E  Glen  Alum,  "W.  Va. 

W. 

Welch,  Geo.  W  Merrimac,  W.  Va. 

Walters,  Trig  Maybeury,  W.  Va. 

White,  William   McDowell,  W.  Va. 

Weber,  Richard   Grafton,  W.  Va. 

Whitman,  W.  G  Holden,  W.  Va, 

Warden,  C.  A  Kingston,  W.  Va. 

Woolf,  Wm.  B  Flemington,  W.  Va. 

■  White,  W.  M  '  Yukon,  W.  Va. 

Whitworth,  W.  H  Gary,  W.  Va. 

Ward,  S.  E  Premier,  W.  Va. 

Warwick,  W.  W  Slab  Fork,  W.  Va. 

Watson,  S.  L  Lansing,  W.  Va. 

Weis,  Fred   Mason,  W.  Va. 

Wilson,  Wm.  E  Page,  W.  Va, 

Whittaker,  C.  E  Clothier,  W.  Va. 

Workman,  Chas.  A  Vanetta,  W.  Va. 

Waters,  Thomas  Peytona,  W.  Va. 

Wriston,  B.  F  Hill  Top,  W.  Va. 

Waddle,  G.  R  Keeferton,  W.  Va. 

Y. 

Young,  Jno  Cedar  Grove,  W.  Va. 

Yerkey,  C.  E  Lewis,  W.  Va. 

Yates,  W.  M  Elkhorn,  W.  Va. 

Z. 

Zurik.  Mike  Carey,  W.  Va. 
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FIRE  BOSS  CERTIFICATES. 
B. 

NAME  ADDRESS 

Bolton,  Wm  Cranberry,  W.  Va. 

Brown,  M.  A  Algoma,  W.  Va. 

Bare,  Wm.  Kimball,  W.  Va. 

Bradach,  John   Henry,  W.  Va. 

C. 

Chadwick,  J.  D.  M  Steubenville,  Ohio. 

IT. 

Haynes,  James   Jed,  W.  Va. 

Henry,  L.  R  G.vpsy,  W.  Va. 

I. 

1  sherwood,  Edward  Cane  Brake,  W.  Va. 

J. 

Johnson,  W.  W  Ansted,  W.  Va. 

L. 

Laird,  Thos  Shinneton,  W.  Va. 

M. 

Mannus,  O.  A  Keystone,  W.  Va. 

Murphy,  R.  B  Olmsted,  W.  Va. 

N. 

Niddifer,  R.  C  Jed,  W.  Va. 

P. 

Parish,  J.  A  Farmington,  W.  Va. 

S. 

Smith,  Harry  Ansted,  W.  Va. 

Stokes,  M.  E  Red  Star,  W.  Va. 

T. 

Tomiko,  Albert   Henry  ,W.  Va. 

W. 

Woodward,  H.  J  Jed,  W.  Va. 

Wakefield,  Benjamin   Farmington,  W.  Va. 

Y. 

Young,  Wm  Steubenville,  Ohio. 
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BATES  ON  COAL  AND  COKE  EROM  VARIOUS  DISTRICTS  IK  IV EST 
VIRGINIA  ON  THE  WESTERN  MARYLAND  RAILWAY  TO 
THE  PRINCIPAL  MARKETING  POINTS  AS  OE 
OCTOBER  31ST,  1912. 


TO 

Coal. 
Cumberland 
Piedmont 
District 

Coal. 
West  Virginia 
District 

Coke 
West  Virginia 
District 

Boston,  Mass..    

$2.60 

(1)  1.55 
1.95 
1.85 

(2)  1.35 
(3*)1.25 

GROSS  TON 

$2.85 

(1)  1.80 
2.20 
2.10 

(2)  1.60 

(3)  1.50 

$3.25  Net  T 

Pt.  Reading...   

New  York,  N.  Y    

Jersey  City,  N.  J    

Pt.  Richmond      

2.15  Net  T 

Pt.-Richmond                         .  .  ..   

(4)    1.65  G.  T 

Pt.  Richmond   

1.60 
1.60 
1.60 

(5)  1.35 

(6)  1.18 

1.85 
1.85 
1.85 

(5)  1.60 

(6)  1.43 

Philadelphia    

1.95  Net  T 
1.95  Net  T 

Pt.  Covington    

Pt.  Covington     

(4)    1.65  G.  T 

Pt.  Covington  

1.60 

$1.45 

(a)  1.15 

(b)  1.25 
2.05 
2.50 

1.85 
NET  TON 

$1.25 

(a)  .96% 

(b)  1.06% 
1.90 
2.35 

Sandusky,  Ohio.    (For  reshipment  by 

Lakes)...    

$2.25  Net 

Chicago,  111   t   

2.65  Net  T 
2.80  Net  T 

NOTE— (l)When  dumped  over  coal  piers  amd  delivered  to  vessels. 

(2)  For  points  inside  Capes. 

(3)  For  points  outside  Capes. 

(4)  When  for  export. 

(5)  For  points  in  Baltimore  Harbor  in  Chesapeake  Bay,  "inside  the  Chesapeake  Capes." 

(6)  For  points  outside  Chesapeake  Capes. 

(a)  Applies  only  on  cargo  coal  F.  O.  B.  cars  on  Dock  for  reshipment  by  Lake.     The  charge  for 
transferring  coal  from  cars  to  vessel  is  5  cents  ton  of  2000  lbs.  and  will  be  in  addition  to  above 

rates. 

(b)  Applies  on  coal  F.  O.  B.  cars  on  Dock  to  be  used  for  fuel  for  Vessels.   The  charge  for  transferring 

coal  from  cars  to  bunkers  of  vessels  are  as  follows,  and  will  be  in  addition  to  the  above  rates: 

Vessels  taking  coal  cargoes      lie  per  2000  lbs. 

Vessels  not  taking  coal  cargoes     19c  per  2000  lbs. 

Vessels  not  taking  cargoes(when  coal  is  wheeled  aboard)    35c  per  2000  lbs. 
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BATES  ON  COAL  AND  COKE  FROM   THE  VARIOUS  DISTRICTS  IN 
WEST  VIRGINIA  ON  THE  C.  #  0.  BY.  TO  THE  PRINCIPAL 
MARKETING  POINTS  AS  OF  OCTOBER  31ST,  1912. 




Commercial  Coal,  Lake 

Coke  from  various  Dis- 

TO 

or  Tidewater  Coal. 

tricts  to  the  same  points 

Kanawha 

New  River 

Kanawha 

New  River 

District 


District 

District 

District 

S  1.40 

S  1.50 

$  2.10 



$  2.20 

.97 

1.12 

1.25 

1.45 

1.95 

1.95 

Con'-innati,  0  

 Cora. 

1.C0 

1.10 

1.70 

1.70 

ChicaRO,  111  

 Com. 

1.90 

2.05 

2.50 

2.50 

1.55 

1.65 

2.30 

2.30 

St.  Paul,  Minn  

Com. 

No  Throu 

gh  Rates. 

No  Throu 

gh  Rates. 

Milwaukee,  Wis.  (Proper)  

2.50 

2.65 

2.70 

2.70 

Hamilton.  Ohio  

 Com. 

1.15 

1.25 

1.95 

1.95 

Springfield,  0  

1.25 

1.45 

1.95 

1.95 

Dayton,  0  

1.25 

1.35 

1.95 

1.95 

Lima,  0  

1.25 

1.45 

1.95 

1.95 

1.95 

1,50 

1.40 

1.75 

1.60 

1.50 

2.00 

2.00 

1.60 

1.50 

2.00 

2.00 

1.60 

1.50 

*1.75 

*1.57 

1.60 

1.50 

2.00 

2,'M) 

Winston-Salem,  N.  C  

2.20 

2.10 

2.40 

2.30 

2.40 

2.30 

2.30 

2.30 

1.60 

1.50 

2.00 

2.00 

2.S5 

2.75 

3.35 

3.25 

Savananh,  Ga  

Com. 

2.50 

2.40 

2.75 

2.65 

Covington.  Va. 

.75 

.65 

Fordwiek.  Va.      '  _   

1.50 

1.50 

Fordwiek.  Va. 

Com. 

Pea,  Nut  &  Slack  

.75 

.65 

Mine  Run  .  . 

.90 

80. 

Lump  &  Egg  

1.50 

.95 

Com. 

Pea.  Nut  &  Slack  

.60 

.50 

.  .85 

.75 

1.00 

.90 

*  Rate  Crushed  Coke  from  New  River  and  Kanawha  Districts  92.00. 


NOTE— All  of  the  above  rates  are  based  on  NET  toas  except  the  Newport  News,  Va.,  "For  Beyond  Capes", 
which  is  GROSS  toas. 


RATES  ON  COAL  AND  COKE  FROM  MINES  LOCATED  ON  THE  K. 
M.  RT.  IN  THE  WEST  VIRGINIA  TO  THE  PRINCIPAL 
MARKETING  POINTS. 


TO 


Chicago,  111 —   

Columbus,  0   

Detroit,  Mich   

Ft.  Wayne,  Ind  

Grand  Rapids,  Mich   

Holland,  Mich  

Indianapolis,  Ind   

Kalamazoo,  Mich   

La  Fayette,  Ind  

Milwaukee,  (Proper)  Wis  

Milwaukee,  (Beyond)  Wis  

Toledo,  (Proper)  0....   

Toledo,  (for  Lake  Shipment)  O, 
Toledo,  (Fuel  Coal)  O  


COKE 
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RATE  ON  COAL  FROM  VARIOUS  DISTRICTS  IN  WEST  VIRGINIA  ON 
THE  N.  4-  W.  R.  R.  TO  TEE  PRINCIPAL  MARKETING 
POINTS  AS  OF  OCTOBER  31ST,  1912. 


Poca  and 

Clinch 

TO 

Tug  River 

Valley 

Thacker 

Kenova 

Districts. 

Districts. 

District. 

District. 

Norfolk,  Va    

$  $1.50 

81.50 

$  1.60 

fl.70 

Greenboro.N.  C    

2.30 

2.30 

2.40 

2.50 

Charlotte,  N.  C  

2.35 

2.35 

2.45 

2.55 

2.35 

2.35 

2.45 

2.55 

Concord,  N.  C  

2.35 

2.35 

2.45 

2.55 

2  30 

2  40 

2  50 

Durham,  N.  C...    

2.20 

2.20 

2^30 

2.40 

Winston-Salem.  N.  C   

2.10 

2.10 

2.20 

2.30 

2  30 

2  40 

2  50 

Burlington.  N.  C  _  

2.30 

2^30 

2^40 

2^50 

2.30 

2.30 

2.40 

2.50 

Wilmington,  N.  C     .. 

2.05 

2.05 

2.15 

2.25 

Fayetteville,  N.  C    

2.40 

2.40 

2.50 

2.60 

Tarboro,  N.  C    

2.40 

2.40 

2.50 

2.60 

Washington,  N.  C    

2.05 

2.05 

2.15 

2.25 

2.35 

2.35 

2.45 

2.55 

2.15 

2.15 

2.25 

2.35 

2.05 

2.30 

1.90 

1.90 

Joliet,  111    

2.05 

2.30 

1.90 

1.90 

1.10 

1.35 

1.00 

1.00 

Detroit,  Mich   

1.60 

1.85 

1.40 

1.40 

2.10 

2.35 

1.90 

1.90 

2.05 

2.30 

1.85 

1.85 

South  Bend,  Ind   

1.95 

2.20 

1.80 

1.80 

Sandusky  Docks,  0   ..  

1.12 

1.37 

.97 

.97 

(For  Lake  Shipment.)    All  per  ton  of  2,000  lbs.. 

On  Docks. 

Lambert  Point,  Va    

1.40 

1.40 

l.oO 

1.60 

(For  Beyond  Capes.)    Per  ton  of  2,240  lbs. 

On  Dock. 

RATES  ON  COKE  FROM  VARIOUS  DISTRICTS  IN  WEST  VIRGINIA 
ON  THE  N .  4-  W.  RY.  TO  THE  PRINCIPAL  MARKETING 
POINTS. 


Poca  and 

Clinch 

TO 

Tug  River 

Valley 

Districts. 

Districts. 

$  2.50 

$  2.65  ' 

Joliet,  111   

2.50 

2.65 

S.  S.  Marie,  Ont   

3.35 

3.50 

2.70 

2.85 

1.00 

1.15 

All  Coke  per  ton  of 

Hanging  Rock,  0   

1.00 

1.15 

2,000  lbs. 

Columbus,  O  

1.55 

1.70 

1.25 

1.40 

Wellston,  0   

1.25 

1.40 

V 
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BATES  ON  COAL  FROM  VARIOUS  DISTRICTS  IN  WEST  VIRGINIA 
ON  THE  C.  if  C.  RY.  TO  THE  PRINCIPAL  MARKETING 
POINTS  AS  OF  OCTOBER  31ST,  1912. 






Roaring 

Upshur 

Braxton 

 _  _ 

Elk  River 

TO  WHAT  POINT 

Creek 

District. 

District. 

District. 

District. 

- 

Chicago,  111  

$1.90 

$1.90 

$1.90 

$1.90 

1.55 

1.55 

1.55 

1.55 

90 

.90 

.90 

.90 

Toledo,  0   

L25 

1.26 

1.25 

1.40 

1.40 

1.40 

1.40 

2.50 

2.50 

2.50 

2.50 

1.75 

1.75 

1.75 

1.40 

1.55 

1.55 

1.55 

1.55 

Gas  City,  Ind  

1.55 

1.55 

1.55 

1.55 

1.55 

1.55 

1.40 

1.40 

1.40 

1.40 

2.35 

2.35 

2.35 

1  2.35 

Cleveland,  0  

1.15 

1.15 

1.15 

1.75 

1.15 

1.25 

1.25 

1.25 

1.55 

1.55 

1.55 

1.55 

Jackson,  Mich  

1.60 

1.60 

1.60 

1.60 

Pontiac,  Mich  

1.80 

1.80 

1.80 

1.80 

1.55 

1.55 

1.55 

1.55 

Saginaw,  Mich   

1.90 

1.90 

1.90 

1.90 

Grand  Rapids,  Mich  

1.90 

1.90 

1.90 

1.90 

Bluff  ton,  0  

1.25 

1.2.5 

1.25 

1.25 

Wabash,  Ind  

1.65 

1.65 

1.65 

1.65 

1.25 

1,25 

1.25 

1.25 

1.60 

1.60 

1.60 

1.60 

1.60 

1.60 

1.60 

1.60 

1.45 

1.45 

1.45 

1.45 

Lima,  Ohio      

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

Springfield,  Ohio      

1.25 

1.25 

1.25 

1.25 

New  York,  N.  Y  

2.20 

2.20 

2.20 

•2.20 

Philadelphia,  Pa  

1.85 

1.85 

1.85 

*1.85 

Baltimore,  Md     

1.85 

1.85 

1.85 

•1.85 

1.75 

1.75 

1.75 

•1.75 

Harrisburg,  Pa    

1.75 

1.55 

1.55 

♦1.55 

*  The  rates  to  these  points  will  only  be  applicable  from  the  Elk  District  to  stations  East  of  Middle  Creek 
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BATES  ON  COKE  FROM  THE  VARIOUS  DISTRICTS  IN  WEST 
GINIA  ON  THE  C.  <$•  C.  RT.  TO  THE  PRINCIPAL  MARKET- 
ING POINTS  AS  OF  OCTOBER  31ST,  1912. 


VIR- 


TO  WHAT  POINT 


Chicago,  111   

Indianapolis,  Ind  

Columbus,  0  

Toledo,  Ohio  

Detroit,  Mich  

Millwaukee,  Wis   

La  Fayette,  Ind...  

Kokomo,  Ind   

Granite  City,  111   

Adrain,  Mich...  

St.  Louis,  Mo   _. 

Dayton,  0  

Jackson,  Mich   

Jackson,  0   

Wellston,  0  

Saginaw,  Mich  

Grand  Rapids,  Mich  

Bellefontaine,  0  

Washington  Court  House,  0 

Union  Furnace,  0   

Ft.  Wayne,  Ind  

Addyston,  0  

Linma,  0  

Marion,  0..   

Springfield,  0   

New  Castle,  Ind  

Peoria,  111  

Benton  Harbor,  Mich  

Hamilton,  Ohio.   

Hammond,  Ind   


Roaring 

Upshur 

Creek 

District. 

District. 

$2.50 

$2.50 

2.30 

2.30 

1.65 

1.65 

1.95 

1.95 

2.10 

2.10 

2.70 

2.70 

2.50 

2.50 

2.30 

2.30 

2.80 

2.80 

2.10 

2.10 

2.80 

2.80 

1.95 

1.95 

2.30 

2.30 

1.20 

1.20 

1.20 

1.30 

2.50 

2.50 

2.50 

2.50 

1.95 

1.95 

1.95 

1.95 

1.55 

1.55 

2.30 

2.30 

1.70 

1.70 

1.95 

1.95 

1.95 

1.95 

1.95 

1.95 

2.30 

2.30 

2.65 

2.65 

2.50 

2.50 

1.95 

1.95 

2.50 

2.50 
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RATES  ON  COAL  AND  COKE  FROM  NEW  RIVER  DISTRICT  IN  WEST 
VIRGINIA  ON  THE  VIRGINIAN  RAILWAY  TO  PRINCIPAL 
MARKETING  POINTS  AS  TO  OCTOBER  3 1ST,  1912. 

(Per  ton  of  2,000  pounds  except  as  noted  below.) 


TO 


New  River  District 


Coal. 


Coke 


Sewells  Point,  Va. 


For  export 
(For  beyond 
(  the  capes). 


Norfolk,  Va..  

Richmond,  Va  

South  Richmond  (Manchester)  Va. 

Lynchburg,  Va  

Roanake,  Va  

Emporia,  Va   

Winston-Salem,  N.  C  

Greensboro,  N.  C  

Charlotte,  N.  C  

Salisbury,  N.  C...  

Concord,  N.  C  

Raleigh,  N.  C    

Durham,  N.  C  

Graham,  N.  C   

Burlington,  N.  C  

Haw  River,  N.  C  

Wilmington,  N.  Cl  

Fayetteville,  N.  C   

Tarboro,  N.  C  

Washington,  N.  C   

Columbia,  N.  C  

Charleston,  S.  C   

Savanah,  Ga   

Jacksonville,  Fla  


%  1.40 

$  1.65 

(See  Note) 

(See  Note) 

S  1.40 

2.00 

(See  Note) 

1.50 

2.00 

1.50 

2.00 

1.50 

2.00 

1.50 

1.50 

1.30 

1.30 

2.30 

2.30 

2.10 

2.10 

2.30 

2.30 

2.35 

2.35 

2.35 

2.35 

2.35 

2.35 

2.30 

2.30 

2.20 

2.20 

2.30 

2.30 

2.30 

2.30 

2.30 

2.30 

2.05 

2.45 

2.40 

2.40 

2.40 

2.40 

2.05 

2.40 

2.35 

2.35 

2.15 

2.50 

2.40 

2.65 

2.75 

3.25 

NOTE — Rates  to  S?wells  Point,  Va.,  on  coal  for  export  or  for  beyond  the  Capes,  and  Coke  for  export,  applies 

per  ton  of  2,240  pounds. 


1912  | 
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BATES  ON  COAL  FROM  VARIOUS  DISTRICTS  JN  WEST  VIRGINIA 
ON  THE  B.  $  0.  R.  R.  AND  LATERAL  LINES  TO  THE  PBIN. 
CI  PAL  MARKETING  POINTS. 


FROM 


TO 


DELIVERY 


HOC! 

.  £  a 


"III*  • 

m  £  «  o 
.S'3&  o.S 


Gross  Ton 


Gross  Ton   Gross  Ton 


Gross  Ton 


Baltimore,  Md. 


Philadelphia,  Pa. 


St.  George,  S.  I  . 
Wilmington,  Del. 


Local  

For  reshipment  inside  Cape 
For    reshipment  outside 

Capes   

Local  

For  reshipmrnt  inside  Capes. 
jFor  reshipment  outside 

j   Capes   ... 

For  reshipment   

Local  


Columbus,  0  Local. 

Sandusky,  Ohio  Local. 

Cleveland,  0  Local. 

Local. 
Local . 
Local . 
Local. 
Local . 
Local . 
Local. 
Local. 


Lorain,  0. 

Barberton,  0  

Chicago,  111  

Syracuse,  Ind  

Cincinnati,  0  

Toledo,  0  

Detroit,  Mich  ._ 

Grand  Rapids,  Mich. 


1.60 
1.35 

1.18 
1.60 
1.35 

1.25 
1.55 
1.60 


1.85 
1.60 

1.43 
1.85 
1.60 

1.50 
1.80 
1.85 


1.85 
1.60 

1.43 
1.85 
1.60 

1.50 
1.80 
1.85 


2.00 
1.75 

1.58 
2.00 
1.75 

1.65 

2~.66~ 


Net  Ton 
1.15 
1.45 
1.35 
1.35 
1.35 
2.05 
1.80 
1.10 
1.45 
1.60 
2.10 


Net 


Ton 

.90 
1.25 
1.15 
1.15 
1.05 
1.90 
1.60 
1.00 
1.25 
1.40 
1.90 


Net  Ton 
.90 
1.25 
1.00 
1.00 
.95 
1.90 
1.60 
1.00 
1.25 
1.40 
1.90 


Net  Ton 
90. 
1.25 
1.15 
1.15 
1.05 
1.90 
1.60 
1.00 
1.25 
1.40 
1.90 


Net  Ton 
1.15 
1.45 
1.36 
1.35 
1.35 
2.05 
1.80 
1.10 
1.45 
1.60 
2.10 


RATES  ON  COKE  FROM  VARIOUS  DISTRICTS  IN  WEST  VIRGINIA  ON 
THE  B.  $  O.  R.  R.  AND  LATERAL  LINES  TO  THE  PRIN- 
CIPAL MARKETING  POINTS. 


FROM 

TO 

Delivery 

Belington,  Clarks- 
burg, Coal  &  Coke 
No.  10,  King 
Kingwood, 
Monongah, 
Mounds  ville, 
Opekiska, 
Short  Line 
Western  Maryland 
R.  R. 

Gauley 

Baltimore,  Md.  ... 



Local  .  . 

Rate  per  2000  lbs. 

Rate  per  2000  lbs. 

S  1.95 
1.95 
2.15 
1.75 
1.80 
1.80 
1.50 
1.66 
1.65 
1.35 
1.55 
1.70 
2.50 
1.95 
2.10 

$  2.15 
2.15 
2.35 
1.95 
2.00 
2.00 
1.70 
1.85 
1.85 
1.55 
1.75 
1.90 
2.70 
2.15 
2.30 

Philadelphia,  Pa  

Local ..... 

St.  George,  S.  I  

For  reshipment..  ..  . 

Reading,  Pa...    ..  ... 

Local     . 

Swedeland,  Pa           ...  . 

Local  

Harrisburg,  Pa. 

Local.  .  

Columbus,  0...  . 

Local.. 

Cleveland,  O  

Local.  ......  . 

Youngstown,  0.. 

Local.    ....  . 

Akron,  O.  . 

Local  ...  .  ... 

Cincinnati,  O   ... 

Local    

Chicago,  111..  

Local  ..   

Toledo,  O  

Local  ...    .  .   

Detroit,  Mich  

Local.             .  .  .. 
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OIL  TESTS  FOR  THE  YEAR  ENDING  JUNE  30TB,  1912, 

{The  Smoke  Test  shows  the  percentage  in  excess  of  pure  Cotton  Seed  Oil 
which  is  100  per  cent.) 


Name  of  Sampler  or  Manufacturer. 


Color. 


L.  BoQBeborn  Sons,  Iuc  ,  Light  Ambre...  

The  Burton  &  Landatreet  Company         Golden  Aml>er  

Standard  Oil  Company   j  Dark  Brown  Amber. 

Standard  Oil  Company  !  Dark  Brown  

Burton  &  Landstreet  Supply  Co.. 
Columbus  Iron  &  Steel  Company. 

Standard  Oil  Company   

Standard  Oil  Company  

Standard  Oil  Company  

Standard  Oil  Company  

Standard  Oil  Company   

Standard  Oil  Company   

Mucklow  Supply  Company  

Mucklow  Supply  Company  

Standard  Oil  Company  

Standard  Oil  Company  

Nuttal  Coal  Company  

Burton  &  Landstreet  Company. . . 

Standard  Oil  Company  

Burton  &  Landstreet  Company. . . 

Standard  Oil  Company  

Standard  Oil  Company  

Standard  Oul  Company  

Standard  Oil  Company  

Burton  &  Landstreet  Company  .. 

Coal  Valley  Mining  Company  

Burton  &  Landstreet  Company... 

Ethel  Coa!  Company  

Branchland  Coal  Company  

William  C.  Robinson  &  Sons  Co. . 

Standard  Oil  Company  

H.  T.  Wilson  Coal  Company  

U.  S.  Coal  &  Oil  Company  

Rex  Coal  &  Coke  Company  

Logan  Coal  Company...  

Cora  Coal  &  Coke  Company  

Guyandotte  Coal  Company  

Maryland  Coal  Conpamy  

William  C.  Robinson  &  Sons  Co... 

Burton  &  Landstreet  Company  

Great  Eastern  Oil  &  Paint  Co  

W.  C.  Robinson  &  Sons  Company. 

Standard  Oil  Company  

Standard  Oil  Company  

Burton  &  Landstreet  Company. . . 


Light  Ambre  

Very  Pale  Amber  

Dark  Golden  Amber 
Dark  Golden  Kmber. 

Dark  Amber..  

Dark  Aml>er.._  

Dark  Amber  

Dark  Amber  

Pale  Amber  

Very  Light  Amber... 

Bluish  Aml)er  

Brown  Amber  

Light  Amber  

Brown  Amber  

Pale  Amber  

Brown  Aml>er  

Very  Pale  Amber  

Pale  Amber  

Very  Pale  Amber  

Water  Color  

Dark  Amber. 
Light  Amber. 
Dark  Golden  Amber. 
Pale  Amber. 
Lifght  Amber. 


Miners  Sunshine. . 

Dark  Amber  

Light  Amber  

Light  Amber  

Dark  Amber  

Yellow  Clay  Color. 

Bluish  Amber  

Bluish  Amber  

Golden  Amber  

Very  Pale  Amber.. 

Amber  

Dark  Amber  

Light  Amber  

Bluish  Amber  

Brown  Amber  


Sediment. 


None  

None  

None  

None  

None  

None  

None  

None  

None  

None  

None  

None  

Black  specks. 

None  

None.  

None  

None  

Cloudy  

None  

None  

None   

None  

None  

None  

None  

None..  

None  

None  

None  


None. 
None. 
None. 
Noue 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
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OIL  TESTS  FOB  THE  YEAE  ENDING  JUNE  30TH,  1012. — Continued . 

{The  Smoke  Test  shows  the  percentage  in  excess  of  pure  Cotton  Seed  Oil 
which  is  100  per  cent.) 


Agitation 


None  

Small  White  Specks  __ 

None  

None  

Some  Specks  

Light  Colored  Specks . 

None  

None  

None  

None  

None  

None  

Cloudy  

None  

None  

None  

None  

None   

None  

None  

None  

None  

None  

None  

None  

None  

None    

None    

Small  White  Specks. . 


Taste  and  Smell. 


None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 
None. 


Like  Cotton  Seed  Oil. 

Like  Lard  Oil  

Machine  Oil  

Lard  Oil  

Lard  Oil  

Lard  Oil  

Like  Cotton  Seed  Oil. 

Cotton  Seed  Oil  

Lard  Oil..   

Lard  Oil  

Lard  Oil  

Lard  Oil  

Fish  Oil  

Petroleum   

Cotton  Seed  Oil  

Petroleum...  

Lard  Oil  

Petroleum  

Olive  Oil  

Olive  Oil  

Fish  Oil  

Lard  Oil  

Lard  Oil  

Lard  Oil  

Kerosene  

Lard  Oil  

Fish  Oil...  

Lard  Oil  

Cotton  Seed  Oil  


Lard  Oil  

Lard  Oil  

Petroleum  

Cotton  Seed  Oil. 
Cotton  Seed  Oil. 

Petroleum  

Lard  Oil. 
Kerosene. 
Cotton  Seed  Oil. 
Lard  Oil. 
Linseed  Oil. 
Lard  Oil. 
Lard  Oil. 
Petroleum. 


Hydro- 
meter 
Reading. 


34° 
34° 
32° 
26° 


33° 
30° 
30° 
27° 
34° 
29° 
26° 
29° 
26° 
33° 
33° 
25° 
26° 
22° 
36° 
34° 
33° 
40° 
25° 


20° 
26° 
30° 
33° 


30° 
20° 
28° 
32° 
31° 
32° 
30° 
28° 
31° 
29° 
22° 
29° 
30° 
30° 


Temper- 
ature 


78° 
73° 
84° 


Smoke 
Test. 


70% 
250% 
300% 
100% 
00.00 
175% 
150% 
150% 
100% 
10% 
200% 
50% 
300% 
200% 
125% 
125% 
150% 
25% 
125% 
200% 
25% 
25% 
25% 
100% 
125% 
125% 
50% 
200% 
150% 
150% 
25% 
100% 
100% 
100% 
100% 
100% 
100% 
100% 
150% 
200% 
50% 
50% 
50% 
50% 
50% 


Party  Making  Test. 


Charles  Connor 
Charles  Connor 
James  Martin 
James  Connor 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
Jamrs  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
James  Martin 
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COAL  PRODUCTION  BY  GEOLOGICAL  SERIES  AND  COUNTIES— 1912. 


COUNTY. 

Monongahcla 
Series  No.  15 

Concmaugh 

Scries 
(Elk  River) 
No.  14 

Alleghany- 
Kanawha 
Scries  No.  13 

Pottsville 
New  River 
Pocahontas 
Series  No.  12 

Total 
(Tons  2240) 
lbs.) 

Brooke  

544,152 
4,833,652 

374,595 
4,529,344 
40,057 
37,091 
714,818 
250,776 

136,040 

680  192 
4,833,652 

AAA  'iO'l 

DMf  oVo 
374,595 
4,529,344 
40,057 
37,091 
756,395 
382,164 
841,801 
731,300 
188,907 
655,941 
710,632 
1,114,732 
203,430 
57,641 
139,377 
506,470 
181,963 
8,812,058 
5,606,522 
329,179 
46,135 
52,358 
4,581,776 
2,783,866 
13,768,077 
3,243,033 
2,374,563 
48,130 

Ohio  

Lewis  

Upshur  

Barbour  

965 

40,612 
125,388 

Taylor  

668,172 

23,412 

39,716 
188,907 
385,966 
705,451 
1,114,732 

195,151 

74,824 

11,181 

Braxton  

203,430 
57,041 
139,377 
500,470 

Gilmer    

Mason  

Putnam   

Clay  

181,963 
2,254,929 
4,157,430 

Fayette  

341,226 
934,866 

6,215,903 
514,226 
329,179 
34,601 
62,358 
4,581,776 
2,783,866 
13,768,077 

11,534 

Logan     . 

3,243,033 
2,374,563 
48,130 

Total  

13,705,119 

1,375,293 

15,850,195 

28,291,167 

59,281,77 

3912]  Department  op  Mines.  55» 


ALPHABETICAL  INDEX  OF  THE  DIFFERENT  COAL 
COMPANIES  IN  WEST  VIRGINIA. 


NAME  OF  COMPANY  P.  0.  ADDRESS  COUNTY  STATE 

A. 


Austen  Coal  &Coke  Co  -. 

  ...Austen..  

 Preston  

W.  Va. 

Atlantic  Coal  &  Coke  Co..                  ...  . 

..   Tunnelton.  ...  ... 

 .Preston  

W.  Va. 

Arthurdale  Coal  &  Coke  Co    

.   Reedsville.   

  Preston  

W.  Va. 

Antler  Coal  &  Coke  Co    

 Uffington.  

 Monongalia.  __ 

W.  Va. 

Abrams  Creek  Coal  &  Coke  Co  

 ..Mineral  

W.  Va. 

Alpha  Coal  Mining  Company   

.    .   Plymouth    

  _  Putnam   

W.  Va. 

 High  Coal  

 Boone  

W.  Va. 

 Fayette  

W.  Va. 

American  Coal  Co.  of  Alleghany  Co  

.  Mercer  

W.  Va. 

Algoma  Coal  &  Coke  Co    

..  .  ..   Algoma  .  .  .. 

McDowell  

W.  Va. 

Arlington  Coal  &  Coke  Co  

.  -_  ..McDowell  

W.  Va. 

Ashland  Coal  &  Coke  Co  

...  _       .  ..Ashland   .. 

.   McDowell  

...W.  Va. 

Atlas-Pocahontas  Coal  Co                        .  . 

..  Antler.    . 

 McDowell  

W.  Va. 

Avon  Coal  Co.  The   

W.  Va. 

.    .  Logan  

W.  Va. 

Blue  Ridge  Coal  Co.  

B. 

.Clarksburg.   

 Harrison  

W.  Va. 

Byron  Coal  Co.            -  - 

 .Clarksburg.   

.  .  Harrison.   

W.  Va. 

Bernard  Coal  Co.     ______ 

  Clarksburg  

  .Harrison  . 

W.  Va. 

Buckhannon  River  Coal  Co. 

Adrian 

Upshur 

W.  Va. 

Borgman  Coal  Co. 

Tunnelton 

Preston  _ 

W.  Va. 

Big  Vein  Coal  Co.         -   _.   

  Shaw  

 Mineral.   

W.  Va. 

Brady  Coal  Co. 

  Mabie   ... 

..Randolph  

W.  Va. 

Buffalo  Creek  Cumberland  Coal  Co  

Bayard   . 

.    Grant         -  . 

W.  Va. 

Beech  Bottom  Coal  Co. 

Wellsburg 

Brooke 

W.  Va. 

Ben  Franklin  Coal  Co   

Moundsville.   

.  .  Marshall.. 

W.  Va. 

Black  Betsy  Coal  Mining  Co...   

Black  Betsy  

..Putnam..  .  . 

W.  Va. 

Beech  Grove  Coal  Co.  _   

Mason.   

 .    Mason  _   

W.  Va. 

Blue  Creek  Coal  &  Land  Co.  

.  .  .  .  .  ...Charleston  

 Kanawha  

W.  Va. 

 Fayette  

W.  Va. 

Braxton  Coal  Co.  _    

 Cutlip  

  .Braxton    .  . 

W.  Va. 

...    .   Nuttallburg  

 Fayette  ..  . 

W.  Va. 

 Fayette  

W.  Va. 

 Fayette  

W.  Va. 

 Elmo  

.  .  ...Fayette  

W.  Va. 

Big  Bend  Coal  Co  

 Fayette  

W.  Va. 

Blume  Coal  &  Coke  Co  

  .Fayette  

W.  Va. 

  .Fayette  

W.  Va. 

Branch  Coal  &  Coke  Co...   

  _  Fayette  

W.  Va. 

.  _  .  .Kanawha  

W.  Va. 

Bailey  Wood  Coal  Co    

.  .  .- .Raleigh  

W.  Va. 

 Raleigh  

W.  Va. 

Beckley  Coal  Delivery  Co   

...  ...Raleigh  

W.  Va. 

Booth  Bowen  Coal  &  Coke  Co..  ... 

...  .  Mercer.   

W.  Va. 

Buckeye  CoaL&  Coke  Co...   

...  -_  Mercer  

W.  Va. 

Black  Wolf  Coal  &  Coke  Co...   

  .McDowell  

W.  Va. 

Bottom  Creek  Coal  &  Coke  Co.   ... 

 McDowell.  . 

W.  Va. 

Buchanon  Coal  Co.    -  

.    ...  .    ...Yukon   ... 

..  .  ..McDowell  ... 

W.  Va. 

W.  Va. 

Black  Hawk  Colliery  Co  

 Big  Creek  

...    .  Logan  

W.  Va. 

.-    ..  Mingo  ... 

....W.Va. 

C. 

..Marian.. 

Pa. 

.    .  .    .  ..Fairmont..  

.  Marion..  

W.  Va. 

Consolidation  Coal  Co.  The  ...  .  . 

...   Fairmont  

.   Harriosn  

W.  Va. 

Consolidation  Coal  Co.  The   ..   

.  Barbour  

W.  Va. 

Consolidation  Coal  Co.  The    . 

.  .  .Fairmont  

,„  ..    . Monongalia.. . 

W.  Va. 

.  ...  .Monongalia.. 

W.  Va. 

...  ..Barbour.  

W.  Va. 

..Harrison  

W.  Va. 

.  ...  Harrison  

W.  Va. 

  .Harrison  

W.  Va. 

Cottage  Street  Coal  Co    

Grant  

W.  Va. 

 Albert  

  .Tucker.  

W.  Va. 

Copen  Creek  Coal  Co   

W.Va. 

 Fayette  

W.  Va. 

Collins  Colliery  Co  

 Favette  

...W.  Va. 
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Christian  Colliery  Co  Mahan.  Fayette  W.  Va. 

Coopers  Creek  Coal  Co  Bit;  Chimney  ..Kanawha  W.  Va. 

Clay  Coal  Co.  The  ...Barren  Creek   .Kanawha  W.  Va. 

Cannelton  Coal  Co   Cannelton..  Kanawha  W.  Va. 

Campbells  Creek  Coal  Co.  The   .Dana   Kanawha.  W.  -Va. 

Cedar  Run  Collieries  Co.   Blue  Creek   Kanawha  W.  Va. 

Coalburg  Colliery  Co     Ronda  Kanawha  W.  Va. 

Chesapeake  Mining  Co    Handley   Kanawha  W.  Va. 

Crown  Hill  Kanawha  Coal  Co    Crown  Hill  .Kanawha  W.  Va. 

Carbon  Coal  Co   Carbon   Kanawha  W.  Va. 

Cabin  Creek  Consolidated  3Coal  Co  .Kayford.    Kanawha  W.  Va. 

Coalburg-Kanawha  Coal  Co  .Coalburg  Kanawha  W.  Va. 

Coal  River  Coal  Co.,  The  Jeffrey  Boone..  W.  Va. 

Clearfork  Coal  Co  Jerrolds  Valley  ...Raleigh  W.  Va. 

Cranberry  Fuel  Co   Cranberry  ..Raleigh..  W.  Va. 

City  Coal  Company    Beckley  Raleigh  W.  Va. 

Coal  Rivef  Coal  <fe  Coke  Co   Clothier   Logan  W.  Va. 

Crown  Coal  &  (Joke  Co   Man  Logan  W.  Va. 

Coal  Valley  Mining  Co  Clothier   .Logan  W.  Va. 

Cora  Coal  &  Coke  Co   Cora  ..Logan  W.  Va. 

Crystal  Coal  <fc  Coke  Co    Crystal  Mercer  .W.  Va. 

Crozer  Coal  &  Coke  Co  Elkhorn   McDowell  W.  Va. 

Central- Pocahontas  Coal  Co    Anawalt  McDowell  W.  Va. 

Columbus-Pocahontas  Coal  Co     Ieager  McDowell  W.  Va. 

Cirrus  Coal  &  Coke  Co  Big  Four   McDowell  W.  Va. 

Chattaroy  Colliery  Co  Chattaroy  ..Mingo.  ...W.  Va. 

Crystal  Block  Coal  &  Coke  Co   .Rawl  Mingo   .W.  Va. 

D. 

Dakota  Coal  &  Coke  Co  .Fairmont.  Marion  W.  Va. 

Daniel  Coal  Do  C  Clarksburg  Harrison  W.  Va. 

Duquesne  Coal  Co  Reynoldsville  ...Harrison  W.  Va. 

Davis  Coal  &  Coke  Co  Weaver  Randolph  .W.  Va. 

Davis  Coal  &  Coke  Co   Henrv    Grant   W.  Va. 

Davis  Coal  &  Coke  Co  Elk  Garden  Mineral  W.  Va. 

Davis  Coal  &  Coke  Co  Weaver  '.Barbour..  ..W.  Va. 

Davis  Coal  &  Coke  Co  Thomas   Tucker   .W.  Va. 

Davis  Colliery  Co  Elkins  Barbour  ..W.  Va. 

Davis  Colliery  Co  Coalton  Randolph  W.  Va. 

Davis  Colliery  Co  Bower  Braxton  W.  Va. 

Denman  Coal  Co  Emoryvillc   Mineral  W.  Va. 

Dixie  Coal  Works..  Mason...  Mason   W.  Va. 

Dry  Branch  Coal  Co  Dry  Branch   Kanawha  W.  Va. 

Deitz  Colliery  Co   Wyndal   Favette  W.  Va. 

Dun  Glen  Coal  &  Coke  Co  Thurmond  Fayette  W.  Va. 

Dun  Loup  Coal  &  Coke  Co   Dun  Loup   Favette  W.  Va. 

Dry  Fork  Colliery  Co  ..Yukon  McDowell.  W.  Va. 

Dixon-Pocahontas  Fuel  Co  Dixie-Pocahontas  McDowell  W.  Va. 

Dry  Fork  Mining  &  Investment  Co    .War   McDowell  _.W.  Va. 

Davy-Pocahontas  Coal  Co    Rodeffield  ..McDowell  W.  Va. 

Draper  Coal  &  Coke  Co    Logan    Logan  W.  Va. 

E. 

Elm  Grove  Coal  Co     Elm  Grove.  ...Ohio  W.  Va. 

Elkins  Coal  &  Coke  Co  Morgantown  Monongalia  _W.  Va. 

Elkins  Coal  &  Coke  Co  Morgantown  Preston..  W.  Va. 

Emory  Run  Coal  Co.,  The.     Blaine  Mineral  W.  Va. 

Elk  Lick  Coal  Co     Richwood  Greenbrier  W.  Va. 

Bast  Grafton  Coal  Co    Thornton  Taylor  W.  Va. 

Elk  Manor  Coal  Co  Dorfee  Clay  W.  Va. 

Elliott  Splint  Coal  Co    Clay  Clay  W.  Va. 

Elk  River  Coal  &  Lumber  Co   Clay  Clay  W.  Va. 

East  Bank  Mining  Co   ..East  Bank  Kanawha  W.  Va. 

E.  E.  White  Coal  Co    Glen  White  Raleigh  ....W.  Va. 

Ephraim  Creek  Coal  &  Coke  Co    Thayer  Fayette  W.  Va. 

Export  Coal  Co    Export  Fayette  W.  Va. 

Elk  Ridge  Coal  &  Coke  Co     .North  Fork  McDowell  W  Va. 

Elkhorn  Coal  &  Coke  Co    Maybeury  McDowell  W.  Va. 

Excelsior  Pocahontas  Coal  Co  War  McDowell  W.  Va. 

Empire  Coal  &  Coke  Co   ..Langraff  McDowell  W.  Va. 

Eureka  Coal  &  Coke  Co     ...Eckman   ..McDowell  W.  Va. 

Ethel  Coal  Co    Ethel   Logan  W.  Va. 

E.  R.  Johnson  Coal  Mining  Co  Logan  Logan..  ..W.  Va. 

E.  L.  Sternberger  Coal  Co    Goodman  Mingo   W.  Va. 

East  Lynn  Coal  Co       East  Lynn  Wayne  W.  Va. 

F. 

Federal  Coal  &  Coke  Co  Grant  Town  Marion   W.  Va. 

Four  States  Coal  &  Coke  Co  Worthington   Marion  W.Va. 

Four  States  Coal  &  Coke jCo  Dorothy  Raleigh  W.  Va. 
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Fayette  Coal  Co  ...Dola  Harrison  W.  Va. 

Fairmont  &  Baltimore  Coal  &  Coke  Co..  .Adamston  Harrison  W.  Va. 

Ft.  Defiance  Coal  &  Coke  Co  Gauley  Bridge...  Fayette  W.  Va. 

Fayette  Coal  &  Coke  Co   Fayette.  Fayette  W.  Va. 

Fire  Creek  Coal  &  Coke  Company   Fire  Creek  .Fayette  W.  Va. 

Flanagan  Coal  Co    ...Roderfield  ..McDowell  W.  Va. 

Flat  Top  Mining  Co    English.  ..McDowell  _W.  Va. 

Fort  Branch  Coal  Corporation   Fort  Branch   Logan   _  W.  Va. 

Ferndale  Coal  Co.  Rolfe  Logan  W.  Va. 

G. 

Grafton  Fuel  Co  Grafton   Barbour..  W.  Va. 

Great  Scott  Coal  Co  '.  Morgantown   Monongalia  W.  Va. 

Gorman  Coal  &  Coke  Co  Austen   Preston   W.  Va. 

Grafton  Coal  &  Coke  Co  .Grafton   Taylor  W.  Va. 

Gleason  Coal  &  Coke  Co  ..Upper  Potomac  Mineral...  W.  Va. 

Glade  Run  Coal  &  Coke  Co   Schell  Mineral...  W.  Va. 

Green  W.  H   Coalton..  Randolph..  W.  Va. 

Gatzmer  Coal  &  Coke  Co   Dobbin  Tucker...  W.  Va. 

Glendale  Coaal  Co  Glendale...  Marshall..  .W.  Va. 

Gilmer  Fuel  Co     Gilmer...   Gilmer...  „W.  Va. 

Graham  W.  W      ...Graham  Mines  Kanawha  W.  Va. 

Gates  Coal  &  Coke  Co     ..Big  Chimney  Kanawha  \V.  Va. 

Great  Kanawha  Colliery  Co   Mt.  Carbon   Fayette  W.  Va. 

Glade  Coal  Company.   Cliff  Top   Fayette   W.  Va. 

Gamoca  Coal  Company   Gamoca  Fayette  W.  Va. 

Gauley  Mountain  Coal  Co   Ansted  Fayette  W.  Va. 

Gaymont  Colliery  Co  Elmo  Fayette  W.  Va. 

Glendale  Colliery  Co    Lawton   Fayette  W.  Va. 

Greenwood  Coal  Co...     Lawton  Fayette  W.  Va. 

Gulf  Coal  Co    Winding  Gulf  Raleigh.  ...W.  Va. 

Gulf  Smokeless  Coal  Co    Tarns  Raleigh  W.  Va. 

Gilliam  Coal  &  Coke  Co    Gilliam   McDowell  W.  Va. 

Greenbrier  Coal  &  Coke  Co    McDowell.   McDowell  W.  Va. 

Godfrey  Coal  Co  Crystal  McDowell  W.  Va. 

Gay  Coal  &  Coke  Co    Logan   Logan  W.  Va. 

Guyandotte  Coal  Co    Branchfield  Logan  W.  Va. 

Great  Bend  Coal  Co    Matewan  Mingo  W.  Va. 

Glen  Alum  Coal  Co    Glen  Alum.   Mingo  W.  Va. 

Guyan  River  Coal  Co    Branchfield  Lincoln  W.  Va. 

Gray  Eagle  Coal  Co    Kermit  Mingo  W.  Va. 

H. 

Harry  B.  Coal  Co  Fairmont  Marion  W.  Va. 

Harry  B.  Coal  Co    Clarksburg   Harrison  W.  Va. 

Haywood  Coal  Mining  Co...   Shinnston  Harrison  W.  Va. 

Harrison  County  Coal  Co    .Fairmont  Harrison  W.  Va. 

Hero  Coal  &  Coke  Co  Lumberport  Harrison  W.  Va. 

Hygrade  Coal  Co   McWhorter  Harrison  W.  Va. 

Hutchinson  Coal  Co    Fairmont  Harrison  W.  Va. 

Hutchinson  Coal  Company   Mason  Mason  W.  Va. 

Hartford  Coal  &  Mining  Co  Hartford  Mason  W.  Va. 

Humphries  Collieries  Co  Pittsburg,  Pa  Barbour  W.  Va. 

Hamilton  Coal  &  Coke  Co  Newburv  Preston  W.  Va. 

Hite  Coal  &  Coke  Co  Hiorra    Preston  W.  Va. 

Hiorra  Coke  Co  Hiorra    Preston  W.  Va. 

Harrison  Coal  Co  Tyrconnell  Taylor  W.  Va. 

Hamill  Coal  &  Coke  Co    Blaine  Mineral  W.  Va. 

Hitchman  Coal  &  Coke  Co  Wheeling  Marshall  W.  Va. 

Hughes  Creek  Coal  Co  Hugheston  Kanawha  W.  Va. 

Holley  &  Stephenson  Coal  &  Coke  Co  Eskdale  Kanawha  W.  Va. 

Hickory  Ash'Coal  Co   ..Peytona  Boone  \\  .  Va. 

Herbert  Collieries  Co  Herberton  Fayette  W.  Va. 

Holliday  Coal  Co  Edmond  Yayettee...  W.  Va. 

Hemlock  Hollow  Coal  &  Coke  Co  Lawton  Fayette  W.  Va. 

Harvey  Coal  &  Coke  Co  Harvey    Fayette  W.  Va. 

Hiawatha  Coal  <fe  Coke  Co  Hiawatha. .   Mercer  \\ .  Va. 

Houston  Coal  &  Coke  Co  Elkhorn  McDowell  W.  Va. 

Hall  Mining  Co    Yukon   McDowell  W.  Va. 

Harmon  Coal  Co...   War   McDowell  W.  Va. 

Hemphill  Colliery  Co   Welch   Mcdowell  W.  Va. 

Henrietta  Coal  Co....    English  McDowell  W.  Va. 

Hurricane  Branch  Coal  Co   Lex   ..McDowell  W.  Va. 

Howard  Colliery  Co     Chattaroy  Mingo   W.  Va. 

Howard  Jr.  Coal  Co     Chattaroy   ...Mingo  W.  Va. 

H.  T.  Wilson  Coal  Co   Logan   Logan  W.  Va. 

Imperial  Colliery  Co    Burnwell  Kanawha  W.  Va. 

Indian  Ridge  Coal  &  Coke  Co     Worth    McDowell  W.  Va. 

Imperial  Pocahontas  Coal  Co    Avondale  McDowell  W.  Va. 

Irona  Coal  Company   Irona   Preston  W.  Va . 
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J. 

Jamison  Coal  &  Coke  Co  Fannington.  ..Marion  W.  Va. 

Jordon  S,  H  .Corinth  Preston  W.  Va. 

J.  B.  Jenkins  Coal  &  Coke  Co    Mabie  Randolph  W.  Va. 

Johnson,  V. .  R.  Coal  Co   Crescent  Fayette...  W.  Va. 

J.  B.  B.  Coal  Co   ..Irvin  Branch  McDowell  W.  Va. 

Jed  Coal  &  Coke  Co..  Jed  ..Mcdowell]  W.  Va. 

J.  R.  Shanklin  Coal  Co    .Blockton  Mingo  W.  Va. 

J.  S.  Creighton    Elm  Grove  Ohio  W.  Va. 

Jacksoii  Coal  Mining  Co   Hartford  Mason  \\  .  Va. 

K. 

Kalarm  Coal  <fe  Coke  Co  ..Monongah   Marion..  W.  Va. 

Kroger  Gas  Coal  Co  ..McWhorter   Lewis  W.  Va. 

Kingwood  Coal  Co   Howesville  Preston   W.  Va. 

Kuntz  Bros.  &  Miller  ..Wheeling..  Marshall  W.  Va. 

Kelleys  Creek  Collieries  Co  Ward  Kanawha  W.  Va. 

Keeneys  Creek  Colliery  Co  Winona  Fayette   W.  Va. 

Keystone  Coal  &  Coke  Co  ..Keystone...  McDowell  W.  Va. 

King  Coal  Co...  Kimball..  McDowell  W.  Va. 

Kenova  Coal  Mining  Co  Blanchland  Lincoln  _W.  Va. 

Kohinoor  Coal  &  Coke  Co   .Poplar  .Logan  W.  Va. 

Katherine  Coal  Co_  ..Gilmer   Gilmer  ...W.  Va. 

L. 

Lamberts  Run  Coal  Co  Fairmont  Harrison  W.  Va. 

Lumberport  Steam  Coal  Co..  Lumberport  .Harrison  W.  Va. 

Laurel  Creek  Coal  Co   Grafton  Barbour  W.  Va. 

Luella  Coal  Co   Phillippi...  ...Barbour  W.  Va. 

La  Belle  Iron  Works  _  .Steuben villc,  0   Ohio  Ohio 

La  Belle  Iron  Works  Steubenville,  0  Ohio  Ohio 

Lewis  Findlcy  Coal  Co  Collier   Brooke...  W.  Va. 

Lewis  Coal  &  Coke  Co  .Chclyan  Kanawha  W.  Va. 

Loup  Creek  Colliery  Co  ..Page   .Fayette  W.  Va. 

Lynchburg  Collieiy  Co  Vanetta   Fayette  W.  Va. 

Lookout  Coal  &  Coke  Co  Lookout   Fayette  ._.W.  Va. 

Laurel  Creek  Coa!  Co..   Laurel  Creek.  .Fayette   W.  Va. 

Low  Moor  Iron  Co.  of  Va   Kaymoor  Fayette  W.  Va. 

Laura  Mining  Co   ..Glen  Jean   Fayette  W.  Va. 

Lynwin  Coa!  Co  ..Blue  Jay  Raleigh  W.  Va. 

Lanark  Coal  Co  ..Lanark   Raleigh  ..W.  Va. 

Louisville  Coal  Coal  &  Coke  Co  ..Goodwill   Mercer..  ..W.  Va. 

Lynchburg  Coal  &  Coke  Co  ....Kyle   McDowell  W.  Va. 

Lathrop  Coal  Co  ..Panther...  ...McDowell  W.  Va. 

Logan  Coal  Co.,  The  ...Ethel  Logan   W.  Va. 

M. 

Madeira-Hill-Clark  Coal  Co  .Willsonburg  Harrison  W.  Va. 

Marshall  Coal  Co...  _._.Mt.  Clare..  Harrison  ..W.  Va. 

Marion  Gas  Coal  Co...  .   Enterprise   Harrison  W.  Va. 

Meriden  Coal  Mining  Co..  ..Meriden   Barbour  W.  Va. 

Miller  Coal  &  Coke  Co  ...Junior   Barbour  _...W.  Va. 

Midland  Coal  &  Coke  Co  Boylen..   Barbour...  W.  Va. 

Merchants  Coal  Co.  of  Penna...   Tunnelton   Preston  W.  Va. 

McGraw  Coal  Co   Simpson.   Taylor   .W.  Va. 

Maryland  Coal  Co.  of  W.  Va    ..Simpson   Taylor  W.  Va. 

Mastellar  Coal  Co    Keyser   ..Mineral   W.  Va. 

Midland  Mining  Co    Piedmont...  .Mineral   W.  Va. 

Mifflin  Coal  Co    Clifton  Logan  W.  Va. 

McCaa  Coal  Co     Gilmer  Gilmer.  ...W.  Va. 

Marquet  Coal  Co.,  The    New  Cumberland  Hancock....-  W.  Va. 

Mound  City  Coal  Co   Wheeling  Marshall...  W.  Va. 

Marmet  Coal  Co.,  The    Marmet  Kanawha  W.  Va. 

Marmet  Coal  Co.,  The    Monarch  Kanawha  W.  Va. 

Manchester  Coal  Co    Wheeling   Ohio  W.  Va. 

Mecca  Colliery  Co    Montgomery   ...Kanawha  W.  Va. 

Mecca  Colliery  Co    Eagle  Fayette.  -W.  Va. 

M.  B.  Coal.  &  Coke  Co    Kimberlv    Favette  W.  Va. 

Mt.  Carbon  Co.,  Ltd  Powellton  Fayette  W.  Va. 

Milburn  Coal  &  Coke  Co  Mahan  Favette  W.  Va. 

Mill  Creek  Colliery  Co  Ansted  Favette  — W.  Va. 

Michigan  Coal  Co  Fayette  Fayette  W.  Va. 

Manufacturers  &  Consumers  Coal  Co    Fayette   .Fayette  W.  Va. 

Moseley  &  Walker  Cliff  Top  Fayette.   W.  Va. 

Mars  Branch  Coal  Co     ..Whitney   Fayette  W.  Va. 

Meadow  Fork  Coal  Co   ..Newlyn  Fayette  W.  Va. 

McKell  Coal  Co    Glen  Jean    Fayette  ...W.  Va. 

MacDonald  Colliery  Co   .MacDonald.   Fayette  W.  Va. 

Mt.  Hope  Coal  &  Coke  Co   Mt.  Hope  Fayette  ..W.  Va. 

Montgomery  Coal  Co     ...Montgomery  Kanawha  W.  Va.. 

Morris  Fork  Coal  Co    Heatherton  Kanawha  W.  Va. 
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NAME  OF  COMPANY 
Morri?  Creek  Colliery  Co. 

P.  0.  ADDRESS 
Montgomery  

COUNTY 
Kanawha  

STATE 
W.  Va. 

Mill  Creek  Coal  Co. 

Charleston.  .  . 

Kanawha  

W.  Va. 

Mabscott  Coal  &  Coke  Co. 

.  .  Wickham   

 Raleigh  

W.  Va. 

MacAlpin  Coal  Company 

. .  .  .MacAlpin..  

 Raleigh  

W.  Va. 

Mill  Creek  Coal  &  Coke  Co. 

 ..Coopers  

Mercer  

...W.  Va. 

McDowell  Coal  &  Coke  Co 

McDowell 

McDowell 

W.  Va. 

Mohawk  Coal  &  Coke  Co  

 Mohawk  

...McDowell  

W.  Va. 

Middle  States  Coal  &  Coke  Co   

W.  Va. 

Logan  

....W.Va. 

McGregor  Coal  &  Coke  Co   

 Rolfe   

 Logan  

W.  Va. 

Manitoba  Coal  Co.  .     

 .Ethel   

 Logan  

W.  Va. 

Manbar  Coal  Co.  .     

W.  Va" 

Marvin  Coal  Co. 

Matewan 

Mingo  

.z.W.  Va 

Margaret  Mining  Col. 

War  Eagle  . 

.  .Mingo  

W.  Va. 

Magnolia  Coal  Co. 

Matewan 

 Mingo  

W.  Va. 

Mary  Helen  Coal  Co. 

Hatfield 

 Mingo.  

W.  Va. 

New  Central  Coal  Co. 

XT 

JN . 

.  .    .Fairmont  . 

 Marion  

W.  Va. 

National  Coal  Co.   

.Dola  

 Harrison  

Va. 

Newcomer  Coal  Co.. 

 Teter..  

. .  Upshur  

W.  Va. 

New  Clear  Grove  Coal  &  Brick  Co    

 Cedar  Grove   

Kanawha. 

W.Va. 

Nicholas  Coal  &  Coke  Co   

 Scotford  

Clav  and  Nicholas  YY.  Va. 

Nuttall  burg  Collieries  Co  __   

 Fayette  

W.  Va. 

New  River  &  Pocahontas  Consolidated  Coal  Co 

  Berwind    

.  ..Fayette  

W.  Va. 

New  River  &  Pocahontas  Consolidated  Coal  Co. 

 McDowell  

W.  Va. 

 Fayette  

W.  Va. 

New  River  Collieries  Co.,  The  

 Sun  

 Fayette  

W.  Va. 

Newlyn  Coal  Co     

 Newlyn   .   

 Fayette  

W.  Va 

 Fayette  

W.  Va. 

 Mingo.  .  .. 

W.  Va. 

Orr  Coal  Mining  Co.                ..    ...     .  _. 

0. 

 Wilsonburg..  

.  ..Harrison   

W.  Va. 

 Harrison  .  . 

W.  Va. 

Otto  Marmet  Coal  Co.,  The  

.   Raymond  City  

 Putman  

W.  Va. 

Oak  Forest  Coal  Co   

 Winfield  

..  .Putnam  

W.  Va. 

Olcott  Coal  &  Iron  Co  

 Olcott   

 Kanawha  

W.  Va. 

Oregon  Coal  Co           . .    . .        .    . 

 Hemphill.  

...McDowell  ... 

.  ..W.  Va. 

Parker  Run  Coal  &  Coke  Co    Grant  Town   Marion  W.  Va. 

Phillips  Coal  Co      Fairmont  Marion  W.  Va. 

Pittsburg  Steam  Coal  Co     Fairmont  Marion  W.  Va. 

Pittsburg  Steam  Coal  Co  Opekiska  Monongalia  W.  Va. 

Pardee  &  Curtin  Lumber  Co   Curtin  Nicholas  W.  Va. 

Preston  County  Coke  Co  Cascade.   Prestou  W.  Va. 

Pittsvein  Coal  Co    Flemington   Taylor   W.  Va. 

Pare  Run  Coal  Co     Moundsville  Marshall  W.  Va. 

Peytona  Block  Coal  Company    Peytona   Boone  W.  Va. 

Peter  Storch  &  Son    Wheeling..  Ohio  W.  Va. 

Plymouth  Coal  &  Mining  Co   Plymouth  Putnam   W .  Va. 

Pen  Mar  Mining  Co     .Big  Chimney   .Kanawha  W.  Va. 

Peerless  Coal  Co    Lewiston    Kanawha  W.  Va. 

Pioneer  &  Peerless  Coal  Co  Miami    Kanawha  W.  Va. 

Paint  Creek  Collieries  Co    Mucklow    Kanawha  W.  Va. 

Prudence  Coal  Co  Prudence..   Fayette  W.  Va. 

Price  Hill  Fuel  Co  Price  Hill   Fayette  &  Raleigh  W.  Va. 

Piney  Mining  Co    Stanaford  Raleigh  W.  Va. 

Pemberton  Coal  &  Coke  Co   Affinity.   Raleigh  W.  Va 

Pocahontas  Consolidated  Coll.  Co    Pocahontas,  Va  McDowell  &  Mercer  W.Va 

Pocahontas  Consolidated  Coll.  Co   ..Jenkins   McDowell  W.  Va. 

Powhatan  Coal  &  Coke  Co   .Powhatan    McDowell  W.  Va. 

Pocahontas  Domestic  Coal  Co      War    McDowell  W.  Va. 

Premier  Pcoahontas  Colliery  Co...  Premier   McDowell  W.  Va. 

Pando  Coal  Co.,  The    Pando   McDowell  W.  Va. 

Pocahontas  Smokeless  Coal  Co     Welch.  ..McDowell  W.  Va. 

Peerless  Coal  &  Coke  Co  .   .Vivian   McDowell  V\.  Va. 

Page  Coal  &  Coke  Co   ....Pageton  McDowell  W.  Va. 

Pulaski  iron  Co  *..   Eckmau   .McDowell..  W.  Va. 

Pawama  Coal  &  Coke  Co  Matoaka   .Mercer  W.  Va. 

Price  Coal  Co...   Ethel   ...Logan   V, .  Va. 

Poole  W.  T.,  Coal  Co   Williamson  ..Mingo  ft.  Va.. 

Q- 

Queen  Shoals  Coal  Co    .Queen  Shoals  Clav  W.  Va. 

Quincy  Coal  Co  Quincy.   Kanawha  Y\ .  Va. 

Quinnimont  Coal  Co  Quinnamont  Fayette  W,  Va. 
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NAME  OF  COMPANY  P.  0.  ADDRESS  COUNTY  STATE 

EL 

Rightor  Coal  &  Coke  Company.  Lost  Creek  Harrison. . .        W.  Va. 

Rosebud  Fuel  Co  Rosebud   Harrison  W  Va 

Hod  Rock  Fuel  Co  Red  Rock  Upshur. ..         W.  Va 

Roscmont  Coal  Co   Tyrconnell  Mines.  Taylor.   W.  Va. 

Rich  Mountain  Coal  Co  ..Alexander  Randolph   W.  Va. 

Rex  Carbon  Coal  Co    ..Glendale  ...Brooke   W.  Va. 

Richland  Coal  Co  ..Wheeling  Ohio..  VV.  Va. 

Republic  Coal  Co   .Republic  Kanawha  W.  Va. 

Raven  Collieries  Co   Greendale   Nicholas  .  W.  Va. 

Rothwcll  Coal  Co  Dubree  Fayette. . .         W.  Va 

Ridgeview  Coal  Co   Thayer   Fayette. . .  W.  Va. 

Raleigh  Coal  &  Coke  Co  Raleigh  Raleigh ...  W.  Va. 

Roanoke  Cola  &  Coke  Co  Worth   McDowell  W.  Va. 

Reynolds  Mining  Co..  Lex  McDowell   W.  Va. 

Red  Jacket  Consolidated  Coal  &  Coke  Co  Red  Jacket  Mingo..  W.  Va. 

Red  Jacket  Junior  Coal  Co   .Red  Jacket  Mingo  W.  Va. 

Rex  Coal  &  Coke  Company  Ethel  Logan  ...w!  Va. 

S. 

Short  Line  Coal  Co  Dola  Harrison ...        W.  Va. 

Swiger  C'Jal  Co   Rosebud  Harrison   W .  Va. 

Saxman  Coal  &  Coke  Co   Saxman  Nicholas   W.  Va. 

Sterling  Coal  Co  Cecil  Taylor  W.  Va. 

Sleepy  Mountain  Anthracite  Coal  Co   Hancock  Morgan   W.  Va. 

Standard-Kanawha  Coal  Mining  Company  Quick  .Kanawha  W.  Va. 

Southwestern  Splint  Fuel  Co   .Crown  Hill  Kanawha   W.  Va. 

Southren  Collieries  Co  Eskdale  .Kanawha....       W.  Va. 

Standard  Splint  &  Gas  Coal  Co  Standard..  Kanawha  W.  Va. 

Sunday  Creek  Co   Cedar  Grove   Kanawha  W.  Va. 

Sunday  Creek  Co  Longacre..  Fayette  W.  Va. 

Seng  Creek  Coal  Co  Charleston   Boone   W.  Va. 

Spruce  River  Coal  Co    .Ramage...  Boone..  W.  Va. 

St  Clair  Colliery  Co  Fayette   Fayette  W.  Va. 

Signal  Knob  Coal  Co.  Ansted  Fayette. . .         W.  Va. 

Sunbeury  Coal  &  Coke  Co  Elmo    Fayette  W.  Va. 

Sewell  Colliery  Co  __Caperton  Fayette  W.  Va. 

Stone  Cliff  Coal  &  Coke  Co  ...Stone  Cliff  Fayette...         W.  Va. 

Scotia  Coal  <fe  Coke  Co  Rush  Run  Fayette  W.  Va. 

South  Side  Co  ..Caperton...  Fayette  W.  Va. 

Star  Coal  &  Coke  Co  Red  Star...  Fayette  _.W.  Va. 

Stuart  Colliery  Co    Parral  Fayette  __W.  Va. 

Sugar  Creek  Coal  &  Coke  Co  MacDonald  Fayette  W.  Va. 

Solvay  Collieries  Co    Kingston  Fayette  W.  Va. 

Superior-Pocahontas  Coal  Co  ..Hallsville  McDowell  W.  Va. 

Solvay  Collieries  Co  Marytown.  McDowell  W,  Va. 

Shawnee  Coal  &  Coke  Co   Eckman..  McDowell  W.  Va. 

Standard-Pocahontas  Coal  Co   Welch   McDowell  W.  Va. 

Sullivan  Coal  &  Coke  Co...  Pemberton  Raleigh  W.  Va. 

Stonewall  Coal  &  CokCo.  e  Terry   Raleigh   W.  Va. 

Slab  Fork  Coal  Co   Slab  Fork  Raleigh  W.  Va. 

Soak  Creek  Coal  Co   ....Raleigh  Raleigh  W.  Va. 

Smokeless  Coal  &  Coke  Co   Hiawatha  Mercer.  ...W.  Va. 

Spring  Coal  Mining  Co    ..Springton    Meicer  W.  Va. 

Stone  Branch  Coal  Co   .Stone  Branch.   Logan   W.  Va. 

Shamrock  Coal  Co   ..Logan   .Logan  W.  Va. 

Sycamore  Coal  Co     Cinderella    Mingo.  ..W.  Va. 

Superior-Thacker  Coal  Co    Williamson  ..Mingo   W.  Va. 

Spruce  Bend  Coal  Co      Sharpless  Logan   W.  Va. 

T. 

Tygarts  River  Coal  Co  Arden    Barbour  W.  Va 

T.  B.  Davis     Piedmont  Taylor  W.  Va. 

Thurmond  Coal  Co.,  The  Concho  Fayette  W.  Va. 

Turkey  Knob  Coal  Co   MacDonald  Fayette  W.  Va. 

Thomas  Coal  Co    McComas    Mercer  _W.  Va. 

T.  D.  Lee  Coal  Co    Bramwell  Mercer   W.  Va. 

Tidewater  Coal  &  Coke  Co    Vivian  McDowell  W.  Va. 

Turkey  Gap  Coal  &  Coke  Co  Ennis  McDowell  W.  Va. 

Thacker  Coal  &  Coke  Co    Thacker  Mines  Mingo  W.  Va. 


Upland  Coal  &  Coke  Co     Elkhorn   ...McDowell  W.  Va. 

United  States  Coal  &  Coke  Co  Gary  McDowell  W.  Va. 

United  States  Coal  &  Oil  Co    Holden  Logan  ...W.  Va 

V. 

Virginia  &  Pittsburg  Coal  &  Coke  Co  Grant  Town  Marion  W.  Va. 

Virginia-Maryland  Coal  Corporation  Shinnston  Harrison  W.  Va. 

Vincent  Coal  Co   Clarksburg  Harrison  W.  Va. 
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NAME  OF  COMPANY 
V  &  0  Red  Ash  Coal  Co 

P.  0.  ADDRESS 
Clay 

COUNTY 
Clay 

STATE 
W.  Va 

Kanawha 

W  Va. 

Virginia~Pocahontas  Coal  Co 

Coal  wood 

McDowell 

\V  Va 

Virginia  Fuel  Co 

Big  Four 

McDowell 

W  Va 

Vaughan  Coal  &  Coke  Co 

Picderficld 

McDowell 

W  Va 

Winona  Coal  &  Coke  Co 

\\  . 

Grafton 

Taylor 

W  Va 

Western  Maryland  Coal  Co 

Grafton 

Mineral 

W  Va 

West  Virginia  Pulp  &  Paper  Co 

Randolph 

W  Va 

Wheeling  Steel  &  Iron  Co 

W  heeling 

Marshall 

W  Va 

Whittaker-Glessner  Co. 

Wheeling 

Ohio 

W.  Va. 

Winifrede  Coal  Co 

Winifrede 

Kanawna 

W  Va 

Wyatt  Coal  Co 

Sharon 

Kanawha 

W  Va 

Wake  Forest  Mining  Co 

\\  akc  Forest 

Kanawha 

W  Va 

West  Virginia  Colliery  Co 

Wevaco 

Kanawha 

W  Va 

W  illiams  Coal  Co 

Sanderson 

Karonawha 

W  Va 

Fayette 

W.  Va. 

White  Oak  Fuel  Co 

Scarbro 

Fayette 

W  Va . 

Webb  Coal  Mining  Company 

High  Coal 

Boone 

W  Va 

Wright  Coal  &  Coke  Co 

Wright 

Raleigh 

W  Va 

Wood  Peck  Coal  Company                     .  . 

  Sullivan   

...Raleigh  

W.  Va. 

Winding  Gulf  Collierv  Co   

...Raleigh  

W .  Va. 

...Mercer...  .  .. 

Wr.  Va. 

Wenonah  Coal  &  Coke  Co  The 

Dott 

Mercer 

W  Va 

War  Creek  Coal  Co  

 War  

...McDowell  

W.  Va. 

...McDowell.  ... 

W.  Va. 

Welch  Coal  &  Coke  Co  

 Welch  

.  .McDowell  

W.  Va. 

Williamson  Coal  &  Coke  Co  

..  .Mingo  

W.  Va. 

White  Star  Minimi  Co  

...Mingo..   

W.  Va. 

War  Eagle  Coal  Co   

...  Mingo  . 

W.  Va. 

Y. 

 McDowell..  -. 

W.  Va. 

Yuma  Coal  &  Coke  Company   

-.Logan   -. 

__W.  Va. 

z. 

Zenith  Coal  &  Coke  Co  Grumpier..   McDowell  W.  Va. 
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QUANTITY  AND  VALUE  OF  COAL  PRODUCED  IN  THE  UNITED 
STATES,  1911,  IN  SHORT  TONS,  AND  PERCENTAGE  OF  INCREASE 
OR  DECREASE  OVER  1910,  AS  SHOWN  BY  THE  UNITED  STATES 
GEOLOGICAL  SURVEY  REPORT  FOR  YEAR  1911. 


Mil 

Increase 

(+)orde- 

Percentage  of  increase 

crease  ( 

-) 

1911. 

or 

devreasel. 

911. 

STATE. 

Quality. 

Value. 

Quantity. 

Value 

Quantity. 

Value. 

Alabama.  

15,021,421 

$  19,079,949 

1,090,041 

— 1 

I  1,156,904 

6.77 

5.72 

Arkanass..  

2,106,789 

3,396,849 

+ 

200,831 

+ 

417,636 

+ 

10.54 

+ 

14.02 

California  and  Alaska  

11,647 

23,297 

517 

10,039 

4.25 

30.11 

Colorado  

10,157,383 

14,747,764 

1,816,353 

2,279,170 

15.17 

13.39 

Georgia  and  North  Caroliua. 

165.330 

246,448 

11,915 

12,674 

6.72 

4.89 

Idaho  and  Nevada  

1,821 

4,872 

2,627 

12,554 

59.60 

72.04 

Illinois.   

53.679,118 

59,519,478 

+ 

7"V72 

7,113,581 

+ 

16.95 

+ 

13.57 

Indiana  

14,201,355 

15,326,808 

4,188,460 

5,486,851 

22.78 

26.36 

Iowa  

7,331,648 

12,663,507 

596,472 

1,240,406 

7.52 

8.92 

Kanass  

6,254,228 

9,645,572 

+ 

1,332,777 

+ 

1,730,863 

+ 

27.08 

+ 

21.87 

Kentucky  

13,706,839 

13,627,217 

916,480 

788,670 

6.27 

5.47 

Maryland   

4.6S5.795 

5,197,066 

531,330 

637,992 

10.18 

10.93 

1,476,074 

2,791,461 

58,893 

139,310 

3.84 

4.75 

3,760,607 

6,431,066 

+ 

778,174 

+ 

1,102,781 

+ 

26.09 

+ 

20.70 

2,976,358 

5,342,168 

+ 

55,388 

+ 

12,846 

+ 

1.90 

+ 

0.24 

3,148,158 

4,525,925 

360,163 

351,226 

10.27 

7.20 

502,628 

720,489 

+ 

103,587 

+ 

125,350 

+ 

25.96 

+ 

21.06 

Ohio     

30,759,986 

31,810,123 

3,449, 6S2 

4,122,165 

10.08 

11.47 

Oklahoma   

3,074,242 

6,291,494 

+ 

428,016 

+ 

423,547 

+ 

16.17 

+ 

7.22 

Oregon...    _ 

46,661 

108,033 

20,872 

127,196 

30.91 

54.07 

Pennsylvania,  bituminous  

144,754,163 

146,347,N5S 

5,767,363 

6, 6S  1,652 

3.83 

4.37 

Tennessee   

6,433,156 

7,209,734 

715,616 

9.66 

9.03 

Texas  

1,974,593 

3,273,288 

+ 

82,417 

+ 

112,323 

+ 

4.36 

+ 

3.56 

Utah  

2,513,175 

4,248,666 

4,634 

+ 

24,110 

0.18 

+ 

0.57 

Virginia     ... 

6,864,667 

6,254,804 

+ 

356,670 

+ 

377.318 

+ 

5.48 

+ 

6.42 

Washington   .  

3,572,815 

8,174,170 

339,084 

1,590,295 

8.67 

16.2 

59,831,580 

53,670,515 

1,839,439 

2,994,546 

298 

5.28 

Wyoming  •    ... 

6,744,864 

10,508,863 

788,224 

1,197,324 

10.46 

10.23 

Total  bituminous  

405,757,101 

451,177.484 

11,354,041 

18,104,235 

2.72 

3.86 

Pennsylvania,  anthracite  

90,464,067 

175,189,392 

+ 

5,978,831 

+ 

14,914,090 

+ 

7.08 

+ 

9.31 

Grand  total    

496,221,168 

626,366,876 

_ 

5,375,210 

3.190.145 

1.07 

0.51 
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77/  E  FOLLOWING  IS  A  STATEMENT  SHOW  ISC  THE  RANK  OF  THE 
COAL  PRODUCING  STATES.  AS  REPORTED  BY  THE  (!.  S.  GEO- 
LOGICAL SURVEY,  FOR  THE  YEAR  OF  1910,  WITH  QUANTITY 
AND  VALUE  OF  PRODUCTION  AND  PERCENTAGE  OF  EACH. 

imo. 


Production. 


State  or  Territory 


Pennsylvania: 

Anthracite  

Bituminous  

West  Virginia  

Illinois  

Ohio   

Indiana  

Alabama   

Kentucky  

Colorado  

Iowa  

Wyoming  

Tennessee  

Virginia  

Maryland  

Kansas    

Washington  

New  Mexico  

Missouri...  

Montana  

Oklahoma.   

Utah  

Arkansas  

Texas."  

Michigan  

North  Dakota  

Georgia  

Oregon  

California  and  Alaska 
Idaho  

Total  


Quality 
(short  tons) 


486,236 
521,526 
671.019 
900,246 
,20<>,66S 
389,815 
111,462 
623,319 
973,736 
928,120 
,533,088 
121,380 
507,997 
217,125 
,921,451 
911.899 
508,321 
982,433 
920,970 
646,226 
517,809 
,905,958 
892,176 
,534,967 
399,041 
177,245 
67,533 
12,164 
4,448 


501,596,378 


Percentage 

of  total 
production. 


16.8 
30,0 
12.3 
9.1 
6.8 
3.7 
3.2 
2.9 
2,4 
1.6 
1.5 
1.4 
1.3 
1.0 
1.0 
.8 
.7 
.6 
.6 
.5 
.5 
.4 
.4 
.3 
.1 


100.0 


Value. 


State  or  Territory 


Pennsylvania: 

Anthracite.. 

Bituminous. 
West  Virginia.  . 

Illinois  

Ohio   

Indiana  

Alabama  

Colorado  

Kentucky  

Iowa  

Wyoming  

Washington  

Tenneassee  

Kansas  

Virginia  

Oklahoma  

Maryland  

Montana  

Missouri  

New  Mexico... 
Utah. 
Texas. 
Arkansas. 
Michigan. 

North  Dakota  

Georgia  

Oregon  

California  and  Alaska. 
Idaho  


Value 


$  160,275,320 

25.5 

153,029,510 

24.3 

56,665,061 

9.0 

52,405,897 

8.3 

35,932,288 

5.7 

20,813,659 

3.3 

20,236,853 

3.2 

17,026,934 

2.7 

14,405,887 

2.3 

13,903,913 

2.2 

11,706,187 

1.9 

9,764,465 

1.5 

7,925,350 

1.3 

7,914,709 

1.3 

5,877,486 

.9 

5,867,947 

.9 

5,835,058 

.9 

5,329,322 

.8 

5,328,285 

.8 

4,877,151 

.8 

4,224,556 

.7 

3,160,965 

.5 

2,979,213 

.5 

2,930.771 

.5 

595,139 

259,122 

235,239 

33,336 

17.426 

S  629,557,021 

100.0 

Percentage 
of  total 
value. 
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THE  FOLLOWING  IS  A  STATEMENT  SHOWING  THE  RANK  OF  THE 
COAL  PRODUCING  STATES,  AS  REPORTED  BY  THE  U.  S.  GEO- 
LOGICAL SURVEY,  FOR  THE  YEAR  1911,  WITH  QUANTITY  AND 
VALUE  OF  PRODUCTION  AND  PERCENTAGE  OF  EACH. 

1911 


Production. 


State  or  Territory 


Pennsylvania: 

Anrthacite  

Bituminous  

West  Virginia  

Illinois  

Ohio   

Alabama  

Indiana  

Kentucky   

Colorado  

Idowa   

Virginia  

Wyoming   

Tennessee  

Kansas   

Maryland   

Missouri  

Washington   

New  Mexico  

Oklahoma  

Montana  

Utah  

Arkansas  

Texas   

Michigan  

North  Dakota  

Georgia  and  North 

Carolina  

Oregon  

California  and  Alaska 
Idaho  and  Nevada.. . 

Total  


Quantity 
(short  tons) 


90,464 
144,754 

511,831 
5.3,679 
30,759 
15,021 
14,201 
13,706 
10,156 
7,331 
6.864, 
6,744 
6,433 
6,254 
4,685 
3,760, 
3,572 
3  148 
3,074, 
2,976 
2,513 
2,106, 
1,974 
1,476 
502 

165 
46 
11, 
1 


496,221,168 


Percentage 
of  total 
production. 


18.2 
29.2 
12.1 
10.8 
6.2 
3.0 
2.9 
2.8 
2.0 
1.5 
1.4 
1.4 
1.3 
1.3 
.9 
.7 
.7 
.6 
.6 


100.0 


Value. 


State  of  Territory 


Pennsylvania 

Anthracite  

Bituminous  

Illinois  

West  Virginia  

Ohio.....  

Alabama  

Indiana.   

Colorado  

Kentucky  

Iowa  

Wyoming   

Kansas  

Washington  

Tennessee  

Missouri  

Oklahoma  

Virginia  

Montana  

Maryland . .  

New  Mexico  

Utah.   

Arkansaas  

Texas  

Michigan  

North  Dakota  

Georgia  and  North 

Carolina  

Oreeon  

California  and  Alaska 
Tdaho  and  Nevada... 

Total  


Value 


175,189,392 

28.0 

146,347,858 

23.4 

59,519,478 

9.5 

53,670,515 

8.6 

31,810,123 

5.1 

19,079,949 

3.0 

15,326,808 

2.4 

14,747,764 

2.4 

13,617,217 

2.2 

12,663,507 

2.0 

10,508,863 

1.7 

9,645,572 

1.5 

8,174,170 

1.3 

7,209,734 

1.2 

6,431,066 

1.0 

6.291,494 

1.0 

6,254,804 

1.0 

5,342,168 

.9 

5,197,066 

.8 

4,525,925 

.7 

4,248,666 

.7 

3,396,849 

.5 

3,273,288 

.5 

2.791,461 

.4 

720,489 

.1 

246,448 

108.033 

23,297 

4,872 

626,366,876 

100.0 

66 


Annual  Report  of 


[W.  Va. 


THE  FOLLOWING  TABLE,  COMPILED  BY  THE  U.  S.  GEOLOGICAL 
SURVEY  SHOWS  THE  TOTAL  QUANTITY  AND  VALUE  OF  PETRO- 
LEUM PRODUCED  IN  THE  UNITED  STATES,  AND  THE  AVERAGE 
PRICE  PER  BARREL  BY  STATES,  IN  BARRELS,  FOR  THE  YEARS 
1910  AND  1911. 


1910 

1911 

State. 

Average 

Average 

Quantity. 

Valun. 

price  per 

Quantity. 

Value. 

price  per 

barrel. 

barrel. 

California  

73,010,560 

$  35,749,473 

S0.490 

81,134,391 

$  38,719,080 

0.477 

239,794 

243,402 

1.015 

220,920 

228,104 

1.005 

33,143,362 

19.009.3S3 

.593 

31,317,038 

19,734,339 

.630 

2,159,725 

1,568.475 

.726 

1.095.289 

1.228,835 

.740 

1,128,668 

444.703 

.394 

•  1,278,819 

608,756 

.467 

408,774 

324,6*4 

.693 

472.014 

328,614 

,696 

Louisiana   

0,841,395 

3,574.00!) 

.522 

10,720,420 

5,008,814 

.529 

Missouri  

J  3,615 

4.794 

1.326 

7,995 

7,995 

1.000 

New  York  _ ...  

1,053,838 

1,414,008 

1.342 

952,515 

l,24S,9oO 

1.311 

Ohio   

9,916,370 

10,651,568 

1.074 

8,817,112 

9,479,542 

1.075 

Oklahoma.  

o2.02S.71S 

19,922,000 

.383 

56,009,037 

20,451,707 

.472 

Pennsylvania    

8,794,002 

11,908,914 

1.354 

8,248,158 

10,894,074 

1.321 

Texas....  

8,899,260 

0,005,755 

.742 

9,526,474 

0,554,552 

.688 

Utah  

Wyoming  

j  115.430 

93,536 

.810 

186,695 

124,037 

.664 

West  Virginia.  

11,753,071 

15,723,544 

1.338 

9,795,464 

12,767,293 

1.303 

Total  

209.557.24S 

127,899,088 

.610 

220,449,391 

134.044,752 

.608 

Total  Production  of  Petroleum  and  Percentage  of  Increase  or  Decrease,  by 
States,  in  1911,  as  Compared  with  1910,  in  Barrels. 


State. 


California  .. 

Colorado  

Illinois  

Indiana  

Kansas  

Kentucky..  . 

Louisiana  

Michigan  

Missouri  

New  York  

Ohio  

Oklahoma.... 
Pennsylvania  - 

Texas  

Utah  

Wyoming  

West  Virginia. 

Total.. 


Production 


1910 


73,010 
239 
33,143 
2,159. 
1,123, 
465!, 
6,841, 


1  ,053, 
9,916, 

.52,028 
8,794, 

8,899, 

115, 
11,753, 


1911 


81,134,391 
226,926 
31,317,038 
1,695,289 
1,278,819 
472,458 
10,720.420 

7,995 

952,515 
8,817,112 
50,069,637 
8,248,158 
9,526,474 

186.695 

9,795,464 


209,557,248     220,449,391  10,892.143 


Increase. 


8,123,831 


150,151 
3,684 
3,879,025 

4,380 


4,040,919 


627,20^ 
71,265 


Drecease. 


12,868 
1,820,324 
464,436 


101,323 
1,099,258 


540,504 


1,957,607 


Percentage 


Increase.  Decrease. 


11.13 


13.30 
00.78 
56.70 

121.2- 


7.05 
61.74 


5.20 
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THE  FOLLOWING  INFORMATION  WITH  EEFEEENCE  TO  THE  PRO- 
DUCTION OF  PETROLEUM  IN  WEST  VIRGINIA  WAS  TAKEN 
FROM  THE  1911  REPORT  OF  THE  U.  S.  GEOLOGICAL  SURVEY. 


Total  Production  of  Petroleum  in  West  Virginia,  1907-1911,  by  Months,  in 

Barrels. 


Month. 

1907 

1908 

1909 

1910 

1911 

January     

687,251 

697,040 

735,379 

1,026,438 

814,743 

February     

695,616 

700,103 

722,045 

935,252 

800,712 

March        

771,814 

770,689 

851,002 

1,050,163 

881,172 

April     

770,274 

779,089 

833,432 

962,657 

810,661 

May   ..  

821,554 

823,144 

829,833 

1,001,746 

882,093 

June         ... 

747,071 

870,289 

870,909 

1, CI  8,694 

832,920 

July    

812,437 

864,877 

904,745 

9S4.813 

787,171 

August      

785,620 

815,242 

923,438 

1,020,317 

838,922 

September       .. 

374,077 

803,139 

9o0,188 

976,220 

773,024 

October  .   

765,671 

795,539 

997,295 

935,166 

795,687 

November   

696,694 

739,665 

1,016,738 

906,621 

757,029 

December,      

807,217 

864,420 

1,110,088 

935.0S4 

821,330 

Total   

9,095,296 

9,523,176 

10,745,092 

11,753,071 

9,795,464 
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WELL  BECORD. 
(Taken  from  U.  S.  Geological  Survey.) 


Number  of  Wells  Completed  in  West  Virginia  in  1911,  by  Districts  and  Months. 


District 

Jan. 

Feb. 

Mar. 

Apr. 

May 

June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Total 

Total 

1911 

1910 

Brooke  County  

1 

2 

3 

26 

Burning  Springs  

1 

2 

1 

1 

4 

6 

2 

4 

4 

5 

31 

30 

Cabell  County  

! 

1 

2 

1 

5 

17 

Calhoun  County  

1 

7 

2 

2 

2 

1 

4 

3 

4 

5 

2 

33 

24 

1 

1 

1 

2 

3 

8 

7 

Lincoln  County  

i\ 

1 

7 

3 

2 

5 

5 

10 

7 

10 

1 

10 

68 

148 

Mannington..   

32 

24 

31 

15 

14 

31 

17 

22 

21 

18 

20 

280 

500 

Pleasants  County  -  - . 

4 

4 

11 

5 

8 

9 

6 

6 

11 

7 

6 

13 

90 

141 

Ritchie  

11 

13 

13 

12 

15 

13 

16 

20 

11 

14 

16 

16 

170 

159 

Roane  County.  

23 

24 

19 

13 

13 

21 

16 

13 

17 

6 

10 

194 

269 

Sisteisville  

1 

3 

1 

1 

1 

1 

3 

1 

1 

1 

18 

10 

Wetzel  and  Tyler 

Counties. 

10 

to 

8 

11 

9 

8 

15 

17 

9 

6 

9 

117 

162 

Wood  County  

4 

6 

9 

4 

6 

6 

3 

7 

7 

6 

11 

80 

75 

Miscellaneous  

3 

9 

6 

14 

14 

7 

13 

4 

7 

3 

4 

10 

94 

48 

Total   

102  108 

106 

100 

96 

81 

105 

107 

101 

98 

80 

107 

1,191 

1,616 
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DEPARTMENT  OF  THE  INTERIOR,  U.  8.  BUREAU  OF  MINES. 
Report  of  Permissible  Explosives  Tested  Prior  to  January  1,  1912. 


Brand. 


Class 
Designation 

Class  4.... 
Class  1-a. . 
Class  4.... 

Do  

Class  1-a.. 

Do  

Class  4.... 

Do  

Do  

Class  1-a . 

Do  

Do  

Do  

Class  4  

Do  

Do  

Do  

Do  

Do  

Do  

Do  

Do  

Do  

Class  1-a. 

Do  

Do  

Class  4.... 

Do  

Do  

Do  

Class  1-a.. 

Class  4  

Class  1-a.. 

Do  

Do  

(Mass  4  

Class  1-a . . 

Do  

Class  4.... 

Do  

Class  1-a.. 
Class  2.... 

Do  

Do  

Class  1-a.. 
Class  2.... 

Do  

Do  

Class  1-a. 

Do  

Do  

Class  1-b. . 
Class  2.... 
Class  4... 

Do  

Class  1-a.. 

Do  

Do  

Do  

Do  

Class  4.... 

Do  

Class  1-a.. 

Do  

Do  

Do  

Class  3— . 

Do  

Do  

Class  4.... 

Do  

Do  

Do  

Do  

Do  

Class  l-a_. 


Manufacturer. 


Aetna  Coal  Powder  A   

Aetna  Coal  Powder  AA  

Aetna  Coal  Powder  B  

Aetna  Coal  Powder  C   

Bental  Coal  Powder  No.  1-A  

Bental  Coal  Powder  No.  2  

Bituminite  No.  1   

Bituminitc  No.  3  

Bituminite  No.  4   

Bituminite  No.  7   

Cameron  Mine  Powder  No.  1-A  

Cameron  Mine  Powder  No.  2-A  

Cameron  Mine  Powder  No.  2-A  L.  E 

Cameron  Mine  Powder  No.  3-A  

Carbonite  No.  1    

Carbonitc  No.  2..  

Carbonite  No.  3  

Carbonite  No.  4  

Carbonite  No.  5..   

Carbonite  No.  6  

Coalite  No.  1.  

Coalite  No.  2-D..  

Coalite  No.  2-D.  L.  

Coalite  No.  3-X  

Coalite  No.  3-X.  A  

Coalite  No.  3-X.  B  

Coal  Special  No.  1  

Coal  Special  No.  2  

Coal  Special  No.  2-W   

Coal  Special  No.  3-C  

Collier  No.  it.  

Collier  Powder  No.  2  

Collier  Powder  No.  5  

Collier  Powder  No.  5-L.  F  

Collier  Powder  Ko.  5  special  

Collier  Powder  No.  6  L.  F  

Collier  Powder  No.  X  

Detonitc  Special  

Fuel-ite  No.  1   

Fuel-ite  No.  2  

Fuei-ite  No.  3  

Giant  A  low-flame  dynamite  

Giant  B  low-flame  dynamite  

Giant  C  low-flame  dynamite  

Giant  Coal  Mine  Powder  No.  5  

Giant  Coal  Mine  Powder  No.  6  

Giant  Coal  Mine  Powder  No.  7  

Giant  Coal  Mine  Powder  No.  8.... 

Guardian  No.  2   

Guardian  No.  3  

Hecla  No.  2   

Kanite  A    

Meteor  AXXO   

Mine-ite  A    

Mine-ite  B    

Monobel  No.  1    

Monobel  No.  2    

Monobel  No.  3..   

Monobel  No.  4...   

Monobel  No.  5  

Nitro  low-flame  No.  1__   

Nitro  low-flame  No  2  

Polar  C  

Titanite  No.  3-P.   

Titanite  No.  4-P   

Titanite  No.  7-P  

Trojan  Coal  Powder  H   

Trojan  Coal  Powder  I   

Trojan  Coal  Powder  J  

Tunnelite  No.  5  

Tunnelite  No.  6    

Tunnelite  No.  6  L  F...   

Tunnelite  No.  7  

Tunnelite  No.  8  

Tunnelite  No.  8  L  F  

Zero  No.  3    


Aetna  Powder  Company,  Chicago,  111. 
Do. 
Do. 
Do. 

Independent  Powder  Company  of  Mksourr,  Jopllin,  Mo. 

Do. 

Jefferson  Powder  Company,  Birmingham,  Ala. 

Do. 
Do. 
Do. 

Cameron  Powder  Manufacturing  Company,  Emporium,  Pa. 

Do. 
Do. 
Do. 

K.  [,  Du  Pont  de  Nemours  Powder  Company,  Wilmington,  Del. 
Do. 
Do. 
Do. 
Do. 
Do. 

Potts  Powder  Company,  New  York,  N.  Y. 
Do. 
Do. 
Do. 
Do. 
Do. 

Keystone  National  Powder  Co.,  Emporium,  Pa. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

The  King  Powder  Company,  Cincinnati,  Ohio. 
Burton  Powder  Company,  Pittsburg,  Pa. 

Do. 

Do. 

Giant  Powder  Company  (Cons.)  Giant,  Cal. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Independent  Powder  Company  of  Miesour,  Joplin,  Mo. 

Do. 

E.  P  Du  Pont  de  Nemours  Powder  Company,  Wilmington,  Del. 
W.  H.  Blumenstein  Chemical  Workx,  Pottsville,  Pa. 
E.  I.  Du  Pont  de  Nemours  Powder  Company,  Wlimington,  Del. 
Burton  Powder  Company,  Pisstburg,  Pa. 
Do. 

E.  I.  Du  Pont  de  Nemours  Powder  Co.,  Wilmington,  Del. 
Do. 
Do. 
Do. 
Do. 

Nitro  Powder  Company,  Kingston,  N.  Y.  . 
Do. 

Potts  Powder  Company,  New  York,  N.  Y. 
Waclark  Titanite  Explosive  Company,  Corry,  Pa. 
Do. 
Do. 

Pennsylvania  Trojan  Powder  Company,  Allentown,  Pa. 
Do. 
Do. 

G.  R.  McAbee  Powder  &  Oil  Company,  Pittsburg,  Pa. 
Do. 
Do. 
Do. 
Do. 
Do. 

Burton  Powder  Company,  Pittsburg,  Pa. 
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DEPARTMENT  OF  THE  IN TER10R,  U.  S.  BUREAU  OF  MINKS. 
Permissible  Explosives  Tested  Between  January  1  and  August  16,  1912. 


Brand. 


Class 
designation 


When  used  with 
detonators,  prefer- 
ably electric  detona- 
tors, of  not  less 
strength  than — 


Manufacturer. 


Black  Diamond  No.  2- A,.. 

Black  Diamond  No.  3-A... 

Black  Diamond  No.  5  

Coalite  A  

Coalite  No.  2-M,  L.  F  

Coalite  X  

Coalite  No.  3-XC  

Collier  powder  X,  L.  F  

Collier  powder  KNKN  

Eureka  No.  2..   

Fort  Pitt  mine  power  N.o  1 

Guardian  coal  power  B  

Mine-ite  A-2   

Mine-ite  B-2  

Monobel  No.  6  

Monobel  No.  7   

Titanite  No.  6-P.   

Tunnelite  B  

Tunnelite  C  


Class  4... 

Do  

Class  1-a 

Do..... 
Class  4... 
Class  1-a. 

Do..... 

Do  

Do..... 
Class  2... 

Class  4... 

Do  

Do..... 

Do..... 
Class  1-a. 

Do..... 
Do  

Do  

Do..... 


No.  6.. 

Do... 
Do— 
Do... 
Do... 
Do... 
Do... 
Do... 

Do... 
Do... 

Do... 
No.  7 
No.  6.. 
Do... 
Do... 

Do... 
N. 7... 

No.  6.. 

Do... 


Illinois   Powder   Manufacturing  Co., 
St.  Louis,  Mo. 
Do. 
Do. 

Potts  Powder  Co.,  New  York,  N.  Y. 
Do. 
Do. 
Do. 

Keystone  National  Powder  Co.,  Empor- 
ium, Pa 
Do. 

G.  R.  McAbee  Powder  &  Oil  Co.,  Pitts- 

burgh,  Pa. 
Fort  Pitt  Powder  Co.,  Pittsburgh,  Pa. 
Independent  Power  Co.,  Joplin  Mo. 
Burton  Power  Co.,  Pittsburgh,  Pa. 

Do. 

E.  I.  Du  Pont  de  Nemours  Powder  Co., 
Wilmington,  Del. 
Do. 

Waclark  Titanite  Explosive  Co.,  Cony. 
Pa. 

G.  R.  McAbee  Power  &  Oil  Co.,  Pitts- 
burgh, Pa. 
Do. 


Approved,  August  26,  1912. 

Joseph  A.  Holmes,  Director. 
55210°  —12 
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REPORT  ON  THE  POWHATAN  HUMIDIFIER. 

The  following  is  a  report  made  by  Mine  Inspectors  Wm.  Nicholson  and 
P.  A.  Grady,  January  8th  and  9th,  1912,  after  making  a  thorough  examination 
of  the  apparatus  for  humidifying  the  air  current  of  the  Powhatan  Mine, 
operated  by  the  Powhatan  Coal  &  Coke  Company. 

Colonel  L.  E.  Tierney,  General  Manager  of  the  Powhatan  Coal  &  Coke 
Company,  after  considerable  experimenting  and  research  installed  this  appa- 
ratus in  this  mine  for  which,  in  the  opinion  of  all  connected  with  this  De- 
partment, who  have  made  an  examination  of  same,  should  be  given  great  credit 
for  his  interest  in  inventing  and  installing  such  an  apparatus  to  safeguard  the 
lives  of  men  and  the  protection  of  property. 

Bluefield,  W.  Va.,  January  10th,  1912. 

Hon.  John  Laing,  Chief,  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — Pursuant  to  your  instructions  of  January  4th,  1912,  we  made 
an  examination  of  the  apparatus  for  humidifying  the  air  current  of  the  Pow- 
hatan mine  on  January  8th  and  9th,  and  also  a  thorough  inspection  of  the 
mine  to  determine  the  effect  of  the  humidifier  had  in  making  high  humidity 
conditions  in  all  of  the  air  in  every  part  of  the  entire  area  opened  up. 

The  following  is  the  result  of  our  observations. 

The  humidifier  is  placed  about  700  feet  in  on  the  intake  of  the  mine. 
It  consists  of  a  series  of  radiating  pipes  three  inches  in  diameter  running 
about  70  feet  in  length.  The  whole  consists  of  about  3000  lineal  feet  of  three- 
inch  pipe  running  in  five  vertical  rows  with  ten  horizontal  pipes  to  the  row. 
There  is  in  all  approximately  2250  sq.  ft.  of  radiating  surface  in  this  appa- 
ratus. The  inside  ends  of  the  pipes  are  fitted  with  small  steam  cocks  so  as  to 
allow  the  escape  of  some  of  the  steam  into  the  air  current.  The  amount  of 
steam  allowed  to  escape  being  based  entirely  on  the  amount  of  moisture 
necessary  to  be  injected  into  the  air  current  to  produce  the  desired  humidity 
condition  in  the  air  pervading  the  mine. 

The  condensation  of  water  which  takes  place  within  the  fadiating  coils  is 
drained  back  into  a  concrete  basin,  from  which  it  is  picked  up  by  a  small  pump 
■and  forced  through  German  sprays  into  the  air  current  of  the  mine.  The 
■temperature  of  this  water  forced  through  the  sprays  is  about  85  to  90  degrees 
F.  The  condensed  water  from  escaped  steam  is  also  led  back  to  this  concrete 
basin  and  pumped  into  the  air  current  through  the  sprays.  The  general  result 
achieved  is  that  the  intake  air  current  is  raised  above  the  temperature  of  the 
mine,  thus  enabling  it  to  hold  much  more  moisture,  and  a  large  quantity  of 
moisture  is  deposited  over  the  roof,  bottom  and  sides  when  this  current  comes 
in  contact  with  the  cooler  surfaces  of  the  mine,  a  condition  somewhat  similar 
to  the  high  temperatures  which  we  have  during  the  summer  months  is  brought 
about  when  a  large  quantity  of  moisture  is  deposited  by  the  air  coming  in 
contact  with  the  dew-point  temperatures  of  the  mine. 

Before  entering  the  mine,  the  thermometer  reading  on  outside  showed  a 
temperature  of  21  degrees  F.  with  relative  humidity  reading  of  100%.  With 
this  outside  reading  there  was  only  entering  the  mine  6.77  lbs.  or  .813  gallons 
of  moisture  per  minute  in  the  air  current. 
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After  the  air  current  bad  passed  over  the  humidifier,  we  obtained  a  read- 
ing of  73  degrees  F.  with  a  relative  humidity  of  65%.  The  air  current  from 
this  point  on  carried  32.78  lbs.  of  moisture  per  minute  or  3.94  gallons,  showing 
that  26.01  lbs.  of  moisture,  or  3.122  gallons  was  being  injected  into  the  air 
current  per  minute  and  taken  up  by  same  at  humidifier. 

A  reading  of  56  degrees  F.,  relative  humidity  100%,  was  taken  in  the 
return  near  fan.  This  showed  the  total  amount  of  moisture  carried  in  the 
air  current  at  this  point  of  37.01  lbs.  per  minute  or  4.44  gallons,  indicating 
that  4.23  lbs.  or  one-half  gallon  of  natural  moisture  was  being  subtracted 
from  the  mine  every  minute. 

The  following  readings  were  taken  throughout  the  different  sections  of 
the  mine: 


Wet 


Dist.  Traversed 

by  Air 

Place  Where  Taken. 

Dry 

Wet 

Humid 

Current  from 

Bulb. 

Bulb. 

% 

Humidifier. 

Pillar  work,  6Y2  left  entry  

58 

58 

100 

2,400  ft. 

At  room  20  on  No.  7  left  entry  

58 

58 

100 

3,500  ft. 

Last  B'th,  8M2  left  entry  

56 

55 

94 

4,450  ft. 

Last  B'th  9  and  10  left  entry  

56 

55 

94 

7,300  ft. 

Last  B'th  11  and  12  left  entry  

57 

57 

100 

11,180  ft. 

Last  B'th  13  and  14  left  entry  

57 

57 

100 

12,840  ft. 

B.  Main  at  14  right  entry  

55 

54.5 

97 

13,750  ft. 

Last  B'th  13  and  14  right  entry  

55 

54.75 

97 

14,570  ft. 

5th  B'th  above  10  right  No.  20  room.  . 

.  59 

59 

100 

16,230  ft. 

7  Rm.  off  10  R.  at  4th  B'th  

59 

58.5 

97 

17,380  ft. 

B.  Main  at  12  Right  

57 

57 

100 

18,130  ft. 

5  Rm.  off  No.  9  R.  350  ft.  up  

59 

58.75 

97 

18,830  ft. 

B   Main  9  Right  Diagonal  

57 

57 

100 

19,250  ft, 

B.  Main  7  and  8  Right  entry  

56.5 

56.5 

100 

20,170  ft. 

Return   near  fan  

56.5 

56.5 

100 

22,890  ft. 

Barometric  pressure  at  time  of  reading  28  inches. 

The  above  table  illustrates  the  actual  effect  produced  on  the  air  current 
where,  in  this  particular  test  practically  all  of  the  air  circulating  through 
mine  was  passed  over  the  humidifier  and  the  whole  area  of  the  mine  venti- 
lated on  one  air  circuit.  The  table  shows  the  distance  in  feet  that  readings 
were  taken  from  the  humiidfier  on  the  air  circuit. 

Wherever  coal  slack  was  found  in  the  mine,  it  was  always  found  to  be 
in  amoist  condition,  and  when  picked  up  in  the  hand  was  found  damp  and 
plastic. 

One  important  point  to  be  mentioned  in  connection  with  a  device  of  this 
kind,  by  maintaining  a  uniformly  high  relative  humidity  within  the  mine, 
the  effect  of  a  drop  in  the  barometric  pressure  on  the  outside  would  have 
no  effect  on  the  inside  of  the  mine,  and  would  not  occasion  the  liberating  of 
a  larger  amount  of  gas,  for  the  reason  that  a  uniform  pressure  is  maintained 
where  the  relative  humidity  is  kept  uniform,  thus  alleviating  any  uneasiness 
that  might  be  felt  due  to  changes  in  barometric  pressure. 

This  method  of  keeping  a  mine  in  a  damp  condition,  we  believe  to  be 
far  superior  to  any  of  the  other  methods  in  use,  such  as  the  water  box  and 
mule,  the  carrying  of  water  to  the  different  sections  by  means  of  pipe  and 
hose  or  by  the  method  of  moistening  the  air  by  means  of  steam.  By  keeping 
this  apparatus  in  operation  the  operator  is  assured  that  moisture  is  being  put 
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into  every  part  of  his  mine  where  the  air  current  travels.  The  amount  of 
moisture  that  is  proper  and  necessary  for  the  safety  of  the  mine  can  be 
regulated  and  he  does  not  have  to  place  every  dependence  upon  the  human 
element.  In  using  the  obsolete  water  box  and  mule  there  is  no  assurance  given 
that  the  dusty  section  will  be  made  wet  and  if  the  water  is  put  on  dust  in 
high  and  pitching  places  in  :i  mine  it  quickly  runs  off,  leaving  the  section  dry 
and  dusty  as  before. 

The  severest  winter  conditions  existed  at  the  time  our  readings  were  taken, 
and  there  was  shown  to  be  37,452  lbs.  or  4,496  gallons  of  water  taken  into 
the  mine  every  24  hours.  To  the  practical  operator  it  can  be  easily  seen  what 
the  cost  would  be  to  put  this  amount  of  moisture  into  the  mine  with  water 
boxes.  The  first  cost  of  this  apparatus  is  practically  the  only  thing  to  be 
taken  into  consideration.  The  cost  of  maintaining  and  running  it  afterwards 
is  a  very  small  item,  only  54  boiler  IT.  I*,  was  required  in  the  operation  of  the 
apparatus  at  the  time  the  examination  was  made. 

The  complaint  is  sometimes  heard  that  by  heating  the  intake  air  of  a 
mine  by  radiation  or  steam  it  causes  the  roof  to  fall;  this  idea  is  erroneous 
for  it  is  the  varying  difference  in  temperature  of  the  air  that  causes  the  roof 
to  contract  and  expand,  thus  making  it  fall.  If  a  temperature  near  uniform 
is  maintained  this  would  not  take  place  and  the  roof  would  remain  safer  the 
whole  year  around  and  less  accidents  from  falls  of  roof  would  occur. 

In  installing  an  apparatus  of  this  kind  to  insure  safe  conditions  within 
a  mine  from  dust  explosions  and  variable  barometric  changes  on  the  outside, 
an  operator  can  compute  the  boiler  horse  power  and  the  number  of  square 
feet  of  radiating  pipe  necessary,  basing  it  on  the  amount  of  air  entering  the 
mine,  using  a  safety  factor  by  assuming  the  lowest  temperature  and  humidity 
conditions  that  may  exist  at  any  time  during  the  year. 

We  think  that  Col.  L.  E.  Tierney,  Manager  of  the  Powhatan  Coal  &  Coke 
Company,  should  be  given  due  credit  for  the  research  he  has  made  along  this 
particular  line  which  goes  to  show  his  interest  in  the  greater  safeguarding  of 
the  lives  of  the  men  working  in  the  mines  and  the  protection  of  property. 
Respectfully  submitted. 

Wm.  Nicholson. 
P.  A.  Grady. 
Mine  Inspectors.  11th  and  12th  Districts. 
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I  regret  to  report  that  during  the  year  ending  June  30th,  1912,  there  were 
three  mine  explosions  occurred  within  the  boundaries  of  West  Virginia.  The 
first  one  occurred  in  the  shaft  of  the  Standard  Pocahontas  Coal  Company, 
two  miles  west  of  Welch,  W.  Va.,  on  the  main  line  of  the  Norfolk  &  Western 
Railway,  in  McDowell  County,  at  11:30  P.  M.,  August  1st,  1911,  in  which 
nine  men  were  working  night  shift  at  the  time,  three  of  whom  were  instantly 
killed,  and  six  others  seriously  injured,  three  of  whom  died  a  few  days 
later. 

The  following  are  the  names  of  the  persons  killed  outright: 

Fred  Hill,  negro,  age  18  years,  single,  mucker  at  foot  of  shaft. 

W.  J.  Arnold,  American,  age  30  years,  married,  machine  runner. 

Wm.  Banister,  negro,  age  21  years,  single,  laborer. 

The  three  who  died  a  few  days  later  were: 

Charles  Fields,  negro,  age  19  years,  single,  miner. 

John  Smith,  negro,  age  34  years,  single,  miner. 

Henry  Lilly,  negro,  age  25  years,  single,  miner. 

The  three  who  were  seriously  but  not  fatally  injured : 

Ossie  Tucker,  negro,  age  20  years,  single,  laborer. 

T.  Howard,  negro,  age  36  years,  married,  miner. 

John  Williams,  negro,  age  24  years,  single,  laborer. 

The  coroner's  jury  failed  to  arrive  at  any  conclusion  after  having  investi- 
gated the  cause  of  the  deaths  of  these  men  in  this  explosion  and  it  was  in- 
sisted upon  that  they  arrive  at  and  make  some  report  of  their  findings,  but 
they  utterly  declined  to  do  so. 

The  following  is  a  report  made  by  Wm.  Nicholson,  in  whose  district  the 
explosion  occurred,  which  as  will  be  seen  goes  into  details  showing  conditions 
as  he  found  them  after  entering  the  mine  promptly  after  the  explosion  oc- 
curred. 

Following  Mr.  Nicholson 's  report  on  the  explosion  will  be  found  a  copy 
of  certain  recommendations  made  to  this  company  June  7th  and  29th,  before 
the  accident  occurred. 

Bluefield,  W.  Va,,  August  10th.  1911. 
Mr.  John  Laing,  Chief,  Department  of  Mines. 
Charleston,  W.  Va. 

Dear  Sir: — I  herewith  submit  to  you  my  report  of  explosion  at  the  Stan- 
dard Pocahontas  Coal  Company's  shaft,  located  two  miles  west  of  Welch,  on 
the  main  line  of  the  Norfolk  &  Western  Railway,  which  occurred  at  11:30 
P.  M.,  August  1st,  causing  the  deaths  of  Wm.  Bannister,  John  Hill,  and  W.  J. 
Arnold,  and  seriously  injuring  six  others,  two  of  whom  have  since  died. 

Upon  being  notified  of  the  explosion,  I  arrived  on  the  scene  at  9:30  A.  M.. 
August  2nd.  Owing  to  the  men  working  in  the  shaft,  repairing  brattice  cloth 
to  restore  ventilation,  I  did  not  reach  the  foot  of  the  shaft,  which  is  370  feet 
deep,  until  32:30  P.  M..  knowing  that  all  the  bodies  had  been  taken  out  and 
that  at  this  time  of  the  day,  the  air  was  insufficient  to  clean  out  the  body  of 
gas  that  had  accumulated  in  both  sides  of  the  shaft. 
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The  men  worked  on  the  brattice  cloth  up  until  5:30  P.  M.  I  returned  to 
Welch  for  lunch.  At  9  P.  M.,  I  returned  to  the  shaft,  hoping  that  the  ventila- 
tion would  be  sufficient  to  clean  out  the  body  of  gas  so  that  I  would  be  able 
to  make  an  investigation,  but  the  company  could  get  no  one  to  work  that  night 
to  complete  repairing  the  brattices  in  the  shaft,  so  no  investigation  was  nu'de 
until  the  following  day. 

On  the  following  day,  I  was  assisted  by  Mr.  Arthur  Mitchell,  Inspector 
of  the  Tenth  District,  and  we  commenced  to  make  the  investigation  at  12:30 
P.  M.,  August  3rd.  At  this  hour,  explosive  gases  were  encountered  12  feet 
from  the  foot  of  the  shaft.  We  used  a  system  of  brattice  cloth,  which  was  put 
up  temporarily  so  that  we  could  reach  the  working  face  and  make  the  proper 
investigations. 

The  concussion  from  the  explosion  had  torn  down  all  the  brattice  c'oth 
in  the  entry  and  several  feet  up  in  the  shaft.  Very  few  props  had  been 
knocked  down  by  the  explosion,  which  held  the  brattice  cloth  in  position  to 
conduct  the  current  of  air  to  the  working  face. 

At  the  working  face,  there  was  no  evidence  of  any  intense  heat.  Coke 
coal  was  found  on  the  ribs.  15  feet  from  the  face,  which  continued  25  feet. 
Beyond  this  point,  there  was  n  oevidence  of  any  intense  heat. 

T  found  five  sticks  of  Collier  powder  55  feet  from  the  working  face,  two 
sticks  of  powder  being  in  one  cement  sack  and  three  in  another.  I  found  no 
electric  detinators.  The  electric  wires  for  lighting  the  mine,  there  being  three 
lights  in  all,  and  the  globe  near  the  working  face,  I  found  25  feet  from  the 
face,  still  unbroken.  The  brass  part  of  the  electric  globe  was  left  in  the  socket, 
several  places  were  found  on  the  wires  which  were  not  insulated. 

The  wires  that  were  used  for  shooting  purposes  were  in  very  poor  con 
dition,  being  bare  in  places  for  several  feet,  and  splices  were  not  insulated. 
90  volt  D.  C.  current  was  used  for  both  lighting  and  shooting. 

In  this  air  shaft,  which  was  not  yet  connected  to  the  main  shaft  by  14 
or  15  feet,  very  little  explosive  gas  is  liberated.  After  the  place  where  the 
explosion  occurred  had  been  standing  for  24  hours,  with  only  700  cubic  feet 
of  air  in  circulation,  no  gas  was  detected — the  place  was  absolutely  clear. 
The  company's  officials  had  never  taken  any  air  measurements  in  this  shaft, 
nor  had  they  ever  reported  any  gas  on  the  fire  boss 's  report  book  on  the  out- 
side. 

On  August  1st,  there  were  seven  men  working  on  the  day  shift  and  eleven 
at  night,  including  the  pumper  and  the  man  on  top.  No  mine  boss  was  em- 
ployed. Robert  Smith  was  looking  after  one  shift  and  John  Smith  was  look- 
ing after  the  other.    Both  of  these  men  are  colored. 

The  ignition  point  of  the  explosion,  whether  caused  by  defective  electric 
wires,  defective  electric  lamps,  or  defective  safety  lamps,  I  do  not  know  the 
cause,  but  I  do  know  and  say  without  any  hesitation  whatever,  that  there  was 
an  accumulation  of  gas  which  should  not  have  been  there  if  ventilation  had 
been  properly  conducted  to  the  working  face. 

For  the  prevention  of  a  similar  accident,  I  recommended  to  the  Standard 
Pocahontas  Coal  Co.,  August  7th,  1911,  for  the  safety  of  lives  and  property, 
that  this  company  comply  with  the  recommendations  furnished  them  on  June 
7th  and  June  29th,  a  copy  of  which  is  annexed  to  this  repoit. 

Also,  I  recommended  on  August  7th,  1911,  that  they  have  not  less  than 
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2500  cubic  feet  of  air  at  the  end  of  all  brattice  cloth  at  working  faces.  Also, 
that  they  comply  with  the  mining  laws  of  West  Vihginia  in  every  respect. 

I  enclose  sketch  with  this  report  showing  the  development  of  the  mines, 
the  number  of  cubic  feet  of  air  used  in  making  the  investigation,  and  show 
ing  the  location  of  the  bodies  found. 

Yours  truly, 

Wm.  Nicholson, 
Mine  Inspector,  Eleventh  District  of  West  Virginia. 

Welch,  W.  Va.,  June  7th,  1911. 
Mr.  J.  M.  Vest,  Sup't.  Standard  Foca.  Coal  Co., 
Welch,  W.  Va. 

Dear  Sir: — I  recommend  that  locked  safety  lamps  must  be  used  till  ven- 
tilation is  restored  with  fan  power. 

Trusting  you  will  comply  with  the  above, 

Yours  truly, 

Wm.  Nicholson. 

d.  m.  r. 

Bluefield,  W.  Va.,  June  29th,  1911. 
Mr.  J.  M.  Vest,  Supt.  Standard  Pocahontas  Coal  Co., 
Welch,  W.  Va. 

Dear  Sir: — The  Mine  Department  of  West  Virginia  for  the  past  two 
years  has  been  holding  a  seires  of  examinations  to  determine  the  qualifications 
of  mine  foremen  and  fire  bosses.  It  is  the  desire  of  the  Mine  Department  that 
all  mine  foremen  and  fire  bosses  must  hold  a  certificate  of  competency  and  in 
all  shaft  mines  where  gas  is  generated,  the  mine  foreman  must  hold  a  first 
class  certificate. 

I  trust  that  you  will  employ  a  mine  foreman  at  your  shaft  that  has  passed 
the  qualifications  of  the  Mine  Department  of  West  Virginia.  It  is  absolutely 
necessary  that  you  comply  with  the  above. 

Yours  truly, 

Wm.  Nicholson, 
Mine  Inspector.  Eleventh  District  of  West  Virginia. 

The  second  explosion  occurred  in  the  Bottom  Creek  Mine  November  20th, 
1911,  operated  by  the  Bottom  Creek  Coal  &  Coke  Company,  in  McDowell 
County,  W.  Va.,  in  which  eighteen  persons  lost  their  lives  and  three  others 
were  badly  but  not  seriously  injured.  Details  showing  the  names  of  the  per- 
sons killed  and  injured,  will  be  found  under  the  head  of  "Accidents"  in  this 
report. 

After  conducting,  before  a  coroner 's  jury  a  thorough  investigation  as  to 
the  cause,  etc.,  of  this  accident,  the  jury  having  retired  to  consider  their 
verdict,  returned  in  a  short  while  and  handed  the  coroner  their  verdict,  which 
is  in  the  words  and  figures  following,  to-wit : 

State  of  West  Virginia,  McDowell  County,  to-wit  : 

An  inquisition  taken  at  Vivian,  in  the  county  of  McDowell,  on  the  20th 
day  of  November,  1911,  before  Dr.  J.  H.  McCulloch,  coroner  of  said  county, 
upon  the  view  of  the  bodies  of  Burton  Moore,  Guy  Bratcher,  Bobert  Hubbard, 
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Dan  Campbell,  Henry  Hubbard,  W.  H.  Henderson,  Tarbln  Williams,  E.  F. 
Harvey,  C.  L.  Brewer,  Martin  Golish,  Frank  Golish,  Phil  Zalenic,  Joe  Vanco, 
Frank  Mallica,  Steve  Arouchik,  Frank  Hallavica,  Gregor  Amola  and  Phil 
Andish,  there  lying  dead.  The  jurors  sworn  to  inquire  when,  how  and  by 
what  means  the  said  named  persons  came  to  their  death,  upon  their  oaths 
say: 

We,  the  jury,  find  the  above  named  persons  came  to  their  death  by  an 
explosion  of  gas  in  abandoned  room  No.  7,  on  No.  1  entry,  of  the  Bottom 
Creek  Coal  &  Coke  Co.'s  mine  at  Vivian,  McDowell  county,  W.  Va.,  on  Novem- 
ber 18th,  1911,  at  about  11  o'clock  A.  M.,  and  we  further  find  that  said  gas 
was  ignited  by  an  open  lamp  carried  by  some  member  of  an  engineering  corps 
then  working  in  room  No.  7  of  entry  No.  11  of  said  mine. 

In  testimony  whereof,  the  said  coroner  and  jurors  hereto  set  their  hands. 

J.  L.  Deaton.  Juror, 
T.  C.  Griffith,  Juror, 
Geo.  F.  Strother,  Juror, 
C.  B.  Smith,  Juror, 
H.  H.  Crutohfield,  Juror, 
A.  E.  Hardiman,  Juror. 

The  following  is  a  report  made  November  22nd,  1911,  by  District  Mine 
Inspectors  E.  A.  Henry,  James  Martin,  Wm.  Nicholson,  and  P.  A.  Grady,  after 
having  thoroughly  investigated  the  explosion  and  made  a  thorough  examina- 
tion of  the  mine. 

Vivian,  W.  Va.,  N*>v.  22nd,  1911. 

Mr.  John  Laing,  Chief,  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — We,  the  undersigned  District  Mine  Inspectors  of  West  Virginia, 
beg  to  submit  to  you  the  following  report  of  the  mine  explosion  which  oc- 
curred in  the  No.  1  Mine  of  the  Bottom  Creek  Coal  &  Coke  Company,  located 
at  Vivian,  West  Virginia,  on  November  18th,  at  about  11  A.  M.,  and  in  which 
eighteen  persons  lost  their  lives  and  three  were  badly  injured. 

After  making  a  thorough  examination  of  the  workings  of  the  mine,  we 
have  come  to  the  conclusion  that  the  explosion  occurred  in  an  abandoned  room, 
known  as  No.  7  on  the  No.  11  entry,  and  was  caused  by  the  ignition  of  a  body 
of  fire  damp  by  a  naked  light,  carried  by  a  member  of  the  Crozer  Land  Com- 
pany engineering  corps.  All  evidence  left  after  the  explosion  and  information 
recieved  from  a  member  of  the  engineering  corps,  who  was  badly  burnt,  but 
who  fortunately  saved  his  life  by  being  on  the  outside  of  this  room  and  hav- 
ing forethought  to  cover  his  head  with  his  coat,  which  protected  him  somewhat 
from  the  flame,  and  by  great  exertion  reaching  a  point  where  the  air  was 
fresh. 

This  engineer  informed  us  that  they  went  into  the  mine  on  that  morning 
for  the  purpose  of  measuring  the  work  advanced  since  their  last  visit.  They 
started  in  at  the  head  of  the  entry  measuring  all  the  work  back  to  room  seven, 
then  two  of  the  party  started  up  this  room  with  the  tape  and  reached  a  point 
about  240  feet  in,  when  they  came  in  contact  with  this  body  of  fire  damp. 

This  was  a  local  explosion,  and  confined  itself  from  the  point  of  ignition 
out  on  to  the  entry,  extending  a  distance  of  300  feet  toward  the  face  of  the 
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entry  and  800  feet  in  the  opposite  direction  and  the  only  damage  done  by 
the  force  of  the  explosion,  was  the  destruction  of  several  Stoppings  which 
short-circuited  the  air  current.  The  men  working  inside  this  point,  feeling  the 
concussion,  attempted  to  make  their  way  out  the  entry,  and  were  overcome 
by  the  after-damp,  with  the  exception  of  one  who,  with  great  effort,  succeeded 
in  reaching  a  place  where  his  cries  for  help  were  heard  by  the  rescuing  party. 
At  the  inquest  held  over  the  dead  bodies,  the  testimony  given  by  this  man 
was  interesting  to  hear,  of  his  experience  in  saving  his  Life.  The  explosion 
occurred  on  the  return  air  current,  and  out-by  from  the  section  where  these 
men  were  at  work,  it  might  have  been  possible  that,  had  they  at  once  pro- 
ceeded to  the  air  course,  which  was  the  intake  current,  they  might  have  saved 
their  lives.  Some  of  the  men  who  did  work  on  the  air  course  which  was  the 
intake,  made  the  mistake  of  crossing  over  to  the  entry  and  out  where  the  ex- 
plosion occurred,  where  they  were  overcome  by  the  after-damp.  It  is  quite 
evident  that  those  engineers  in  entering  the  room  passed  a  danger  signal, 
and  if  not,  they  should  at  least  have  found  out  the  condition  of  this  place  as 
to  safety  from  the  mine  foreman  or  fire  boss.  At  the  same  time,  had  the 
mine  foreman  or  fire  boss  seen  to  it  that  the  check  between  No.  6  and  7 
rooms  had  been  kept  in  proper  condition,  this  fire  damp  would  not  have  ac- 
cumulated. 

The  fact  that  this  explosion  confined  itself  to  fire-damp  only,  and  no 
evidence  was  afterwards  found  that  coal  dust  could  have  entered  into  it,  goes 
to  prove  the  mine  was  in  a  damp  condition,  and  by  hygrometric  readings  taken 
after  the  explosion,  over  the  entire  mine,  show  the  air  current  approaching  a 
point  of  complete  saturation,  which  we  believe  is  caused  by  the  introduction  of 
a  ten-inch  exhaust  steam  line  into  the  intake  air  current. 

Abundant  ventilation  is  furnished  by  a  16-foot  Capell  fan,  and  is  split 
in  compliance  with  the  mining  law  and  well  distributed  to  the  working  faces. 
Overcasts  and  stoppings  are  built  of  substantial  material.  Break-throughs  are 
cut  at  the  required  distance,  and  the  mining  law  in  general  is  well  compiled 
with.  Respectfully  submitted, 

(Signed)      Earl  A.  Henry, 

Inspector  Fifth  Dist. 
.Tames  Martin. 

Inspector  Seventh  Dist. 
Wm.  Nicholson, 

Inspector  Eleventh  Dist. 
P.  A.  Grady. 
Inspector  Twelfth  Dist. 

The  third  explosion  occurred  in  the  Jed  mine,  operated  by  the  Jed  Coal 
&  (Joke  Company,  in  McDoAvell  County,  W.  Ya.,  at  8:00  A.  M.,  March  26th, 
1912,  in  which  eighty  lives  were  lost. 

A  thorough  examination  was  made  by  coroner's  jury  and  this  Depart- 
ment, and  the  following  is  the  verdict  rendered  by  said  coroner's  jury: 

State  of  West  Virginia,  McDowell  County,  to-wit: 

An  inquisition  taken  at  Welch,  in  the  County  of  McDowell,  on  tlie  3rd 
day  of  April,  1912,  before  Dr.  J.  H.  McCulloch,  coroner  of  said  county,  upon 
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the  view  of  the  body  of  Frank  Hill,  there  lying  dead,  and  others  killed  at  the 
same  time,  same  place  and  by  same  means,  to-wit :  George  Smith,  James 
TIaynes,  Steve  S.  Szatmari,  R.  E.  Pennington,  Jacob  Sowsolski,  Samuel  B. 
Jefferson,  Steve  Howat,  Rerta  Selidia,  Robert  Gillispie,  Adam  Mimsick,  Steve 
Motto,  Giovanni  Caparali,  Steve  Yankevieh,  Anibale  Giorgi,  Romeo  Giorgi, 
Andrew  Zaveczki,  Frank  Golya,  Alissandra  Tarantella,  Bruno  Chiricosta,  James 
S.  Parsons,  William  Bell,  Lee  Gilmer,  Victor,  Steele,  Volley  Lash,  Frank  Rice, 
T.  C.  Gilman,  E.  D.  McClure  Will  Harris,  Green  Terry,  William  Greene,  Jack 
Chandler,  James  Leeper,  Sam  Hampton,  Henry  Harris,  P.  P.  Saunders,  W.  J. 
Woodward,  Sol  Agnew,  Houston  Jones,  Willie  Denton,  Alec.  Sabl,  Sterling 
Martin,  Ed.  Johnson,  Kalman  Papp,  John  Agach,  Emidis  Flex,  Rinaidi  Flex, 
Paul  Martee,  Nich  Golya,  Sr.,  Mattel  Petta,  Domenico  Perri,  Settiimilx  Flex, 
Mike  Galis,  Alex.  Kissovick,  Frank  Malnar,  Ted  Swabey,  John  Gregly,  Joe 
Bnroazi,  Francisco  Spagnuola,  Carmelo  Spagnuola,  Peter  Sowalski,  Mike 
Williams,  E*aul  Bodis,  Alex.  Solaski,  Emmett  Terry,  James  Cipery,  Mike  Lyn- 
ytor,  Mike  Gogosky,  Marcu  Agnew,  Wilson  Ferryall,  there  lying  dead.  The 
jurors  sworn  to  inquire  when,  how  and  by  what  means  the  said  Frank  Hill 
and  those  enumerated  above  came  to  their  death,  upon  their  oaths  say  that 
the  above  named  parties  came  to  their  deaths  at  about  8:00  o'clock  A.  M.,  on 
March  26th,  1912,  in  the  mine  operated  by  the  Jed  Coal  &  Coke  Company  at 
Jed,  W.  Va.,  as  a  result  of  a  gas  and  dust  explosion,  the  origin  of  which  was 
from  an  accumulation  of  gas  near  the  face  of  No.  8  room  off  No.  1  butt  left 
entry,  No.  2  main,  the  cause  of  ignition  of  said  gas  we  are  unable  to  ascertain 
from  the  evidence  submitted. 

Tn  testimony  whereof,  the  said  coroner  and  jurors  hereto  set  their  hands. 

George  Wolfe.  Juror, 
H.  D.  Pinkney,,  Juror, 
G.  W.  Dixon,  Juror, 
C.  D.  Brewster,  Juror, 
C.  C.  Huffman,  Juror, 
T.  F.   Ukxritz.  Juror, 
J.  H.  McCulloch,  Juror. 

We  also  quote  below  report  made  in  this  case  by  inspectors  E.  A.  Henry, 
James  Martin,  R.  Y.  Muir,  L.  B.  Holliday,  Wm.  Nicholson  and  P.  A.  Grady, 
after  making  a  thorough  examination  of  the  mine  as  soon  as  it  could  be  ex- 
plored after  the  explosion  occurred. 

Hon.  John  Laing,  Chief,  Department  of  Mines, 
Charleston,  W.  Va. 
Dear  Sir: — We  herewith  respectfully  submit  to  you  the  following  report 
of  the  explosion  that  occurred  in  the  Jed  mine  of  the  Jed  Coal  &  Coke  Co., 
in  McDowell,  at  about  8  A.  M.,  on  March  26th,  1912,  in  which  80  lives  were 
lost. 

This  mine  is  located  about  two  miles  from  Welch  on  the  Tug  Fork  Branch 
of  the  N.  &  W.  Ry.,  operating  the  No.  3  Pocahontas  seam,  which  averages  in 
thickness  in  this  mine  about  5  feet  4  inches,  overlaid  with  a  draw-slate  of 
from  14  to  30  inches  in  thickness.  This  draw-slate  requires  careful  timbering 
to  hold  it  in  the  rooms.  On  the  entries  it  is  taken  down,  except  in  a  few 
sections.    The  seam  is  reached  by  two  shafts  282  feet  deep,  one  14x27  inches 
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cross  section,  which  is  the  hoisting  shaft  and  intake  air  shaft,  the  other  being 
used  as  the  upcast  and  second  opening  of  the  mine,  it  being  equipped  with 
stairways. 

The  mine  was  being  developed,  as  can  be  seen  by  the  map,  by  two  sets 
of  main  entries,  consisting  of  four  entries  to  each  set;  from  which  the  room 
entries  are  turned.  The  ventilating  of  the  mine  consisted  of  two  separate 
split  sand  was  produced  by  a  Guibal  fan  25  feet  in  diameter,  which  was 
giving  at  the  time  the  last  inspection  was  made,  125,000  cu.  ft.  of  air  per 
minute,  with  75  R.  P.  M.,  and  with  a  water  gauge  of  one  and  one-half  inches. 

At  the  time  the  explosion  occurred,  we  were  about  to  descend  the  shaft 
of  the  Middle  States  C.  &  C.  Co.,  at  Hughes,  five  miles  away.  When  informed 
of  the  explosion,  we  secured  horses  and  reached  Jed  shortly  after  the  explo- 
sion occurred.  From  the  time  of  the  explosion  to  April  3rd,  we  assisted  in 
recovering  the  bodies  and  in  making  an  investigation  to  determine  the  causes 
of  the  explosion. 

In  recovering  the  bodies  and  in  making  the  investigation  of  the  mine, 
we  were  accompanied  by  Inspectors  F.  A.  Henry,  Fifth  District,  James  Martin, 
Seventh  District,  E.  Y.  Muir,  Eighth  District,  L.  B.  Holliday,  Ninth  District, 
and  Arthur  Mitchell,  Tenth  District.  It  is  our  opinion  and  the  opinion  of 
these  inspectors,  excepting  Mr.  Mitchell,  who  did  not  accompany  us  on  our 
investigation,  that  the  explosion  originated  in  the  vicinity  of  8,  9  and  10  rooms 
on  first  butt  entry  off  No.  2  main,  and  was  caused  by  the  ignition  of  a  body 
of  fire-damp,  which  in  turn,  distilled  sufficient  gases  from  the  coal  dust  present 
to  propagate  it  almost  over  the  entire  mine.  All  the  evidence  in  the  mine 
goes  to  show  that  the  explosion  started  in  the  No.  2  main  section  and  trav- 
eled over  to  the  No.  1  main  section,  exhausting  itself  before  it  came  to  the 
No.  2  butt  entry  off  No.  1  main.  The  workmen  in  this  entry  came  out  un- 
injured by  going  out  through  the  intake  air  current. 

This  mine  generates  explosive  gas  freely  and  complaints  have  been  made 
frequently  by  inspectors  on  both  joint  and  single  inspections  of  the  amount  of 
dust,  present. 

In  1908,  on  account  of  the  amount  of  gas  being  generated,  the  Chief  of 
the  Department  of  Mines  ordered  the  mine  closed  until  it  would  be  put  on 
the  use  of  locked  safety  lamps  exclusively.  The  management  of  the  mine 
applied  to  the  Circuit  Court  by  petition  for  an  order  directing  the  mine  to  be 
re-opened  and  the  Court,  after  hearing  the  testimony  of  the  witnesses  for  the 
two  sides,  ordered  the  mine  to  be  re-opened  with  the  use  of  naked  lights.  An 
analysis  made  of  the  return  air  at  the  foot  of  the  upcast  shaft  at  that  time 
showed  that  in  70,000  cu.  ft.  of  air  returning  from  the  mine  per  minute, 
there  was  7/10  of  one  per  cent  of  methane,  showing  that  the  mine  gave  off 
490  cubic  feet  of  pure  methane  gas  per  minute.  The  mine  at  the  present  time 
has  about  four  times  the  amount  of  development  it  had  then,  and  the  gas  now 
being  generated  is  given  off  from  a  much  larger  area. 

On  January  29,  1912,  a  sample  of  the  air  in  the  upcast  shaft  was  secured 
by  us  and  the  analysis  which  was  made  of  it  showed  4/10  of  one  per  cent  of 
methane  present.  With  125,000  cu.  ft.  of  air  passing  per  minute,  this  would 
show  that  the  mine  was  giving  off  500  cu.  ft.  of  methane  gas  per  minute. 
These  analyses  go  to  show  that  it  takes  a  much  greater  area  to  generate  at 
the  present  time  the  same  amount  of  gas  as  was  given  off  four  years  ago,  and 
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it  can,  therefore,  be  seen  that  each  working  place  is  giving  off  much  less. 
This,  we  attribute  to  the  fact  that  the  development  of  the  mine  is  extending 
in  a.  direction  where  this  seam  of  coal  has  less  cover  and  where  it  is  known  to 
contain  less  gas. 

The  day  previous  to  the  explosion,  the  mine  quit  work  at  2  P.  M.,  on 
account  of  the  shortage  of  railroad  cars.  This  left  mine  cars  standing  in  the 
working  places  of  the  mine.  When  the  men  entered  for  work  in  the  morning 
of  the  explosion,  there  was  no  necessity  for  the  miners  going  directly  to  the 
working  faces.  In  the  first  butt  off  No.  1  main,  four  bodies  were  found  near 
a  tool  box  near  the  mouth  of  No.  8  room.  The  clostst  any  of  the  bodies  were 
found  to  the  working  faces  in  this  section  were  those  in  No.  8  room,  which 
were  found  about  40  feet  back  from  the  face.  To  ventilate  No.  1  butt  entry 
•  iff  No.  2  main  a  door  is  placed  on  the  main  entry  which  Turns  the  air  into 
the  air-course  of  No.  1  butt  up  to  the  last  cross-cut,  from  which  point  it  cir- 
culates back  out  the  entry  and  rooms.  Leaving  this  door  open  for  any  length 
of  time,  would  cause  an  accumulation  of  yas  in  these  workings.  It  lias  beer 
mentioned  that  the  mine  has  a  bad  draw-slate  roof.  The  stoppings  in  the 
cross'-euts  between  the  room  entries  and  air  courses  are  constructed  of  plank, 
and  a  fall  of  draw-slate  could  break  one  of  them  down,  causing  a.  short 
circuit  of  the  air  and  the  accumulation  of  a  body  of  gas.  Tt  is  necessary  in 
this  mine  to  conduct  the  air  current  to  the  working  faces  by  means  of  cheek- 
doors  on  entries,  stoppings  in  room  crosscuts  and  brattice  from  the  last 
crosscut  to  tin1  face.  The  breaking  down  of  any  of  these1  three  would  cause 
gas  to  accumulate.  It  is  quite  evident  that  a  body  of  gas  accumulated  from 
some  one  of  the  causes  above  mentioned,  and  it  was  either  ignited  by  ac- 
cumulating back  to  where  the  men  were  sitting  with  naked  lights  or  the 
men  working  in  No.  8  room  walked  up  into  it  with  naked  lights  on  their 
heads. 

It  is  our  opinion  that  the  amount  of  yas  Ignited  could  have  accumulated 
from  the  time  the  fire  boss  made  his  examination  until  the  explosion  oc- 
curred. 

The  explosive  used  for  shooting  in  the  mine  is  known  as  Collier  X,  man- 
ufactured by  the  Keystone  Powder  Co.  All  shots  in  the  mine  were  fired  by 
shot  fiirers  and  with  the  exception  of  a  few  cases  all  shots  were  fired  elec- 
trically. Tt  is  a  permissible  powder  and  the  amount  fired  in  any  one  hole 
does  not  exceed  two  pounds,  and  which,  if  fired  that  morning,  would  not  give 
off  sufficient  flame  to  ignite  the  dust.  The  assumption  that  the  explosion 
could  have  been  initiated  by  a  blown-out  shot  is  discarded  entirely  by  us 
for  there  is  no  evidence  to  show  that  any  shots  hed  been  fired  in  that  section 
on  the  morning  of  the  explosion  and  the  mine  foreman  stated  that  the  ma- 
chines had  not  under-cut  that  section  the  night  before. 

We  firmly  believe  that  if  the  dust  in  this  mine  had  been  thoroughly  wet 
the  explosion  would  have  confined  itself  to  the  section  in  which  it  originated. 
From  January  19,  1911,  to  February  1,  1912.  there  were  eight  regular  in- 
spections made  of  this  mine.  On  six  of  these  inspections  the  presence  of 
coal  dust  was  complained  of.  Kecommendations  were  made  that  the  coal  dust 
be  always  kept  wet  and  to  help  in  doing  this,  steam  was  recommended  to  be 
turned  into  the  intake  air-ways  of  the  mine.  In  our  inspection  made  on  Jan- 
uary 29,  1912,  the  mine  was  considered  to  be  in  a  dangerously  dusty  con- 
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dition  and  nearly  all  of  the  miners  were  ordered  from  the  working  places  of 
the  mine  which  practically  closed  the  mine  down  for  that  day,  and  writ  tin 
recommendations  were  left  that  work  should  not  be  resumed  in  the  sections 
complained  of  until  the  coal  dust  had  been  made  wet.  Returning  to  the 
mine  on  February  1st,  1912,  we  found  this  recommendation  complied  with. 

In  comparing  this  explosion  with  other  explosions  that  have  occurred  in 
the  state,  in  which  dust  was  an  important  factor,  it  is  noticeable  that  it  did 
not  attain  the  same  violence  as  some  of  the  other  dust  explosions.  The  reason 
for  this,  we  attribute  to  the  falls  of  slate  in  the  air  courses  and  worked-out 
rooms.  It  is  held  in  these  places  by  posting,  when  the  coal  is  being  mined, 
but  falls  in  a  short  time  afterward,  covering  up  all  dust  on  the  bottom.  The 
explosive  wave  in  passing  over  these  numerous  falls  was  checked  on  account 
of  less  dust  existing.  It  attained  sufficient  violence,  however,  to  blow  out  the 
overcasts  and  the  masonry  stoppings  on  the  main  entries  to  within  a  short 
distance  of  the  shaft. 

It  is  an  evident  fact  that  the  method  pursued  to  keep  the  dust  in  this 
mine  wet  was  ineffective.  By  using  the  water  box  and  mule,  too  much  de- 
pendence had  to  be  placed  in  the  human  factor,  with  the  result  that  it  could 
oftentimes  be  neglected.  If  the  intake  air  current  of  the  mine  had  been 
raised  to  a  higher  temperature  than  the  mine  and  moisture  injected  into  it 
so  that  the  air  current  at  all  times  could  serve  as  a  vehicle  to  carry  moisture 
to  all  parts  of  the  mine,  as  it  is  done  at  several  mines  in  the  state,  or,  if 
pipes  were  laid  into  the  workings  so  that  sufficient  water  could  be  had  at  all 
places  to  wash  down  the  roof,  sides  and  bottom,  we  believe  that  an  explosion 
so  general  as  this  one  would  not  have  occurred. 

Respectfully  submitted, 

Wm.  Nicholson, 
P.  A.  Grady, 
Mine  Inspectors,  11th  and  lMh  Bists. 

An  exact  copy  of  the  evidence  given  the  coroner 's  jury  and  the  investiga- 
tions made  by  this  Department  in  each  of  the  above  cases  is  on  file  in  the 
office  of  the  Chief  of  Department  of  Mines. 
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TABLE   SHOWING  PRODUCTION   OF   COAL   AND   COKE  FOR  THE 
YEARS  1883  TO  1912,  INCLUSIVE. 


•YEARS 


1SSI5 
1884 
1885 
1886 
1887 
1  sss 

lHSlt 
1890 
1891 
1892 
1893 
1S94 
1895 
1896 
1897 


COAL 
(Toils  of 
2,240  lbs.) 


2,805,565 
3,000,000 
3,008,091 
3,213,093 
4,207,039 
4,799,611 
4,663,857 
5,643,946 
7,281,427 
7,777,570 
9.758,991 
9,427,028 
9,878,099 
12,062,468 
11,705,829 


COKE 
(Tons  of 
2.00  lbs.) 


190,889 
182,000 
187,619 
228,623 
481,477 
517,317 
306,716 
892,490 
1,208,418 
1,333,439 
1,090,909 
1,067,156 
1,203,657 
1,594,691 
1,374,497 


YEARS. 


1899 
1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 
1908 
1909 
1910 
1911 
1912 


COAL 
(Tons  of 
2.240  lbs.) 


14,294,865 
16.250.150 
18,886,911 
20,290,991 
23,359,083 
22,913,698 
26,984,715 
31,503,029 
37,403,474 
40,040,311 
39,367,010 
41,671,403 
52,923,708 
54,033,186 
59,281,774 


COKE 
(Tons  of 
2,000  lbs.) 


1,742,256 
1,950,179 
2,496,107 
1,932,912 
2,249,744 
2,483,376 
2,276,451 
2,738,777 
3,534,314 
3,828,649 
2,978,263 
3,096,561 
4.217,381 
2,694,047 
1,992,697 


*  Calendar  years  1883  to  1887,  inclusive.  Since  18 SI  the  Coal  and  Coke  statistics  have  been  given  for  the 
fiscal  year  ending  June  30th. 
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TABLE  SHOWING  THE  COKE  PRODUCTION  BY  COUNTIES  FROM 
18D7  TO  1903,  INCLUSIVE. 


Tons  of  2,000  pounds. 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1902 

1093 

1904 

Barbour  ... 

1,350 

5,980 

12,579 

12,666 

15,682 

20,991 

19,128 

Fayette  

329,089 

394,052 

554,999 

481,699 

442,411 

515,398 

437,090 

434,919 

Harrison  

5,419 

5,871 

15,994 

5,190 

16,572 

62,392 

621 

Kanawha  

20,132 

21,578 

10,983 

32,665 

30,722 

29,722 

25,789 

9,547 

Marion  

142,043 

'  149,060 

155,985 

298,119 

118,285 

210,451 

282,924 

102,416 

McDowell  

567,070 

731,681 

923.166 

1,070,033 

953,702 

929,433 

1,016,988 

1,170,200 

Mercer  

115,522 

109,061 

192,962 

207,277 

167,769 

175,083 

167,567 

190,132 

Monongalia  

2,778 

12,337 

5,204 

17,077 

5,777 

19,948 

30,509 

22,999 

Preston  

19,567 

28,450 

34,023 

46,250 

6,500 

18,930 

34,627 

27,611 

Raleigh...  

18,454 

20,007 

20,398 

15,460 

Randolph..  .  . 

3,223 

13,498 

38,845 

120,387 

77,077 

Tucker  

159,842 

229,261 

140,638 

295,731 

176,392 

279,680 

284,122 

221,801 

Taylor  

Upshur  ...  .  . 

Total  

1,374,497 

1,742,256 

1,950,179 

2,496,107 

1,932,912 

2,249,744 

2,483,376 

2,276,451 

TABLE  SHOWING  THE  COKE  PRODUCTION  BY  COUNTIES  FROM 
1905  TO  1912,  INCLUSIVE. 

Tons  of  2,000  pounds. 


COUNTIES. 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

Barbour  

Fayette.  

Harrison  

11,967 
430,163, 

17,643 
614,428 
768 
31,727 
171,621 
1,699,426 
318,357 
58,264 
142,236 

34,030 
615,577 
22,390 
18,287 
233,700 
1,744,819 
313,117 
113,031 
222,846 

44,359 
415,425 
1,092 
12,124 
105,743 
1,681,884 
219,597 
76,386 
138,644 
497 
129,273 
149,229 

27,203 
525,154 
275 

31,898 
713,540 
7,116 
21,908 
93,865 
2,235,822 
310,551 
143,586 
293,415 

19,776 
474,481 

1,475 
370,517 

Kanawha.   

19,993 
127,850 
1,380,805 
267,697 
42,802 
79,757 

5,466 

Marion  

McDowell  

Mercer  

Monongalia  

Preston..   

Raleigh.   

65,213 
1,733,479 
220,681 
117,254 
175,915 

45,628 
1,358,800 
248,104 
130,935 
198,231 

81,147 
928,545 
198,200 

55,994 
196,031 

Randolph  

Tucker  

Taylor  

146,243 
231,500 

231,616 
253,492 

244,054 
262,951 
1,747 
2,100 

128,401 
97,684 
5,302 

183.5C5 
173,840 
7,820 

130,694 
76,436 
2,893 

119,513 
40,710 
6,452 

Upshur  

4,010 

Nicholas  

615 

2,603 

3,113 

Totals 

2,738,777 

3,534,314 

3,828,649 

2,978,263 

3,096,561 

4,217,381 

2,694,047 

1,992,697 
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TABLE  SHOWING  THE  COMPARATIVE  STATEMENT  OF  THE  COAL 
PRODUCTION  FOB  1912  AND  1911. 


(Tons  of  2,240  pounds.) 




COUNTY. 

Coal  Production  for 

Increase  of 
1912  Over 
1911 

Decrease  of 
1912  Under 
1911 

1912  1911 

Brooke  

680.192  608.087 

72,105 

Hancock  

65,207 
4.084.822 

65,207 

Marion  

4.833.652 

748,830 
154,643 
72,784 
555,286 

Marshall   

664,493  500,850 
374,595  301,911 
4,529,344  3,974,058 
40,057  3,684 
37.091  56.189 

Ohio  

Harrison  

36,373 

Upshur 

19,098 
35,873 
82,155 
46,401 

Barbour  

756,395 
382.164 

792,268 

Monongalia  

464.319 

Preston  

841,801)  888,202 
731,300  634,462 
188,907  221,462 
655,941 1  615,059 
716,632  788,662 
1,114,732.  1,083,881 
203.430  175.846 

Taylor  

96,838 

Grant  

32,555 

Mineral  

40,882 

Randolph...  

72,030 

Tucker  

30,851 

Braxton  

27,584 
22,612 

Gilmer  

57,641 
139,377 
506,470 
181,963 
8,812,058 
5,606,522 
329,179 
46,135 
52,358 
4,581,776 
2,783,866 
13,768,077 

35,029 
209,807 
529,588 
92,205 
9,019,395 
5,753,470 
69,305 
98,257 

Mason  _  

70,430 
23,118 

Putnam...  

Clay  

89,758 

207,337 
146,948 

Kanawha  .   

Boone  

259,874 

Nicholas  

52,122 

Greenbrier..     

48,819 
3,335,417 
2,533,728 
11,945,763 

65,045 
2,663,155 
2,036,223 

30,111 

3,539 
1,246,359 
250.138 
1,822,314 

Raleigh       

Mercer...    

McDowell     

65,045 

3,243,033 
2,374,563 
48,130 

579,878 

Mineo               .     _ 

338,340 
18,019 

Totals...     

59.281,774 
300,000 

53,733,186 
300,0000 

6,467,007 

91S.419 

Grand  Totals    

59,581,774 

54,033,186 

6,467,007 

918,419 
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Production  of  Coal  in  West  Virginia  by  Geographical 

Districts. 

FOR  THE  YEAR  ENDING  JUNE  30th,  1912. 


(Tons  of  2,240  lbs.) 

Potomac  District    1,959,580 

Monongahela  District    12,828.379 

Wheeling  District    1.719.180 

Interior  District    353,486 

Kanawha- New  River  District   20,203,480 

Norfolk  &  Western  District   22,217,669 


Total  Commercial  Mines   59,281,774 

Total  Small  Country  Mines   300,000 


Grand  Total    59,581,774 
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Production  of  Coal  in  West  Virginia  by  Geographical 
Districts  for  the  Year  Ending  June  30,  1912. 


POTOMAC  DISTRICT. 

(Counties  of  Grant,  Mineral,  Tucker  and  Morgan.) 

Davis  Coal  &  Coke  Company   1,436,770 

Cumberland   Coal   Company    205,564 

Mastellar  Coal  Company    82,945 

Buffalo  Creek-Cumberland  Company    69,064 

Abrams  Creek  Coal  &  Coke  Company   44,827 

Gleason  Coal  &  Coke  Company   42,810 

Big  Vein  Coal  Mining  Company   27,000 

Western  Maryland  Coal  Company   26,044 

Hamill  Coal  &  Coke  Company   24,419 

Denman  Coal  Company    137 

Total  .  1,959,580 

MONONGAEELA  DISTEICT. 

(Counties   of   Barbour,   Harrison,   Marion,   Monongalia,   Freston,  Randolph, 

Taylor  and  Upshur.) 

Consolidation   Coal   Company   4,546.504 

Jamison  Coal  &  Coke  Company   1,001,025 

Hutchinson  Coal  Company   697,733 

Elkins  Coal  &  Coke  Company   483,257 

Federal   Coal   &   Coke   Company   451,032 

Davis  Colliery  Company    366,333 

Virginia  &  Pittsburg  Coal  &  Coke  Company   349.395 

Davis  Coal  &  Coke  Company   347,549 

Century  Coal  Company   of  West  Virginia  r   294.472 

Madeira-Hill-Clark  Coal  Company    283.344 

Four  States  Coal  &  Coke  Company   247,092 

Rosemont   Coal   Company    236,306 

Merchants  Coal  Company  of  Pennsylvania   211,792 

New   Central   Coal   Company   201,200 

Harry  B.   Coal  Company   194,524 

Maryland  Coal  Company  of  West  Virginia   187,775 

Virginia   Maryland   Coal   Corporation   183,570 

Marshall  Coal  Company    176.753 

Austen  Coal  &  Coke  Company   110.146 

Preston    County   Coke    Company   99.899 

Marion   Gas   Coal  Company   90,589 

Pittsvein  Coal  Company   .   89,423 

Lambert  Run  Coal  Company   86.900 

Corona  Coal  &  Coke  Company   86.869 

Rosebud  Fuel  Company  .'   83.649 

Haywood  Coal  Mining  Company   69.676 

Harrison  County  Coal  Mining  Company     69.430 

Fairmont  &  Baltimore  Coal  &  Coke  Company   67.197 

Righter  Coal  Company    64.752 

McGraw  Coal  Company    62.505 

Dakota  Coal  &  Coke  Company   58,845 

Central  Fairmount  Coal  Company   55.989 

O'Gara  Coal  Mining  Company   55.585 
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Meriden   Coal  Mining  Company   54,348 

Vincent  Coal  Company    50,292 

Kingwood  Coal  Company    48,760 

Parker  Run  Coal  &  Coke  Company   48,231 

Pittsburg  Steam  Coal  Company   46,873 

T.  B.  Davis    45,007 

Grafton  Fuel  Company    44,778 

Byron  Coal  Company   43,806 

Hamilton  Coal  &  Coke  Company   42,407 

Short  Line  Coal  Company   41,307 

Luella   Coal  Company   39,516 

Grafton  Coal  &  Coke  Company   36,218 

Tygarts  River  Coal  Company   35,661 

Antler  Coal  Company    35,000 

Gorman  Coal  &  Coke  Company   34,541 

Fayette  Coal  Company   34,212 

Harrison  Coal  Company    27,517 

Brady  Coal  Company    26,251 

National  Coal  Company    25,969 

Red  Rock 'Fuel  Company   25,813 

J,  B.  Jenkins  Coal  &  Coke  Company   25,685 

Borgman  Coal  Company    25,325 

Orr  Coal  Mining  Company   24,025 

The  Monongah  Fuel  Company   23,748 

Hero  Coal  &  Coke  Company   23,622 

Winona  Coal  &  Coke  Company   22,340 

Duquesne  Coal  Company    20,973 

S.  H.  Jordan    20,099 

Daniel  Coal  Company    20,041 

Humphreys  Collieries  Company    18,824 

Catawba   Coal   Company    16,140 

Rich   Mountain   Coal   Company   15,992 

W.  H.  Green    15,000 

Irona  Coal  Company    13,697 

W.  Va.  Pulp  &  Paper  Company   13,269 

Sterling  Coal  Company,  Ltd   12,209 

Sunnyside  Coal  Company   "   12,000 

Phillips  Coal  Company    11,087 

Kilarm  Coal  &  Coke  Company   10,625 

Great  Scott  Coal  Company   9,669 

Buckhannon  River  Coal  Company   8,778 

Swiger  Coal  Company    8,567 

Blue  Ridge  Coal  Company   6,902 

Midland  Coal  &  Coke  Company   6,737 

Clarksburg  Gas  Company    6,101 

Hiorra  Coke  Company    5,500 

Laurel  Creek  Coal  Company   5,436 

Gage  Coal  &  Coke  Company   5,388 

Barnard   Coal  Company    5  124 

Hygrade  Coal  Company    3,894 

Hite  Coal  &  Coke  Company   3,000 

Newcomer  Coal  Company   2,500 


T°tal    12,828,379 

WHEELING  DISTRICT. 

(Counties  of  Brooke,  Hancock,  Marshall  and  Ohio.) 

Hitchuian  Coal  &  Coke  Company   302  812 

West  Virginia  &  Pittsburg  Coal  Company   300  459 

Richland  Coal  Company    262  300 


3 912 J  Department  or  Mines.  39 


LaBelle  Iron  Works    2 16, 682 

Wheeling  Steel  &  Iron  Company   110,724 

Beech  Bottom  Coal  Company   99,831, 

Ben  Franklin  Coal  Company   76,427 

Mound  Coal  Company    71,400 

LaBelle  Coal  Company    6:5, 220 

Glendale  Coal  Company    61,34  5 

Elm  Grove  Coal  Company   r>H.:;7  1 

Whittaker-Glesner  Coal  Company    42,755 

Pars  Run  Coal  Company   34,000 

Kunz  Bros.  &  Miller   7,685 

Peter  Storch  &  Sons   7,600 

J.  S.  Creighton   3,569 


Total   1,719,180 

INTERIOR  DISTRICT. 
(Counties  of  Braxton,  Gilmer,  Greenbrier  and  Lewis.) 

Davis  Colliery  Company    197,876 

Gilmer  Fuel  Company   55,026 

Elk  Lick  Coal  Company   52,358 

Kroger  Gas  Coal  Company   4  0,057 

Copen  Creek  Coal  Company   3,600 

Braxton  Coal  &  Coke  Company   1,954 

Katherine  Coal  Company    1,420 

McCaa  Coal  Company   1,195 


Total   353.486 

KANAWHA-NEW  RIVER  DISTRICT. 

(Counties  of  Clay,   Fayette,  Kanawha,  Lincoln,  Mason,  Nicholas,  Putnam, 

Boone  and  Ealeigh.) 

The  New  River  Company   1.537.776 

Cabin  Creek  Consolidated  Coal   Company   1,171,036 

Sunday  Creek  Company    1.094,591 

New  River  &  Pocahontas  Consolidated  Coal  Company   971.021 

Boomer  Coal  &  Coke  Company   685,748 

New  River  Collieries  Company   647.176 

McKell  Coal  &  Coke  Company   586.046 

Four  States  Coal  &  Coke  Company   529,313 

Raleigh  Coal  &  Coke  Company   429.339 

E.  E.  White  Company   408.990 

Gulf  Smokeless  Coal  Company   401,281 

Paint  Creek  Collieries  Company   389,539 

Cannelton  Coal  &  Coke  Company   341,110 

Campbells  Creek  Coal  Company   324.073 

Loup  Creek  Colliery  Company   303.570 

West  Virginia  Colliery  Company   300.969 

Slab  Fork  Coal  Company   282.736 

Piney  Mining  Company    250.411 

Wyatt  Coal  Company    240,11S 

MacAlpin  Coal  Company    233.550 

M.  B.  Coal  &  Coke  Company   211.437 

Kellys  Creek  Colliery  Company   209.114 

The    Marmet   Coal    Company   2  06.512 

Black  Betsy  Coal  &  Mining  Company   187.500 

Imperial  Colliery  Company    186.900 


40  Annual  Report  or  [W.  Va. 


The  Otto  Marmet  Coal  &  Mining  Company   184,534 

The  Gauley  Mountain  Coal  Company   174,867 

Winifrede  Coal  Company    172,424 

Scotia  Coal  &  Coke  Company   164,640 

Holly  &  Stephenson  Coal  &  Coke  Company   158,969 

Solvay  Collieries  Company    155,614 

The  Low  Moor  Iron  Company  of  Virginia   151,438 

The  Columbus  Iron  &  Steel  Company   151,062 

Prudence  Coal  Company    145,468 

Chesapeake  Mining  Company   141,524 

The  Star  Coal  &  Coke  Company   139,760 

Carbon  Coal  Company    138,561 

Milhurn  Coal  &  Coke  Company   137,240 

Plymouth  Coal  &  Mining  Company   134,436 

Winding  Gulf  Colliery  Company   133,713 

Elk  River  Coal  &  Lumber  Company   131,188 

Pemberton  Coal  &  Coke  Company   130,451 

Ephraima  Creek  Coal  Company   130,216 

Bailey   Wood   Coal   Company   129,873 

The  Oleott  Coal  &  Iron  Company   128,333 

Keeneys   Creek  Colliery  Company   124,774 

Republic   Coal   Company    123,957 

Beechwood  Coal  &  Coke  Company   123,535 

Wake  Forest  Mining  Company   116,792 

Coalburg  Colliery  Company    114,000 

Greenwood  Coal  Company    112,567 

Sullivan  Coal  &  Coke  Company   111,550 

Hughes  Creek  Coal  Company   107,993 

Turkey  Knob  Coal  Company   107,842 

Sugar  Creek  Coal  &  Coke  Company   107,266 

Mecca   Collieries   Company    106,863 

W.  R.  Johnson  Coal  Company   105,055 

Webb  Coal  Mining  Company   104,363 

The  Thurmond  Coal  Company   100,784 

Hutchinson  Coal  Company    95,126 

Nichol  Colliery  Company    91,989 

Dry   Branch  Coal  Company   90,029 

South  Side  Company    89,685 

Lynchburg   Colliery   Company    88,222 

Wright  Coal  ft  Coke  Company   84,506 

Gamoca  Coal  Company    84,092 

Lynwin  Coal  Company    80,000 

Stonewall  Coal  &  Coke  Company   79,612 

Hemlock  Hollow  Coal  &  Coke  Company   77,984 

Standard  Splint  &  Gas  Coal  Company   77,952 

The  Gulf  Coal  Company   77,403 

Great   Kanawha   Colliery  Company   77,090 

The  Mount  Carbon  Company,  Ltd.   .  .  .'   76,414 

Blume  Coal  &  Coke  Company   74,345 

Brown  Coal  Company    73,281 

Clear  Fork  Coal  Company   67,784 

Fort  Defiance  Coal  &  Coke  Company...   65,000 

The  Coal  River  Company   63,779 

Herbert  Collieries  Company    63,197 

Laura  Mining  Company    62,643 

Lanark  Coal  Company    59,064 

Quinnimont  Coal  Company    57,889 

St.  Clair  Colliery  Company   57,070' 

Laurel  Creek  Coal  Company   55,840 

Quincy  Coal  Company    55,113 

Standard  Kanawha  Mining  Company   52,998 
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Anchor  Coal  Company    52,839 

■Sewell  Colliery  Company    50,950 

Deitz  Colliery  Company    50,910 

The  Coalburg  Kanawha  Coal  Company   19,35  l 

Branch  Coal  &  Coke  Company   49,224 

Ballinger  Coal  Company    45,377 

Nuttlaburg  Smokeless  Fuel  Company   44,267 

Seng  Creek  Coal  Company   43,749 

Blue  Jay  Lumber  Company   43,332 

Elk  Manor  Coal  Company   42,768 

Belmont  Coal  Company    40,602 

Signal  Knob  Coal  Company   40,353 

Glade  Coal  Works   40,000 

Manufacturers  &  Consumers  Coal  Company   39,988 

Lewis  Coal  &  Coke  Company   37,944 

Lookout  Coal  &  Coke  Company   37,039 

Mill   Creek   Colliery   Company   36,091 

Beury  Bros.  Coal  &  Coke  Copmany   3  6,023 

Fire  Creek  Coal  &  Coke  Company   35,651 

Blue  Creek  Coal  &  Land  Company   34,836 

Rothwell  Coal  Company    34,594 

Morris  Fork  Coal  Company   33,023 

Montgomery  Coal  Company    32,635 

Virginia   Coal   Company    32,000 

The  Saxman  Coal  &  Coke  Company   31,645 

Stone  Cliff  Coal  &  Coke  Company   31,369 

Queen  Shoals  Coal  Company   30,024 

Jackson  Coal  Mining  Company   20,797 

Dunglen   Coal  Company   29,600 

Crown  Hill-Kanawha  Coal  Company   28,467 

Michigan  Coal  Company    28,435 

Christian  Colliery  Company    28,000 

Peytona  Block  Coal  Company   27,478 

Mt.  Hope  Coal  &  Coke  Company   24,863 

Meadow  Fork  Coal  Company   23,607 

Spruce  River  Coal  Company   23,163 

Alaska  Coal  &  Coke  Company   21,919 

Glendale  Colliery  Company    20,268 

The   Clay   Coal   Company   20,000 

Export  Coal  Company    19,624 

G.  M.  Blume  Estate   18,775 

Southwestern   Splint   Fuel   Company   17,096 

Hartford  Coal  &  Mining  Company   14,454 

Newlyn  Coal  Company    13,380 

Hickory  Ash  Coal  Company   13.808 

Morris  Creek  Colliery  Company   12,800 

Southern  Collieries  Company    12,493 

Big:  Bend  Coal  Company   10,850 

Williams  Coal  Company    10.343 

Villa  Coal  Mining  Company   8.850 

Pardee  &  Curtin  Lumber  Company   8.557 

Wood  Peck  Coal  Company   7,725 

Greendale   Collieries   Company    5.933 

Coopers  Creek   Coal  Company   4.400 

City  Coal  Company    4.160 

Berkley  Coal   Delivery  Company   4.142 

East   Bank  Mining  Company   3,000 

Holliday  Coal   Company                                                                              .  2,000 

Persinger  Coal  Company    1,841 


Total   20,203.480 
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NORFOLK  AND  WESTERN  DISTRICT. 
(Counties  of  Logan,  McDowell,  Mercer,  Mingo  and  Wayne.) 


United  States  Coal  &  Coke  Company   2,638,776 

Pocahontas  Consolidated  Collieries  Company..   1,933,943 

United  States  Coal  &  Oil  Company   1.763,802 

American  Coal  Company  of  Alleghany  County   501,694 

Houston  Coal  &  Coke  Company   443,221 

Virginia-Pocahontas  Coal  Company    433,500 

Pulaski  Iron  Company    378,333 

Thacker  Coal  &  Coke  Company   357,850 

Red  Jacket  Consolidated  Coal  &  Coke  Company   343,745 

New  River     &Pocahontas  Consolidated  Coal  Company   340,443 

Orozer  Coal   &   Coke   Company   329,626 

J.  R.  B.  Coal  Company  ,   329,067 

Page  Coal  &  Coke  Company   321,815 

Turkey  Gap  Coal  &  Coke  Company   317,696 

Upland  Coal  &  Coke  Company   302,229 

Powhatan  Coal  &  Coke  Company   299,935 

Solvay  Collieries  Company    ..r   297,500 

Glen  Alum  Coal  Company   281,282 

The  Empire  Coal  &  Coke  Company   249,835 

Ashland  Coal  &  Coke  Company   247,132 

McDowell  Coal  &  Coke  Company   245,708 

Keystone  Coal  &  Coke  Company   241,698 

Lynchburg  Coal  &  Coke  Company   237,154 

Middle  States  Coal  &  Coke  Company   229,460 

Bottom  Creek  Coal  &  Coke  Company   228,206 

Eureka  Coal  &  Coke  Company   226,448 

The  Monitor  Coal  &  Coke  Company   225,889 

Algoma  Coal  &  Coke  Company                                                                .  .  218,195 

The  King  Coal  Company   211,893 

Ruckeye  Coal  &  Coke  Company   206.374 

Peerless  Coal  &  Coke  Company   205,443 

Mill  Creek  Coal  &  Coke  Company   197,717 

Superior  Pocahontas  Coal  Company   196,278 

Tidewater  Coal  &  Coke  Company   193,175 

Louisville  Coal  &  Coke  Company   191,638 

Premier  Pocahontas  Collieries  Company   185,249 

Red  Jacket,  Junior,  Coal  Company   185,246 

Gilliam  Coal  &  Coke  Company   183,453 

Booth-Bowen  Coal  &  Coke  Company   178,277 

Thomas  Coal  Company    178,218 

Elkhorn  Coal  &  Coke  Company   177,525 

Crystal  Coal  &  Coke  Company   170,984 

West  Virginia  Pocahontas  Coal  Company   167,563 

Shawnee  Coal  &  Coke  Company   164,590 

Elk  Ridge  Coal  &  Coke  Company   159,460 

Greenbrier  Coal  &  Coke  Company   151,707 

Arlington  Coal  &  Coke  Company   140,274 

War  Eagle  Coal  Company   138,850 

The   Buffalo   Collieries   Company   131,810 

Roanoke  Coal  &  Coke  Company   129,912 

Weyanoke  Coal  &  Coke  Company   126,696 

Cirrus  Coal  &  Coke  Company   122,865 

Jed  Coal  &  Coke  Company   118,845 

Mohawk  Coal  &  Coke  Company   118,185 

Indian  Ridge  Coal  &  Coke  Company   115,193 

Oregon  Coal  Company    108,576 

Zenith  Coal  Company    107,141 
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Dry  Fork  Colliery  Company   102,802 

Hiawatha  Coal  &  Coke  Company   L01.022 

Pawama  Coal  &  Coke  Company   100,404 

Sycamore  Coal  Company    100,300 

Cora  Coal  &  Coke  Company   99,584 

Howard  Colliery  Company    99,108 

Williamson  Coal  &  Coke  Company   98,940 

The  Yuma  Coal  &  Coke  Company   97,258 

The  Gay  Coal  &  Coke  Company   96,927 

Howard    Junior    Coal    Company   90,675 

Ethel  Coal  Company    90,646 

E.  L.  Sternberger  Coal  Company   90,028 

Spring  Coal  &  Coke  Company   84,806 

Rex  Coal  &  Coke  Company   75,100 

H.  F.  Wilson  Coal  Company   73,871 

Aracoma  Coal  Company    69,119 

Logan   Coal   Company    69,106 

The  James  R.  Shanklin   Coal  Company   66,361 

Wenonah  Coal  &  Coke  Company   66,221 

Dixon-Pocahontas  Fuel  Company    64,929 

Black  Wolf  Coal  &  Coke  Company   64,095 

Stone  Branch  Coal  Company   63,227 

Manitoba  Coal  Company    61,426 

Price  Coal  Company    60,952 

Margaret  Mining  Company    60,453 

Chattaroy   Colliery   Company    60,450 

Mary  Helen  Coal  Company   59,740 

Shamrock  Coal  Company   57,110 

Excelsior-Pocahontas  Coal  Company    55,573 

Fort  Branch  Coal  Corporation   52,726 

Welch  Coal  &  Coke  Company   50,600 

Pocahontas  Smokeless  Coal  Company   48,463 

Crystal  Block  Coal  &  Coke  Company   48,444 

East  Lynn  Coal  Company   48,130 

Central  Pocahontas  Coal  Company   46,988 

The  White  Star  Mining  Company   44,507 

Coal  Valley  Mining  Company   44,403 

Guyandotte  Coal  Company    44,240 

The  Smokeless  Coal  &  Coke  Company   41,654 

Marvin   Coal   Company    41,474 

Pocahontas  Domestic  Coal  Company   41,222 

Draper  Coal  &  Coke  Company   40,990 

E.  R.  Johnson  Coal  Mining  Company   40,000 

Hemphill   Colliery   Company    39,719 

Lathrop   Coal    Company    38,277 

The  Pando  Coal  Company   36,000 

Flat  Top  Coal  Mining  Company   33,687 

Yukon    Pocahontas    Coal   Company   29.093 

Ferndale  Coal  Company    28.692 

Davy  Pocahontas  Coal  Company   27,050 

Superior  Thacker  Coal  &  Coke  Company   25,665 

Coal  River  Coal  &  Coke  Company   24,846 

Magnolia  Coal  &  Coke  Company   23.694 

Flanagan  Coal  Company    23.343 

Great  Bend  Coal  Company  r.  21.285 

Spruce  Bend  Coal  Company   20,125 

Vaughan  Coal  &  Coke  Company   20,000 

Great  Bend  Coal  Company   18,080 

Virginia  Fuel  Company    17.915 

Godfry  Coal  Company    17.375 

Black  Hawk  Colliery  Company   14.510 
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Mifflin   Coal  Company    13,615 

Harmon  Coal  Company    12,542 

Henrietta  Pocahontas  Coal  Company   11,818 

Hurricane  Branch  Coal  Company   10,750 

Manbar  Coal  Company    9,417 

Buchanoh   Coal  Company    7,828 

War  Creek  Coal  Company   7,362 

Reynolds  Mining  Company    7,000 

Columbus  Pocahontas  Coal  Company   6,000 

Kohinoor  Coal  &  Coke  Company   5,500 

Johns  Branch  Coal  Company   4,623 

Gray  Eagle  Coal  Company   4,596 

Imporial  Pocahontas  Coal  Company   1,894 


Total   22,217,669 
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A    COMPARATIVE   STATEMENT   OF    THE   PICK   AND  MACHINE 
MINED  COAL,  BY  COUNTIES,  1912. 

(Tods  of  2,240  lbs.) 


COUNTY 


Tons  of  2240  Lbs. 


Pick  Mined   Machine  Total 
Coal      Mined  Coal  Production 


Brooke  

Marion  

Marshall  

Ohio  

Harrison  

Lewis  _ 

Upshur  

Barbour  

Monongalia. 

Preston  

Taylor  

Grant   

Mineral  

Randolph . . 

Tucker  

Braxton  

Gilmer  

Mason  

Putnam  

Clay  

Payette  

Kanawha... 
Boone..  ... 
Nicholas  ... 
Greenbrier.. 

Raleigh  

Mercer  

McDowell.. 

Logan  

Mingo  

Wayne  


Totals  

Small  mines. 


58,222 
1,852,713 
60,582 
18,651 
1,203,117 
40,057 
18,065 
325,939 
252,026 
530,188 
334,456 
72,715 
627,051 
694,520 
1,096,209 
188,830 
2,615 
1.545 
506,470 
8,007 
5,550,426 
1,251,026 
23,163 
28,383 
52,358 
3,090,043 
2,310,015 
8,261,408 
31,952 
.  323,829 


28,814,581 
300,000 


Grand  Totals. 


29,114,581 


621,970 
2.9S0.939 
603,811 
355,944 
3,326,227 


19,026 
430,456 
130,138 
311,613 
394,844 
116,192 
28,890 
22,112 
1S.523 
14,600 
55,026 
137,832 


173,956 
3,261,632 
4,355,496 

306,016 
17,752 


1,491,733 
473,851 
5,506,669 
3,211,081 
2,050,734 
48,130 


680,192 
4,833,652 
664,393 
374,595 
4,529,344 
40,057 
.  37,091 
756,395 
382,164 
841,801 
731,300 
188,907 
655,941 
716,632 
1,114,732 
203,430 
57,641 
139,377 
506,470 
181,963 
8,812,058 
5,606,522 
329,179 
46,135 
52,358 
4,5S1,776 
2,783,866 
13,768,077 
3,243,033 
2,374,563 
48,130 


30,467,193 


59,281,774 
300,000 


30,467,193 


59.5S1.774 
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COMPARATIVE  STATEMENT  OF  THE  PICK  AND  MACHINE  MINED 
COAL,  BY  COUNTIES,  FOR  THE  YEAR  ENDING  JUNE  30,  1912. 


Tons  of 

Total 

Tons  of 

Number 

Coal  Pro- 

Number of 

Number  of 

Coal  Pro- 

COUNTY 

of  Mines 

Numbcc 

ducing  by 

Number  of 

Machine 

Men  Em- 

Number 

duced  by 

Using 

of  Mine 

Machine 

Machine 

Runners 

ployed  by 

of  Pick 

Pick 

Machines 

Machines 

Mining 

Miners 

and 

Machine 

Miners 

Mining 

(2240  lbs.) 

Helpers 

Mining 

(2240  lbs.) 

Brooke  

6 

42 

621,970 

460 

78 

538 

62 

58,222 

Marion  

22 

237 

2,980,988 

1,212 

388 

1,600 

1,307 

1,862,713 

Marshall.  

5 

28 

603,811 

432 

58 

490 

51 

60,582 

Ohio  

4 

27 

355,944 

237 

36 

273 

15 

18,651 

Harrison  

46 

277 

3,326,227 

1,467 

451 

1,918 

879 

1,203,117 

Lewis  *.  

40 

40,057 

Upshur   

1 

3 

19,026 

22 

4 

26 

57 

18,065 

Barbour  

7 

39 

430,456 

252 

68 

320 

308 

325,939 

Monongalia  

2 

ft 

180,188 

62 

11 

73 

195 

252,026 

Preston  

8 

35 

311,613 

190 

64 

254 

518 

530,188 

Tavlor...  

6 

28 

396,844 

237 

32 

269 

245 

334,456 

Grant  

1 

27 

116,192 

10 

16 

26 

31 

72.715 

Mineral  

1 

3 

28,890 

20 

5 

25 

513 

627,051 

Randolph  _  

1 

2 

22,112 

20 

4 

24 

448 

694,520 

Tucker  _. 

2 

9 

18,523 

20 

4 

24 

913 

1,096,209 

Braxton  

2 

3 

14,600 

20 

6 

26 

152 

188,830 

Gilmer  

1 

6 

55.026 

40 

12 

52 

14 

2,615 

Mason  

3 

10 

137,832 

145 

20 

165 

10 

1,545 

Put  nam...  

678 

8 

506,470 

Clay  

2 

12 

173,956 

102 

22 

124 

8,007 

Fayette  

62 

298 

3,261,632 

2,350 

513 

2,863 

4,448 

5,550,426 

Kanawha  

87 

387 

4,355,496 

3,192 

696 

3,807 

1,090 

1,251,026 

Boone  

7 

20 

306,016 

211 

34 

245 

25 

23,163 

Nicholas  

2 

5 

17,752 

26 

19 

45 

46 

28,383 

Green  1  trier  

40 

52,358 

Raleigh...  

26 

114 

1,491,733 

799 

203 

1,002 

2,150 

3,090,043 

Mercer  

7 

33 

473,851 

340 

55 

395 

1,465 

2,310,015 

McDowell  

57 

289 

5,506,669 

3,408 

601 

4,010 

5,881 

8,261,408 

Logan...   

31 

182 

3,211,081 

1,583 

257 

1,840 

62 

31,952 

Mingo...  

24 

182 

2,050,734 

862 

253 

1,115 

228 

323,829 

\>  ayne  

1 

3 

48,130 

33 

5 

38 

Totals 

424 

2,307 

30,467,193 

17,752 

3,945 

21,697 

21,897 

28,814,581 
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Kohinoor.  Biiz  Vein. _ 

Chattaroy    

iNaueatuck   . 

5 

± 

> 
- 

0 

Buffalo    

Howard    . 
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Thacker  Nos.  2-3-4-7-8-9  

Thacker  Nos.  11-12-13-14  

Numbers  1-2  

Glen  Alum  Nos.  1-2-3  

O-rj  C3  CS  S  S 
*;  C  c  «  r] 

ais  s  2  o 


.0 

o  SMo^ 


10° 


)  o  o  , 

OO  o 


o  c 


SO  3- 


O  c' 

O  0-3 


oo»  a 


19]  1]  Department  of  Mines.  81 


OO  N  CO  ©  © 
— I  CO  m  O  ■*»< 
ir;  co     co  i--^ 

2,050,734 
48,130 

48,103 

oo  00 

CO 

1  , 

I  "5  i 

I  , 

1  , 

CONN 

I  lO  l 

1  ! 

1  co  i 

1 

I  oo  . 

1  CO  r 

j-j 

1  ! 

I  CO  i 

0  i 

01  i 

r-  1 

|  «o  co 
1  " 

co 

i  e 

1 3  : 
1  : 

a 
C 

c 

i 

Margaret  No.  1    

1  c 

3  e 

C  r 

Sagamore   ...   

i 

c 
C 

! 

c 

i 

>  e 

n 

)C 

-  : 

!  c 

-  — 

5  f 

> 
> 

1 

!  1 

WAYNE  COUNTY  

Lvnn  Coal  Co    

Totals   

K2 


Annual  Report  of 


[W.  Va. 


TABLE  SHOWING  THE  COMPARATIVE  STATEMENT  OF  THE  COKE 
PRODUCTION  FOR  1911  AND  1912. 
(Tons  of  2,000  lbs.) 


COUNTY. 

1912 

1911 

Increase  of 

1912 
Over  1911 

Decrease  of 

1912 
Under  1911 

Marion...  

81,147 

45,628 

35,519 

Upshur  

Barbour   

1,475 
55,994 
190,031 
0,452 
119,513 
40,710 
370,517 

19,776 
130,986 
198,231 
2,893 
130,694 

70,430 

18,301 
74,941 
2,200 

Monongalia.  

Preston  

Taylor  

3,559 

Randolph   

11,181 

35,720 
103,904 
5,406 

Tucker  

Fayette  

474,481 

5,400 
2,003 
248,104 
1,358,800 

3,113 
189,200 
928,545 

510 

Mercer   

58,904 
430,255 

McDowell...   

Grand  Total.  

1,992,097 

2,094,047 

39,588 

740,938 

ORDER  IN  THE  PRODUCTION  OF  COKE  BY  COUNTIES  1897  TO  1912. 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1900 

1907 

1908 

1909 

1910 

1911  1912 

McDowell  .  .  ... 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

Fayette   

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

Tucker  

3 

3 

5 

4 

3 

3 

3 

3 

4 

4 

4 

4 

7 

6 

8 

Mercer..  ...   .  

5 

4 

3 

5 

4 

5 

5 

4 

3 

3 

3 

3 

3 

3 

I 

4 

Marion    

4 

5 

4 

3 

5 

4 

4 

5 

6 

0 

6 

7 

8 

8 

8 

6 

Preston.    

7 

6 

6 

6 

9 

9 

8 

7 

7 

7 

7 

5 

4 

4 

4 

3 

Kanawha.  _   

6 

7 

8 

7 

6 

7 

10 

10 

9 

9 

11 

10 

10 

10 
6 

12 

7 

6 

6 

6 

5 

5 

5 

0 

'"I 

5 

"l 

Monongalia..   

9 

9 

11 

8 

11 

8 

9 

8 

8 

8 

8 

8 

0 

7 

5 

7 

Harrison.  

10 

10 

9 

9 

10 

8 

10 

7 

11 

9 

11 

10 
9 

12 
9 

11 

12 

9 

Barbour   

11 

11 

11 

11 

"io 

10 

9 

9|  11 

.... 

Raleigh...   

8 

8 

7 

10 

13 

Upshur.  .    

12 

11 

Taylor-   

13 

10 

11 

11 

9 

13 

12 

10 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 19 IB. 


COUNTY. 


No.  of  Coke 

Ovens 
Not  in  Use 


Field  in  Which 
Located 


Marion   

Harrison.   

Upshur  

Barbour  

Monongalia  

Preston  

Randolph  

Tucker.   

Fayette  

Kanawha  

Nicholas  

Mercer  

McDowell  

Total 


828 
262 
36 
101 
108 
515 
92 
319 
1,928 
90 
38 
1,202 
6,275 


Upper  Monongalia 
Upper  Monongalia 
Upper  Miincngalia 
Upper  Monongalia 
Upper  Monongalia 
Upper  Monongalia 
Upper  Monongalia 
Upper  Potomac 
New  River 
New  Piiver 
New  River 
Pocahontas 
Pocahontas 


11,794 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1912. 


NAME  OF  COMPANY. 


NAME  OF  MINE. 


MARION  COUNTY. 

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

Jamison  Coal  &  Coke  Co  

Federal  Coal  &  Coke  Co  

The  Va.  &  Pittsburg  C.  &  C.  Co. 

Totals 


HARRISON  COUNTY 
The  Consolidation  Coal  Co 
The  Consolidation  Coal  Co 
The  Consolidatoin  Coal  Co 
The  Consolidation  Coal  Co 


Consolidation  No.  24. 
Consolidation  No.  26. 
Consolidation  No.  38. 
Consolidation  No.  43. 
Consolidation  No.  45. 
Consolidation  No.  56. 
Consolidation  No.  63. 
Consolidation  No.  67. 
Consolidation  No.  68. 

Jamison  No.  8  

Federal  No.  1  

Kingmont  


Fairmont  &  Baltimore  C.  &  Coke  Co  Fairmore 


Consolidation  No.  21. 
Consolidation  No.  33. 
Consolidation  No.  49. 
Consolidation  No.  55. 


Totals. 


UPSHUR  COUNTY. 
Buchannan  River  C.  &  C.  Co. 


Florence. 


BARBOUR  COUNTY. 

Meriden  Coal  Mining;  Co  Menden  Nos.  1-2. 

Gage  Coal  &  Coke  Co  Sara. 

Davis  Colliery  Co  


Junior  No.  4. 


Totals. 


MONONGALIA  COUNTY. 

The  Consolidation  Coal  Co  

Elkins  Coal  &  Coke  Co   

Pittsburg  Steam  Coal  Co  


Totals. 

PRESTON  COUNTY. 
The  Austen  Coal  &  Coke  Co. 
Hamilton  Coal  &  Coke  Co... 

Gorman  Coal  &  Coke  Co  

S.  H.  Jordan  

Elkins  Coal  &  Coke  Co  

Preston  County  Coke  Co  

Hiorra  Coke  Co  


Consolidation  No.  30. 

Richard  No.  1  

Opekiska   


Totals. 


RANDOLPH  COUNTY. 

Davis  Colliery  Co  

Davis  Colliery  Co  


Totals. 


TUCKER  COUNTY. 

The  Cumberland  Coal  Co  

Davis  Coal  &  Coke  Co  


Totals. 


Vusten  No.  1 . 

Newberg  Shaft  

Gorman  No.  2  

Corinth   

Bretz  No.  2  

Cascade  Nos.  1-2-3. 
Vulcan  


Coketon  Nos.  36-37 
Harding  No.  3  


Douglas  No.  1  

Coketon  Nos.  36-37. 


FAYETTE  COUNTY. 

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co   


Sunday  Creek  No.  111. 
Sunday  Creek  No.  112. 
Sunday  Creek  No.  114. 
Sunday  Creek  No.  115. 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1912. 


NAME  OF  COMPANY. 


NAME  OF  MINE. 


FAYETTE  COUNTY— Continued. 

St.  Clair  Colliery  Co  

The  Mt.  Carbon  Co.,  Ltd..   

Loup  Creek  Colliery  Co   

Gauley  Mountain  Coal  Co  

Gaymont  Colliery  Co  

Sunbeury  Coal  &  Coke  Co  

Fire  Creek  Coal  &  Coke  Co  

Beury  Bros.  Coal  &  Coke  Co  

Stone  Cliff  Coal  &  Coke  Co  

Greenwood  Coal  Co  

New  River  &  Poca.  Con.  C.  &  C.  Co  

New  River  <fc  Poca.  Con.  C.  &  C.  Co  

New  River  &  Poca.  Con.  0.  &  C.  Co  

Lowmoor  Iron  Co.  of  Virginia  

Scotia  Coal  &  Coke  Co  

Scotia  Coal  &  Coke  Co  

Glade  Coal  Works  

New  River  Collieries  Co  

Harvey  Coal  &  Coke  Co  

Macdonald  Colliery  Co  

Collins  Colliery  Co  


Totals. 


KAMAWHA  COUNTY. 
Cannellton  Coal  &  Coke  Co  


NICHOLAS  COUNTY. 
Saxman  Coal  &  Coke  Co  


MERCER  COUNTY. 

Coaldale  Coal  &  Coke  Co  

Mill  Creek  Coal  &  Coke  Co  

Buckeye  Coal  &  Coke  Co  

Booth-Bowen  Coal  &  Coke  Co.. 
Pocahontas  Con.  Collieries  Co._ 
Pocadhontas  Con.  Collieries  Co. 

Louisville  Coal  &  Coke  Co  

Crystal  Coal  &  Coke  Co  

The  Thomas  Coal  Co  


Totals. 


Mcdowell  county. 

Algoma  Coal  &  Coke  Co  

Elk  Ridge  Coal  &  Coke  Co  

Gilliam  Coal  &  Coke  Co  

Indian  Ridge  Coal  &  Coke  Co  

Arlington  Coal  &  Coke  Co   

Greenbrier  Coal  &  Coke  Co  

McDowell  Coke  Co  

Ashland  Coal  &  Coke  Co  

Poca.  Con.  Collieries  Co  

Poca.  Con.  Collieries  Co  

Poca.  Con.  Collieries  Co.  

Poca.  Con.  Collieries  Co  

Poca.  Con.  Collieries  Co..   

Poca.  Con.  Collieries  Co  

Poca.  Con.  Collieries  Co  

Elkhorn  Coal  &  Coke  Co  

Turkey  Gap  Coal  &  Coke  Co  

Crozer  Coal  &  Coke  Co  

Houston  Coal  &  Coke  Co  

Upland  Coal  &  Coke  Co  

Powhatan  Coal  &  Coke  Co  

Lynchburg  Coal  &  Coke  Co  

Keystone  Coal  &  Coke  Co  

Pulaski  Iron  Co  

Eureka  Coal  &  Coke  Co  


St.  Clair..  

Vulcan  

No.  2  Gas   

Nova  Scotia— Turkey  Creek. 

Gayrnont.i   

Sunnyside..   

Fire  Creek— Buffalo  ~" 

Echo— Knondyke. 

Stone  Cliff  

Greenwood  

Minden  No.  2  

Minden  No.  3  

Minden  No.  5  ~~~ 

Kaymoor  No.  1 . 

Red  Ash  

Rush  Run— Oncemore 
Cliff  Top  No.  3-4 

Sun  Nos.  1-2-3  

Harvey  Nos.  1-2  

Macdonald... 
Collins  Nos.  1-2 


Cannelton  Nos.  1-2. 


Saxman  No.  1-2. 


Coaldale... 

E.  W.  W.  Fork— Tug  River."."/."' 

Buckeye  

Booth— Bowen... 

Caswell  Creek,  Elkhorn," Hemlock". 

Sagamore  

Louisville— Goodwill 

Crystal  No.  1  

Thomas  No.  1  


Piney  &  Northfork 

Elk  Ridge  

Gilliam  

Indian  Ridge  ~ 

Arlington  

Greenbrier  

McDowell  

Ashland  &  Monitor. 

Cherokee  

Lick  Branch  

Delta  

Shamokin  

Norfolk  

Angle  

Rolfe  

Elkhorn..  

Turkey  Gap  

Crozer  Nos.  1-2  

Houston  No.  1-2... 

Upland  No.  1  

Powhatan  

Lynchburg   

Keystone  Nos.  1-2.. 
Pulaski  Nos.  1-2-3.. 
Eureka  
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1912. 


NAME  OF  COMPANY 


NAME  OF  MINE 


No.  of  Coke 

Ovens 
Not  in  Use. 


McDOWELL  COUNTY— (Continued.) 

Shawnee  Coal  &  Coke  Co  

Empire  Coal  &  Coke  Co   

Bottom  Creek  Coal  &  Coke  Co   

Peerless  Coal  &  Coke  Co  

Tidewater  Coal  &  Coke  Co   

The  Middle  States  Coal  &  Coke  Co.  

The  Page  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co   

United  States  Coal  &  Coke  Co   

New  River  &  Poca.  Con.  C.  &  C.  Co  


Shawnee   

Empire  

Bottom  Creek  No.  1. 

Peerless..  

Tidewater  

Helena  

Pa«e  Nos.  1-2-3  

United  No.  2  

United  No.  3  

United  No.  4  

United  No.  5  

United  No.  7.  

United  No.  8. 
Berwind  Nos.  1-2-3-4. 


Totals. 


130 
160 
168 
160 
300 
115 
330 
610 
250 
209 
102 
350 
12S 
75 

6,275 
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2 

JI 

938 
189 
12,298 
424 
141 
55 
4,981 
3,198 
16,514 
3,075 
26,61 
68 
6,703 

69,611 

1 

EMPLOYES. 

!  i 

89 
30 
2,166 
92 
25 
9 

619 
667 
3,7o6 
490 

17 

1,022 

12,758 

2 

Coke 
Workers 

18  i  1 1  ;            i  :SS  i  : 

hp  pip&mi  g 
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I 
1 

89 
30 
1,710 
92 
22 
9 

619 
452 

2,476 
490 
480 
17 

1,022 

10,461 

I 

1 

i 

.  J 

•    3,661;  15,888 

im 

;'  :' 

Pick  Machine 
Miners  Miners 

102 

2,350 
211 

35 

799 
340 
3,408 
1,583 
862 
33 
3,192 

17,752 
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COl7NTY. 

Brooke    

Marion   .  

Marshall  ......    ..  . 

Ohio    

Harrison                                        ..  . 

Lewis                        ..    .     .  .   

Upshur                           ...     .    .. 

Barbour     .  

Monongalia    

Preston     

Taylor    

Grant.                             ..    ... 

Mineral    .  

Randolph                  ...    ... 

Tucker     

Braxton   .   

Gilmer                                      ..  .  .. 

j 

lilil " 
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NATIONALITIES  OF  PEBSONS  EMPLOYED  AT  THE  MINES  AND  COKE 
OVENS,  BY  COUNTIES  FOB  THE  YEAB  ENDING  JUNE  30TB.,  1912. 


o  . 

POI1MTV 

No.  of  Mines 
Operated. 

No.  of  Mines  Rep 
ing  Nationalities 

American. 

Austrian. 

Belgian. 

Bohemian. 

Danish.. 

English. 

French. 

German. 

Greek. 

Hungarian. 

Irish. 

6 

6 

220 

79 

12 

7 

63 

6 

Marion   

34 

34 

1,857 

271 

20 

3 

30 

35 

59 

"21 

271 

120 

Marshall 

7 

7 

292 

9 

11 

11 

1 

19 

7 

111 

8 

Ohio_  

5 

5 

122 

59 

11 

6 

6 

12 

15 

1 

1 

22 

10 

.... 

10 

Harrison.  

66 

66 

2,116 

199 

7 

33 

248 

10 

Upshur  

3 

3 

56 

4 

1 

:::: 

s 

2 

5 

Barbour   

14 

14 

486 

1 

81 

Monongalia  

7 

5 

191 

Preston   

15 

14 

746 

38 

4 

20 

6 

Taylor   

10 

9 

411 

13 

1 

2 

20 

6 

2 

2 

32 

13 

3 

18 

18 

572 

42 

1 

1 

Randolph  

12 

12 

375 

7 

3 

ll 

5 

12 

2 

Tucker    

15 

15 

379 

80 

7 

3 

57 

Braxton  -- 

4 

4 

108 

20 

4 

44 

Gilmer  

3 

3 

67 

3 

3 

237 

Putnam    --. 

3 

3 

285 

200 

Clay   

3 

3 

123 

10 

8 



12 

Fayette   

103 

102 

6.C25 

64 

*"~2 

7 

6 

185  6 

192 

20 

292 

42 

99 

98 

4,940 

1 

1 

6 

1 

36 

5 

154 

8 

8 

316 

31 

2 

5 

5 

73 

12 

1 

1 

21 

25 

Raleigh  

43 

43 

2,393 

50 

37 

42 

130 

206 

34 

Mercer  

22 

22 

1,265 

14 

29 

238 

35 

McDowell   -   

103 

102 

o,504 

4 

4 

38  .... 

96 

"iii 

2,302 

29 

33 

33 

1,568 

74 

21!  2 

14 

364 

22 

29 

28 

1,508 

9 

5 

13 

202 

5 

1 

1 

66 

Totals  

678 

671!  31,696 

1,091 

6 

o9 

9 

418  51 

567 

342 

4,942 

326 

1912.] 
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NATIONALITIES  OF  PERSONS  EMPLOYED  AT  THE  MINES  AND  COKE 
OVENS,  BY  COUNTIES  FOE  THE  YEAR  ENDING  JUNE  30TH,  1912. 


Italian. 

Lithuranian. 

Negro. 

Polish. 

Roumanian. 

Russian. 

Slavish. 

Scotch. 

1  Sweedish. 

Syrian. 

Welsh. 

Servian. 

Guinea  Negro. 

Crotian. 

Harwatt. 

Spanish. 

Bulgarian. 

Unknown. 

Total  Inside 
Employees. 

Total  Outside 
Employees. 
Except  Coke  Yard. 

Total  Coke 
Employees. 

Grand  Total. 

217 
1,126 
174 
27 
20 
1,244 
27 
121 
69 
171 
74 
7 

74 
239 
513 
43 
25 

23 
53 
18 
17 

27 
143 

55 
55 

43 
292 
34 
60 

"21 

27 
106 
21 

23 
308 
6 
18 

21 

26 
3 

16 

4 
1 

710 
3.976 
671 
371 
52 
3,910 
93 
779 
350 
1,004 
651 

83 
869 
114 

793 
4,904 
785 
408 
62 
4,762 
121 
945 
437 
1,252 
776 
96 
767 
751 
1,599 
241 
93 
245 
938 
189 
12,298 
6,703 
424 
141 
55 
4,981 
3,198 
16,514 
3,075 
2,661 
68 

20 

1 

5 

62 

40 

59 

37 

10 
852 

28 
161 

50 
141 
118 

73 
113 

25 

"32 

.... 

4 

"24 
27 
125 
8 

127 

2 

89 
36 
137 
24 
25 
25 
20 
70 
9 

233 

7 
4 

31 
10 

415 

19 

3  26 

1 

1 

2 

128 

5 
2 
33 
155 

2 
138 
68 
16 

5 

37 
107 
7 
23 

...... 

1 

26 
.  22 
3 
11 
34 
176 

i 

"26 
13 

2 

5 
17 
131 
4 
1 

~~5 
4 

1 

654 
603 
1,337 
214 
77 
217 
849 
159 
10,132 
5,631 
332 
116 
46 
4,362 
2,531 
12,758 
2,585 
2,181 
51 

4 
54 

79 
203 
27 
16 
23 
89 
30 
1,710 
1,022 
92 
22 
9 

619 
452 
2,476 
490 
480 
17 

69 
59 

8 
193 

8 

3,091 
875 
63 
10 

210 
20 
1,390 
486 
9 
13 

"~4 
100 
1 

50 
4 

391 
85 
1 

11 

20 

155 
32 

236 
11 

40 

23 
2 

14 

2 

8 
4 

1 
4 

20 
16 

456 

2 

10 

8 

189 
87 

34o 
98 
38 

3 

...... 

1Q8 

516 
328 
1,886 
330 
342 

68 

""25 
22 

9P7 

"157 
91 

44 
24 

232 
78 
4 

42 

"io 

2 

25 

10 

1,2141  13 
5,394  344 
213:  H2 

40 1  39! 

1 

10 
2 

215 
1,280 

3 

60 

16 

""9 

2 
3 

2 

9,701 

577 

13,403 i  2,293 

312 

363 

2,120 

200 

51 

63 

12 

16 

62 

41 

28 

60 

302 

56,853 

10,461 

2.297 

69,611 
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NATIONALITIES    EMPLOYED    AND    THEIE    PERCENTAGE  JUNE 

SOTH,  1912. 


Total 

Percentage  of 

Percentage  of 

c 

NATIONALITIES 

Number 

Total  National- 

Total Number 

2; 

Employed 

ities  Reported 

of  Employees 

1 

American  (White)  

31,696 

45,731 

45,543 

2 

1,091 

•  1,574 

1,567 

3 

6 

8 

7 

4 

Bohemian..  

59 

85 

83 

5 

9 

12 

11 

6 

418 

603 

GOO 

7 

French   

51 

73 

72 

8 

567 

818 

814 

9 

Hungarian.   

4,942 

7,136 

7,199 

10 

Irish   

326 

470 

468 

11 

Greek     

342 

493 

491 

12 

Italian     

9,701 

13,998 

13,946 

13 

Iithuanian   

577 

832 

828 

14 

Negro  -  

13,403 

19,338 

19,262 

15 

Polish  

2,293 

3,308 

3,294 

16 

Roumanian.  

312 

4o0 

448 

17 

Russian  

863 

1,245 

1,238 

18 

Slavish    :..  

2,120 

3,058 

3,045 

19 

Scotch  

200 

288 

286 

20 

Swedish   

51 

73 

72 

21 

Syrian    

63 

91 

88 

22 

Welsh      

12 

17 

16 

23 

Servian   

16 

23 

21 

24 

Crotian  .       

62 

90 

88 

25 

Harwatt      

41 

59 

57 

26 

Spanish             .      ... 

28 

41 

39 

27 

Bulgarian       ... 

60 

86 

84 

Totals  

69,309 

100,000 

Unknown          ..  .    .             .                           ..  . 

302 

433 

Grand  Totals  

69,611 

100,000 

100,000 

1912.] 
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WHERE 
EMPLOYED 

Outside  

Outside  ... 

Outside  

Outside  

Outside  . 

a 
f 

Outside. 

Coke  Yard  

Outside  .._ 

a 

T 

t 

Outside   

Outside  

a 
— 

'E 

Outside  

A 

Coke  Yard  

J 

Outside 

C 

T 
1 

Outside  .. 

Outside   . 

a 
- 

Outside  

Coke  Yard  | 

NAME  OF  MINE. 

Consolidation  No.  45  . 

Consolidation  No.  47  

Consolidation  No.  53  . 

Consolidation  No.  56  

Consolidation  No.  59..  .. 

Consolidation  No.  63    

Consolidation  No.r67  . 

Consolidation  No.  68.   

1  Consolidation  No.  84 

1  Consolidation  No.  82   . 

Jamison  No.  7. . 

Jamison  No.  8 

Jamison  No.  9  .._ 

Stafford   _ 

< 

"j 

l 

& 

Kingmont    

NAME  OF  COMPANY. 

MARION  COUNTY— Con. 
The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co.  

The  Consolidation  Coal  Co  
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TABLE  SHOWING  AVEBAGE  PBICE  PAID  PICK  MINEBS  PEB  YEAB 
AND  MONTH  FBOM  1897  TO  1912  INCLUSIVE. 


YEAR 


Average  Earnings  of 
of  Each  Pick  Miner 


Per  Year. 


Per  Month 


Average  Price 
Per  Ton  of  2240 

lbs.  Received 
for  Pickmining 
(Run  of  Mine..) 


1898 
1899 
1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 
1908 
1909 
1910 
1911 
1912 


22.96 
26.36 
30.65 
37.65 
38.29 
44.46 
41.59 
40.41 
42.17 
49.95 
53.59 
41.99 
40.10 
47.83 
47.54 
51.54 


.35* 

.32-9-10 
•36| 

.41-1-16 

.44| 

•471 

.49* 

.49* 

.47 

.48 

.49 

.46 

.43 

.44 

.444 

.47 
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WAGES  PAID  AND  SELLING  PRICE  OF  COAL  AND  COKE  FOB  THE 
YEAR  ENDING  JUNE  SOTH,  1912. 


pni;wTV 

Pick  Miners  Paid  Per  Ton  of  2240  Ibi. 

Selling  Price  of 

Run  of  Mine 

Screened 

COAL 

COKE 

Day 

Room 

Heading 

Room 

Ton  of 
2240  tbs. 

Ton  of 
2000  r>8. 

i 

.95 

1.06 

.50 
.52 
.95 
.48 
.40 
.38 
.40 
.41 
.42 
.38 
.52 
.56 
.42 
.45 
.44 
.46 
.56 
.61 

.56 

.90 
1.02 
1.07 
.78 
.95 

1.95 

lfAa«L*l1 

TT  ' 

.56 
.57 
.46 
.47 
.47 
.49 
.45 

1.76 

Upshur   

-.77 
.75 

.88 
.92 
.77 
.78 

Barbour    

1.36 
1.59 
1.62 
1.60 

Monongalia   

Preston  ...  

Taylor  

Grant    -.-  - 

Mineral  

.61 

.93 

.50 
.49 

.96 

Tucker   

1.07 
.91 

2.13 

Braxton   

Gilmer  

.50 

.95 

Mason  

.78 
.78 

.98 

Putnam   

1.11 

Clay.  

.49 

.49 
.49 
.46 
49 

.85 

96 
1.07 
1.20 
.96 
.94 
.97 
1.24 

Fayette: 

New  River   

2.50 

1.96 
1.31 
2.48 
1.75 

.51 

Loup  Creek..    

.55 

Kanawha..   

Boone  

.42 
.50 
.50 
.50 
.38 

.33 
.36 

Nicholas   .. 

.55 

1.36 

Greenbrier..   

Raleigh   

1.08 

Mercer   

.52 

1.03 

.91 
1.01 
.98 

1.68 

1.72 
2.00 

McDowell: 
Poca.  No.  3  &  4  

.38 
.43 

Poca.  Thin  Vein   

Linrnln 

.33 
.38 
.35 

.44 
.44 

.86 

Mingo                                     .    _  ..   

1.01 

Wavne 

.85 

Average    

2.50 

.47 

.49 

.78 

.95 

1.81 
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ill  tl  till 

ss&ljl&fj  JJlJas 


.40  I 
2.65  I 
2.50  I 
.071  I 
12.  I 

Per  Cut   

Per  Day...   

Per  Day  

Long  ton  Room  

Long  ton  Heading.. _ 

Per  Day  

Long  ton  Heading   

Long  ton  Room   .. 

Place  

Day   

Long  ton  (Heading) 

Long  ton  (Room)  

Long  ton  (Screened) 

Place  (Heading)  . 
Place  (Room)     ..  . 

Yard  

Cut   

Hour 

.50 
2.80 
2.75 
.071 
.12 
no 

2.75 
.11 
.08 
.55 

2.64 
.10* 
.07 
.15! 
.18 
.55 
.45 
.15 
.50 
.26 

|  if 

q  So 

i  3 
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STATEMENT  SHOWING  THE  AVERAGE  PRICE  PAID  PICK  AND  MA- 
CHINE  MINERS,   AND    WAGES   PAID   DAY  MEN   IN  AND 
ABOUT  THE  MINES  OF  THE  STAT  EOF  WEST  VIR- 
GINIA FOR  THE  YEAR  ENDING  JUNE  30TH, 
191*. 

Pick  Miners  -  Per  Day   2.50 

Pick  Miners  (R.  0.  M.  Room)    2,240  Lbs   .47 

Pick  Miners  (R.  0.  M.  Heading)    .  2,240  Lbs  49 

Pick  Miners  (Screened  Room)  2.240  Lbs   .78 

Machi 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach: 
Mach 
Mach: 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 
Mach 


ne  Miners  Per  Day   2.15 

ne  Miners  (R.  0.  M.  Room)   2,240  Lbs  29 

ne  Miners  (R.  0.  M.  Heading).  ....2,240  Lba  37 

ne  Miners  (Screened  Room)   2,240  Lbs  46 

ne  Miners  (Screened  Headings)   2,240  Lbs   .55 

ne  Runners  ...Per  Day.   2.64 

ne  Runners  (R.  0.  M.  Room)  .2,240  Lbs  07 

ne  Runners  (R.  0.  M.  Heading)  2,240  Lbs   .101 

ne  Runners  R.  0.  M.  Screened)(  .2,240  Lbs   .15f 

ne  Runners  (Run  Entry)    .28 

ne  Runners  (Run  Room)   .18 

ne  Runner  (Place  Heading).   .55 

ne  Runner  (Place  Room).   .45 

ne  Runners  (Cut)    .50 

ne  Runners  (Yard).      .15 

ne  Runners  (Hour)    .*      .26 

ne  Helpers    Per  Day   2.43 

ne  Helpers  (R.  0.  M.  Room)   2.240  lbs  06* 

ne  Helpers  (R.  0.  M.  Headings)  2,240  lbs.  09i 

ne  Helpers  (Screened)    2,240  lbs   .15J 

ne  Helpers  (Run  Entry)      .23 

ne  Helpers  (Run  Room)     .15 

ne  Helpers  (Place  Heading)      .55 

ne  Helpers  (Place  Room)        .45 

ne  Runners  (Yard).       .16 

ne  Runners  (Cut)       .40 

Trackmen    Per  Day    2 .50 

Drivers   ...I..   Per  Day....   2.15 

Motormen    Per  Day   2.55 

Brakemen      Per  Day   2,20 

Laborers  (Outside)     ...Per  Day   1.90 

Engineers..      ..Per  Day   2.41 

Cokemen       ..Per  Day    1.62 

Cokemen     Per  Oven...   .61 
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Points  of  Destination  of  the  Product 

West 

Various  Western 
points  via  B.&O. 
R.  R.  and  Coal  & 
Loke    Ky.  and 
their  connections. 

East 

Sewell's  Point,  Va., 
and  various  eastern 
points. 

Coal  Piers  at  Balti- 
more, Philadclhpia 
and  New  York  and 
local  points  on  W. 
M.Ry.,B.<feO.  R. 
R.,  Pennsylvania 
R.  R.  &  P.  &  R.  Ry. 
and  connections. 

Railroads  &  Docks 
to  Which  Product 
is  Delivered  for 
Destribution 

Atlantic; Coast  Line; 
Southern   Ry.,  & 
Norfolk  Southern 

Ry. 

B.  &  0.  Railroad,  P. 
&  R.  Ry.,  Pennsyl- 
vania Ry.,  C.  &  C. 
Rv.,  and  their  con- 
nections. 

Tons  of  W.  Va. 
Fuel  Used  by  the 
Lines  in  the  State 

Coke 

Coal 

162,282 
194,201 

2,032,805 

Tons  Delivered  to 
Other  Lines  in 
W.  Va. 

Coke 

1.50S 

306,894 

Coal 

89,430 

7,001,117 

Tons  Delivered  to 
the  Line  by  Other 
Railroads  in  W.  Va. 

Coke 

59 
11.608 

329,930 

Coal  1 

753,775 
269,471 

CM 
S 

•* 
•O 

CO 

'  a 
o 

bC 

.2 

•2.1 

6 

CO 

§ 

Coke 

75,253 

1,760,861 

Coal 

| 

i 

s 

D 

2,754,253 

55,114,041 

Total  Tons  Handled 

Coke 

59 
86,861 

2,339,683 

Coal 

3,360,879 
3,025,725 

60,579,797 

NAME  OF 
RAILROAD 

Western  Mary- 
land Rv 

Totals  

1912] 
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STATEMENT  SHOWING  TEE  QUANTITY  OF  EXPLOSIVES  USED  AND 
TEE  COAL  PRODUCED  BY  IT  AT  THE  MINES,  BY  COUNTIES, 
FOE  TEE  YEAR  ENDING  JUNE  30TE,  1912. 


COUNTY 


No.  of 
Operations 
Reporting 


Tons  of 

Coal 
(Tons  of 
2240  lbs.) 


No.  Kegs 
of  Powder 
Used 


Cost  Per 
Keg  to 
Miner 


No.  lbs.  of 

Dynamite 
Used 


Brooke  

Marion  

Marshall  .. 

Ohio  

Harrison  

Lewis  

Upshur  

Barbour  

Monongalia  

Preston  

Taylor  

Grant  

Mineral  

Randolph  

Tucker  

Braxton  

Gilmer  

Mason  

Putnam  

Clay  

Fayette  

Kanawha  

Boone  

Nicholas  

Greenbrier  

Raleigh  

Mercer  

McDowell  

Logan..  

Mingo.  

Wayne  

Totals 


680,192 
,833,6o2 
664,393 
374,595 
,529,344 
40,057 
37,091 
756,395 
382,164 
841,801 
731,300 
188,907 
655,941 
716.632 
,114,732 
203,430 
57,641 
139,377 
506,470 
181,963 
,812,058 
,606,522 
329,179 
46,135 
52,358 
,581,776 
,783,866 
,768,077 
,243,033 
,374,563 
48,130 


3,544 
18,551! 
3,054! 
1,494! 
20,822, 
100 
699 
2,392' 
3,102 
7,165 
5,290 
800 
3,884 
869 
6C0 
4,358 
700 
1,797 
13,400 
3,089 
83,918 
48,383 
3,057 
262 
768 
20,941 
33,441 
71,998 
25,604 
24,430 
628 


67S 


59,281,774 


409,540 


L 

1.60 
1.75 
1.67 
1.57 
1.75 
1.62 
1.57 
1.59 
1.58 
1.61 
1.70 
1.75 
1.61 
1.75 
1.72 
1.75 
1.75 
1.75 
1.75 
1.87 
1.71 
2.00 
1.75 
1,75 
1.75 
1.92 
1.76 
1.78 
1.87 
1.75 


11,371 


175 


75 
2,950 


950 
2,100 


642 


850 
475 
43,407 
15,988 


600 
2,750 
2,800 
19,962 
1,775 
6,345 


1.72 


114,680 
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STEAM  BOILERS  AT  MINES.— 1912. 


COUNTY 

No.  of 
Boilers 
Insured 

No.  of 
Boilers  Not 
Insured 

Total 

Brooke  

7 

119 

12 
2 

82 
3 

28 
7 
33 
12 
10 
15 
15 
17 
4 
1 
4 
7 
4 

7 

119 
12 
2 
82 
3 

28 
7 
33 
12 
10 
15 
15 
17 
4 
1 
4 
7 
4 

276 
170 
9 
6 
1 

108 
68 

279 
42 
76 
1 

1,417 

Marion  _  

Marshall  

Ohio  

Taylor  

Grant  

Randolph  

Tucker....  

Clay    

Fayette    

276 
170 
9 
6 
1 

108 
68 

279 
42 
76 
1 

1,417 

Nicholas.  .  

Greenbrier  

Raleigh  

Mercer  

McDowell  

Logan  

Mingo    

Wayne  

Totals   -. 

SUMMARY   OF   THE  NUMBER   OF  MINE   LOCOMOTIVES   IN  THE 

STATE.— 1912. 


COUNTY 

No.  of 
Mines 
ing  Loco- 
motives 

LOCOMOTIVES 

Steam 

Electric 

Compress- 
ed Air 

Gasoline 

Sum 
Total 

Brooke  

6 

13 

13 
68 

Marion    

21 

43 

25 

Marshall    

4 

16 

16 

Ohio  

3 

5 

5 

Harrison  

29 

3 

37 

1 

41 

U.shur..    

1 

3 

3 

Barbour   ...   

7 

14 

14 

Monongalia     . 

4 

10 

10 

Preston    

8 

23 

23 

Taylor  

6 

12 

12 

Grant. ..  

2 

5 

5 

5 

2 

2 

1 

5 

3 

1 

7 

8 

Tucker  

9 

2 

22 

24 

3 

Braxton         _  .     

2 

3 

3 

4 

4 

3 

2 

9 

11 

Clay  

2 

5 

5 

Fayette  

83 

13 

249 

3 

5 

270 

83 

2 

154 

1 

157 

4 

8 

8 

2 

3 

3 

37 

3 

151 

1 

155 

18 

17 

29 

46 

269 

85 

11 

251 

3 

4 

28 

78 

2 

80 

22 

6 

38 

7 

2 

53 

Totals  

480 

62 

1,194 

38 

17 

1,311 

1912] 
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES.— 

1912. 


NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

BROOKE  COUNTY 
W  Va  Pittsburg  Coal  Co 

Number  Three 

] 
1 

3 
3 
1 
4 

W.  Va.  Pittsburg  Coal  Co   --- 

Number  Four   

W.  Va.  Pittsburg  Coal  Co   

Locust  Grove   

Beech  Bottom  Coal  Co 

Beech  Bottom  No.  1 

LaBelle  Coal  Co 

Lewis  No.  1 

La  Belle  Iron  Works 

LaBelle  Shaft 

Totals 

13 

2 
2 
5 
1 
1 
2 
2 
4 
2 
2 
2 
1 
7 
1 

MARION  COUNTY 
The  Consolidation  Coal  Co  

Consolidation  No.  22   

The  Consolidation  Coal  Co  

Consolidation  No.  24   . 

The  Consolidation  Coal  Co  

Consolidation  Bo.  28   

The  Consolidation  Coal  Co  

Consolidation  No.  34   

The  Consolidation  Coal  Co   . 

Consolidation  No.  36.   

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co.. .     

The  Consolidation  Coal  Co 

Consolidation  No.  47  . . 

The  Consolidation  Coal  Co    

The  Consolidation  Coal  Co...     

The  Consolidation  Coal  Co    

Consolidation  No.  59.   

The  Consolidation  Coal  Co...     

Consolidation  No.  63  

The  Consolidation  Coal  Co 

Consolidation  No.  67  

Jamison  Coal  &  Coke  Co    

Jamison  No.  7  

2 
6 
2 
3 

Jamison  Coal  &  Coke  Co  

Jamison  No.  8   . 

Jamison  Coal  &  Coke  Co  ..    .  

Jamison  No.  9. .  

New  Central  Coal  Co  

Stafford   _.   

Federal  Coal  &  Coke  Co  

Federal  No.  1   

6 
3 

The  Va.  &  Pittsburg  Coal  &  Coke  Co  . 

Kingmont 

Four  States  Coal  &  Coke  Co 

Annabelle  No.  1  &  2 

12 

Totals  

43 

7 
5 
3 
1 

25 

MARSHALL  COUNTY 
Hitchman  Coal  &  Coke  Co.     

Hitchman    

Wheeling  Steel  &  Iron  Co 

Benwood 

Ben  Franklin  Coal  Co  of  W.  Va. 

Panama 

Glendale  Coal  Co 

Glendale 

Totals  

16 

3 
1 
1 

OHIO  COUNTY 
Richland  Coal  Co  

Richland    

Elm  Grove  Coal  Co  

Elm  Grove    .   

Whitaker-Glessner  Co 

Carter 

Totals.  

5 

2 
2 
1 
2 
1 
1 
1 
2 

i 

3 
2 
1 
1 
1 
1 

HARRISON  COUNTY 
The  Consolidation  Coal  Co   

Consolidation  No.  21  .  . 

The  Consolidation  Coal  Co    

Consolidation  No.  25  

The  Consolidation  Coal  Co    

The  Consolidation  Coal  Co                ..  .. 

Consolidation  No.  32  

The  Consolidation  Coal  Co. 

The  Consolidation  Coal  Co   

The  Consolidation  Coal  Co.. .  ..    

The  Consolidation  Coal  Co  

Consolidation  No.  40   ... 

The  Consolidation  Coal  Co  .    ...    . 

Consolidation  No.  42  

The  Consolidation  Coal  Co...     

Consolidation  No.  48  

The  Consolidation  Coal  Co.  _    

The  Consolidation  Coal  Co  

Consolidation  No.  50  

The  Consolidation  Coal  Co    

Consolidation  No.  51   . 

The  Consolidation  Coal  Co    

Consolidation  No  55   

The  Consolidation  Coal  Co   ...... 

Consolidation  No.  58.   . 

The  Consolidation  Coal  Co  

Virginia  Maryland  Coal  Corporation..  

Consolidation  No.  66   

Willard  Nos.  1-2  

1 

Corona  Coal  &  Coke  Co   

Harold   

1 
1 
2 
1 
2 

Hutchinson  Coal  Co  

Erie  

Hutchinson  Coal  Co     

McCandlish.  „ 

Hutchinson  Coal  Co  

Delta   

Hutchinson  Coal  Co  

Hutchinson   

230 


Annual  Report  op 


[W.  Va. 


NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES.— 

1912. — Continued. 


NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

;Gaso- 
line 

HARRISON  COUNTY— Con. 
Rosebud  Fuel  Co  

Rosebud  No.  2   

1 

Fairmore  

1 

Madoira-Hill-Olark  Coal  Co 

Randolph 

2 
2 
1 

Madeira-Hill-Clark  Coal  Co 

New  Chieftain 

Harry  B  Coal  &  Coke  Co 

1  'it  cairn 

1 

Marshall  Coal  Co 

Marshall 

1 

Marion  (las  Coal  Co 

BingamOD 

1 

Totals   

3 

37 
3 

1 

UPSHUR  COUNTY 
Red  Rock  Fuel.  Co..  

Red  Rock  No.  1....  

Totals 

3 

2 
1 
4 
4 
1 
1 
1 

BARBOUR  COUNTY 
Mendon  Coal  Mining  Co 

Meriden  Nos.  1-2... 

Tygarta  River  Coal  Co  - 

The  Consolidation  Coal  Co 

Consolidation  No.  37   

The  Century  Coal  Co.  of  \V.  Va  

Century  Nos  1-2  

Game  Coal  &  Coke  Co..  

Midland  Coal  &  Coke  Co 

Midland . 

Humphreys  Coal  Co 

Humphrcys.. 

Totlas  '  

14 

1 

3 
1 

5 

MONONGALIA  COUNTY 
The  Consolidation  Coal  Co    

Consolidation  No.  30  

Elkins  Coal  &  Coke  Co   

No.  1  

Elkins  Coal  &  Coke  Co   

No.  3  

Elkins  Coal  &  Coke  Co 

No.  5... 

Totals  -  

10 

3 
1 
5 
4 
2 
3 
4 
1 

PRESTON  COUNTY 
The  Austin  Coal  &  Coke  Co 

Austin  No.  1  

The  Austin  Coal  &  Coke  Co 

Austin  No.  2 

Merchants  Coal  Co 

Tunnelton  

Elkins  Coal  &  Coke  Co 

Elkins  Coal  &  Coke  Co    

Elkins  No.  2   

Elkins  No.  4  

Elkins  Coal  &  Coke  Co 

Elkins  No.  6 

Preston  County  Coke  Co   

Cascade  Nos.  1-2-3   

Vulcan    

Totals 

23 

1 

3 
3 
2 
1 
2 

TAYLOR  COUNTY 
Pittsvein  Coal  Co    

No.  4  

McGraw  Coal  Co    

Rosemont 

Maryland  Coal  Co  of  W  Va 

Wendel  No.  1-2-4-5. 

Winona  Coal  &  Coks  Co 

Winona 

St Arlino-  Onal  Co  Ltd 

Cecil 

Totals  

12 

4 
1 

GRANT  COUNTY 
Davis  Coal  &  Coke  Co   

Henry  No.  22  



Buffalo  Creek  Cumberland  Coal  Co...  

Buffalo  Creek  No.  1  

Totals    

5 

MINERAL  COUNTY 
Davis  Coal  &  Coke  Co  

Elk  Garden  No.  6  

1 

Davis  Coal  &  Coke  Co   - 

Ott  No.  20  

1 

Davis  Coal  &  Coke  Co    

Montgomery  Run  No.  19  

1 

Abrams  Creek  Coal  &  Coke  Co   

Oakmont  No.  1  

1 
1 

Gleaaon.    

2 

2 
4 

1 

RANDOLPH  COUNTY 

Coalton  
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NUMBEE  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  TEE  MINES.— 

1912. — Continued. 


NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

('(imp. 
Air 

Gaso- 
line 

RANDOLPH  COUNTY— Con. 
D&vis  Colliery  Co 

Harding 

3 

W.  H.  Green...    

W.  H.  Green   

1 

 1  

1 

1 
1 

7 

2 
1 
5 
2 
2 
4 
3 
1 
2 

TUCKER  COUNTY 
Cumberland  Coal  Co 

Dou'das  No  1 

Cumberland  Coal  Co    

Douglas  No.  5   ..  . 

Davi<?  foiil  Ar  Cnkp  Pn 

Thoma°  No  23 

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Thomas  No.  34   

Davis  Coal  &  Coke  Co 

Coketon  No  30 

Davis  Coal  &  Coke  Co 

Coketon  No  37 

Davis  Coal  &  Coke  Co 

Frances  No  4 

Davis  Coal  &  Coke  Co  

Benbush  No.  38  

2 

22 

2 
1 



P.PAYTON  HOTTNTY 
Deivis  Colliery  Co 

Bower  No  10 

Diivis  Colliery  Co 

Copen  No  11 

Tntiik 

3 

2 
1 
1 

MASON  COUNTY 
Hutchinson  CohI  Co 

Linden 

J&ckson  Cosl  &  lMining  Co 

Jackson  Furnace 

Hartford  Coal  &  Mining  Co    

Hartford                             .  .  . 

Totals...   

4 

2 
4 

3 

PUTNAM  COUNTY 
Plymouth  Coal  &  Ivlining  Co 

Plymouth  &  Manilla 

2 

The  Otto  Ivlarmet  Coal  &  Ivlimng  Co 

BW  Otto  Nos  1-2-3 

Black  Betsev  Coal  &  Mining  Co 

Black  Betsy 

Totals 

2 

9 

1 
4 

CLAY  COUNTY 
Elk  Manor  Coal  Co 

Dorfee 

Elk  River  Coal  &  Lumber  Co 

Rich  Run 

Totals 

5 

1 
8 
4 
5 
6 
1 
3 
1 
4 
2 
2 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
9 
1 
2 

FAYETTE  COUNTY 
Sunday  Creek  Co 

No  111 

Sunday  Creek  Co 

No  112 

Sunday  Creek  Co 

No  114 

Sunday  Creek  Co 

No  115 

Columbus  Iron  &  Steel  Co  .. 

No.  1    

W.  R.  Johnson  Coal  Co    

Kanawha  Gas..  .   

W.  R.  Johnson  Coal  Co 

Oakland  Nos  1  &  2 

Boomer  Coal  &  Coke  Co 

No  1 

Boomer  Coal  &  Coke  Co 

No  2 

Boomer  Coal  &  Coke  Co 

No  3 

Boomer  Coal  &  Coke  Co 

No  4 

Paint  Creek  Collieries  Co 

Hickory  Camp 

W.  R.  Johnson  Coal  Co 

Crescent  Nos  5-6 

Mecca  Colliery  Co 

Mecca  Gas 

Mecca  Colliery  Co  .  

Mecca  Splint.    

Mecca  Colliery  Co         .                 .     ...  .. 

Diamond  .  

1 

Great  Kanawha  Colliery  Co. .   ...  

Eureka  No.  14  

St.  Clair  Colliery  Co  

St.  Clair  

M.  B.  Coal  &  Coke  Co  

Kimberly  No.  3...             ...  . 

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co  

Elk  Ridge  No.  1  

Elk  Ridge  No.  2  

The  Mt.  Carbon  Co.,  Ltd  

Vulcan     

1 

Loup  Creek  Colliery  Co   .   

Loup  Creek  No.  2  Gas.  

3 

Herbert  Collieries  Co    

Herberton    

Lynchburg  Colliery  Co  .   

No.  2  Gas  &  No.  5  Splint  

Gamoca  Coal  Co          .    ... 

No.  5  Splint  

1 

Christain  Collierv  Co   .     

Eagle  &  Powelton  

4 

3 

Milburn  Coal  &  Coke  Co  •  

No.  1  
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES.— 

1912. — Continued. 


NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

FAYETTE  COUNTY— Con. 
Solvay  Collieries  Co  

No.  1,  A.  &  B  

1 

11 
1 

2 
2 

3 

2 

The  Gauley  Mountain  Coal  Co  .- 

Nova  Scotia  &  Turkey  Creek  

Gaymont  Colliery  Co  

Gaymont  

G.  M.  Bluine  Estate  . 

Fayette  

Brown  Coal  Co   

Brown   

Nuttalburg  Smokeless  Fuel  Co  

Nuttall  

Keeney  Creek  

1 

Keeneys  Creek  Colliery  Co 

Smokeless 

2 
1 

Keeneys  Creek  Colliery  Co   

Boone  

Ballinger  Coal  Co  

Ballinger  No.  1  

1 

Rothwell  Coal  Co  

Dubree  

1 

2 
2 
1 
1 

Blume  Coal  &  Coke  Co  

Blume  

Fire  Creek  Coal  &  Coke  Co   

Fire  Creek  &  Buffalo  

Sewell  Colliery  Co   

Sewell   

Beechwood  Coal  &  Coke  Co.  

Beechwood  No.  2   

Alaska  Coal  &  Coke  Co   

Alaska  

1 

Ephraim  Creek  Coal  &  Coke  Co.  

Buffalo  &  Slater  

7 
3 



,.  

Laurel  Creek  Coal  Co  

Laurel  

Glendale  Colliery  Co  ,.  

Buck  Lick  

1 
1 

2 

Quinnimont  Coal  Co  

Big  Q  

1 

3 
4 
21 
5 
7 
8 
7 
1 
2 
2 
3 
.5 
2 
6 
1 
9 
1 
1 
5 
2 
6 
4 
4 
4 
4 
1 
2 
3 
5 
2 
6 
3 
1 
4 
1 

Greenwood.  

Hemlock  Hollow  Coal  &  Coke  Co...  

Hemlock  

New  River  &.  Pocahontas  Cons.  Coal  Co  

Layland   

New  River  &  Pocahontas  Cons.  Coal  Co  

New  River  &  Pocahontas  Cons.  Coal  Co  

Minden  No.  3  

New  River  &  Pocahontas  Cons  Coal  Co  

Mindcn  No.  4   

New  River  &  Pocahontas  Cons.  Coal  Co  

Low  Moor  Iron  Co.  of  Va..    

Kaymoor  No.  2  

Branch  Coal  &  Coke  Co  

South  Side  Co.  .   

South  Side   

The  Thurmond  Coal  Co.  

Thurmond  No.  1   

Scotia  Coal  &  Coke  Co.. .   

Brooklyn    

Scotia  Coal  &  Coke  Co   

Red  Ash  

Scotia  Coal  &  Coke  Co  .   

Rush  Run  &  Once  More  

Glade  Coal  Works.  

No.  3  

New  River  Collieries  Co   

Sun  Nos.  1-2-3...   

Meadow  Fork  Coal  Co   

Meadow  Fork  .     

Star  Coal  &  Coke  Co.  

Star  

1 

Nichol  Colliery  Co..  _  

Nichol    

McKeli  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

Kilsythe  

Harvev  Coal  &  Coke  Co    

Harvev  Nos.  1-2  

Prudence  Coal  Co     

Prudence    

White  Oak  Coal  Co   

Wingrove    

1 

White  Oak  Coal  Co  

Scarbro  

White  Oak  Coal  Co 

Whipple     

1 

White  Oak  Coal  Co 

Oakwood                . .   

Whire  Oak  Coal  Co 

Carlisle    

Collins  Colliery  Co 

Collins  Nos.  1  &  2  .   

Stuart  Colliery  Co 

Summerlee  

1 

1 

Stuart  Colliery  Co 

Stuart                        . .   

Dunloop  Coal  &  Coke  Co 

Klondvke   

MacDonald  Colliery  Co 

MacDonald   .. 

Turkey  Knob  Coal  Co 

Turkey  Knob 

Turkey  Knob  Coal  Co 

Hickory  Branch   

Totals 

1 

13 

.... 

249 
1 

3 

5 

KANAWHA  COUNTY 
Morris  Fork  Coal  Co                        .  .  . 

Turner  Nos.  1-2  

Villa  Coal  Mining  Co  

Mill  Creek  

Blue  Creek  Coal  &  Land  Co             . .  . 

Wills  Hollow  

2 
1 
1 
1 
1 
5 

Blue  Creek  Coal  &  Land  Co                 .  . 

Blakeley.   

Standard  Kanawha  Coal  Mining  Co  

No.  1  

Standard  Kanawha  Coal  Mining  Co  

No.  2  

Williams  Coal  Co  

William  

Campbells  Creek  Coal  Co.       .  .    .. 

No.  1  

Campbells  Creek  Coal  Co.       .  ... 

No.  3  

3 
2 
1 
2 
2 

Virginia  Coal  Co...     .  .    .  .   

No.  1  

Quincy  Coal  Co                     .                .  ... 

Quincy  No.  2..  ...  .  .  

Sunday  Creek  Co. .               _  ..  

No.  101  

Sunday  Creek  Co                         .  ...  .  . 

No  104  
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES.— 
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NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

KANAWHA  COUNTY — Con. 
Sunday  Creek  Co 

No.  105  

5 

Kelleys  Creek  Colliery  Co 

No.  1... 

1 

Kelleys  Creek  Colliery  Co 

No.  3... 

5 
5 
5 
1 
2 
1 
1 
5 
4 
2 
2 
2 
2 
1 
1 
1 
2 
1 
2 
1 
2 
1 
2 
2 
1 
2 
6 
4 
3 
2 
2 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
2 
1 
3 
2 
1 
1 
1 

Hughes  Creek  Coal  Co 

Splint  &  Gas   

Cannelton  Coal  &  Coke  Co 

Nos.  1-2...   

Cannelton  Coal  &  Coke  Co  

No.  3  

The  Marmet  Coal  Co 

Monarch.     

The  Marmet  Coal  Co 

New  Butler.  ..    

The  Marmet  Coal  Co 

Lens  Creek 

The  Marmet  Coal  Co 

Black  Band  

Olcott  Coal  &  Iron  Co 

No.  1  

Olcott  Coal  &  Iron  Co 

No.  2...   

Winifrede  Coal  Co  

North  

Winifrede  Coal  Co  

West    

Winifrede  Coal  Co 

South 

Dry  Branch  Coal  Co              .  .  .   

Coalburg    

Dry  Branch  Coal  Co    

Belmont               .  ..  

Wyatt  Coal  Co 

Oakley 

Wyatt  Coal  Co 

Berlin 

Wyatt  Coal  Co  

Horton  No.  1    

Wyatt  Coal  Co 

Horton  No.  2   

Lewis  Coal  &  Coke  Co 

Lewiston   

Southern  Collieries  Co 

Lamont   ...  

Holley-Stephenson  Coal  &  Coke  Co 

Stephenson  No.  5...  

Holley  -Stephenson  Coal  &  Coke  Co 

Stephenson  No.  2    

Wake  Forest  Mining  Co 

Wake  Forest    

Carbon  Coal  Co 

No.  3    

Carbon  Coal  Co 

Carbon  Gas     

Carbon  Coal  Co 

Carbon  Splint—   

Republic  Coal  Co 

No.  1  

Republic  Coal  Co 

No.  3    

West  Virginia  Colliery  Co  . 

No.  1_ 

West  Virginia  Colliery  Co. 

No.  2  

West  Virginia  Colliery  Co.  . 

No.  3  

West  Virginia  Colliery  Co. 

No.  4  L  

Cabin  Creek  Consolidated  Coal  Co. 

Davis    ;  

Cabin  Creek  Consolidated  Coal  Co 

Cherokee                                  .  ...  .. 

Cabin  Creek  Consolidated  Coal  Co. 

Red  Warrior 

Cabin  Creek  Consolidated  Coal  Co 

Buckeye  

Cabin  Creek  Consolidated  Coal  Co._ 

Empire                                ..  . 

Cabin  Creek  Consolidated  Coal  Co 

Black  Tulip  

Cabin  Creek  Consolidated  Coal  Co 

Keystone...   

Cabin  Creek  Consolidated  Coal  Co 

Acme    

Cabin  Creek  Consolidated  Coal  Co 

Shamrock.   

Cabin  Creek  Consolidated  Coal  Co 

Thistle  

Cabin  Creek  Consolidated  Coal  Co 

Raccoon  Gas   

Cabin  Creek  Consolidated  Coal  Co 

Raccoon  No.  2  East  <fc  West. .  . 

Cabin  Creek  Consolidated  Coal  Co 

Rose...  .   



Cabin  Creek  Consolidated  Coal  Co 

Kayford  _.       ...  ..   

Cabin  Creek  Consolidated  Coal  Co 

United  Gas  .  ....... 

Cabin  Creek  Consolidated  Coal  Co 

United  Splint  

Cabin  Creek  Consolidated  Coal  Co 

Belleclare          __   .. 

Paint  Creek  Coal  Co 

Reynolds.. _  ._     

Paint  Creek  Collieries  Co 

Knickerbocker.   

1 

Paint  Creek  Collieries  Co 

Scranton              .  ..   

2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
3 
2 

Paint  Creek  Collieries  Co   ... 

Paint  Creek          ..  ..... 

Paint  Creek  Collieries  Co  ..  .           .  .. 

Wacomah..   .. 

Paint  Creek  Collieries  Co                ..    . 

Banner   . 

Paint  Creek  Collieries  Co                        .  .  _ 

Grose  No.  1.    

Paint  Creek  Collieries  Co  . 

No.  2  Gas.     

Coalburg-Kanawha  Coal  Co.. 

A  &  B  

Belmont  Coal  Co.,  

Belmont  &  Cedar  Grove   .. 

Crown  Hill-Kanawha  Coal  Co.. 

Crown  Hill  

Standard  Splint  &  Gas  Coal  Co..,-,  

Standard    

Imperial  Colliery  Co   . 

Imperial    

Imperial  Colliery  Co... 

Nos.  2-3    



Chesapeake  Mining  Co  

Chesapeake  No.  1    

Chesapeake  Mining  Co  

Gas    

I 

Morri3  Creek  Collierv  Co  

Morris  Creek.  



Totals  

2 

1 
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES.— 
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NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

BOONE  COUNTY 
The  Coal  River  Oo  

Ottawa  No.  1  . 

2 

2 
2 
2 

Hickory  Ash  Coal  Co. 

Nos.  1-2-3... 

Anchor  Coal  Co   . 

Anchor... 

Seng  Creek  Coal  Co 

Blue  Star...  . 

Totals 

8 
2 

NICHOLAS  COUNTY 
The  Saxman  Coal  &  Coke  Co 

Saxman  Nob.  1  &  2... 

Totals  

3 

9 
7 
3 
2 
3 
4 
3 
7 
7 
3 
6 
3 
1 
1 
6 
7 
9 

RALEIGH  COUNTY 
Four  States  Coal  &  Coke  Co  

Dorothv   

Four  States  Coal  &  Coke  Co  

Sarita.  

Clear  Fork  Coal  Co  

Leevale  

Lanark  Coal  Co   

Lanark  No.  4.  

1 

New  River  Collieries  Co   

Eccles  Nos.  1-2  

New  River  Collieries  Co   

Eccles  Nob.  3-4  

New  River  Collieries  Co  

Eccles  No.  5   

New  River  Collieries  Co  

McKell  Coal  &  Coke  Co... 

Oswald  Nos.  1-2  

McKell  Coal  &  Coke  Co  

Graham  Nos.  1-2  

McKell  Coal  &  Coke  Co... 

Tamroy   

Pinev  Mining  Co  

Nos.  1-2  

Pinev  Mining  Co  

No.  3.  

1 

Pinev  Mining  Co... 

No.  4... 

Raleigh  Coal  <fc  Coke  Co. 

Raleigh  Nos.  1-2-4  

Raleigh  Coal  &  Coke  Co 

Raleigh  No.  9  

Raleigh  Coal  &  Coke  Co 

Raleigh  No.  6.  . 

Blue  Jay  Lumber  Co 

Blue  Jay  No.  4  

1 

Sullivan  Coal  &  Coke  Co  _  

Sullivan.  

8 
3 
1 
4 
1 
9 
3 
3 
1 
4 
2 
1 

10 
5 
4 
1 

2 

Cranberrv  Fuel  Co 

Cranberry 

Mabscott  Coal  &  Coke  Co 

Mabscott 

Beckley  Coal  &  Coke  Co  

Beckley  Slope..  

Price  Hill  Fuel  Co 

Price  Hill 

Slab  Fork  Coal  Co.  

Slab  Fork   

E.  E.  White  Coal  Co 

Nos.  1-2 

Pemberton  Coal  &  Coke  Co.  

Pemberton    

Stonewall  Coal  &  Coke  Co  

Stonewall    

Stonewall  Coal  &  Coke  Co  

Terry   

Wright  Coal  &  Coke  Co 

Wrinht  No.  1 

Wricht  Coal  &  Coke  Co 

Wright  No.  2  . 

Gulf  Smokeless  Coal  Co 

Tarns 

Mac^lpin  Coal  Co 

Mac  \lpin 

Bailey  Wood  Coal  Co 

Bailev  Wood 

Pemberton  Coal  &  Coke  Co 

Big  Stick 

The  Gulf  Coal  Co 

Gulf  <fe  Beaver 

Lynwin  Coal  Co 

Lvnwin 

1 

Winding  Gulf  Colliery  Co 

Winding  Gulf 

8 

Totals 

3 

1 
2 
3 
3 
4 

151 

2 

3 

1 

MERCER  COUNTY 
Coaldale  Coal  &  Coke  Co 

Coaldale 

Mill  Creek  Coal  &  Coke  Co 

Tug  River  <fe  West  Fork 

Buckeye  Coal  &  Coke  Co   

Buckeye.    

Booth-Bowen  Coal  &  Coke  Co....   

Booth-Bowen    

Pocahontas  Consolidated  Collieries  Co  .  

Caswell  Creek  &  Hemlock  

Pocahontas  Consolidated  Collieries  Co.  . 

Sagamore   

4 

1 

3 
2 
2 
2 

Pocahontas  Consolidated  Collieries  Co.. .  . 

West    

Louisville  Coal  &  Coke  Co   

Louisville  Goodwill  

Crystal  Coal  Co    

Crystal                        .  .  . 

Crane  Creek.  

American  Coal  Co.  of  Allegheny  Co  

Pinnacle  

American  Coal  Co.  of  Allegheny  Co   

Piedmont.  ..   

1 

The  Thomas  Coal  Co    

2 
1 
5 
1 
1 

Pawama  Coal  &  Coke  Co  

Nos.  1-2  

Weyanoke  Coal  &  Coke  Co  

Smokeless  Coal  &  Coke  Co.   

Hiawatha  Coal  &  Coke  Co...   

2 
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NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Quo- 
line 

MERCER  COUNTY— Cont. 
Spring  Coal  Mining  Co. .    .. 

Spring...    

1 

Totals    

17 

26 
3 

Mcdowell  county 

Pinev  &  North  Fork  

2 

Elk  Ridge  Coal  &  Coke  Co  

Elk  Ridge....  

2 

Gilliam  Coal  &  Coke  Co  

5 

Indian  Ridge  Coal  &  Coke  Co...     

2 

3 

3 

Greenbrier  Coal  &  Coke  Co  

3 

McDowell  Coal  &  Coke  Co  

5 

Ashland  Coal  &  Coke  Co  

3 

Pocahontas  Consolidated  Collieries  Co  

3 

Pocahontas  Consolidated  Collieries  Co  

4 

Pocahontas  Consolidated  Collieries  Co   

Delta  

3 

Pocahontas  Consolidated  Collieries  Co..   

3 

Pocahontas  Consolidated  Collieries  Co   . 

Norfolk   

3 

Pocahontas  Consolidated  Collieries  Co  

2 

Pocahontas  Consolidated  Collieries  Co  

Rolfe  

4 

Zenith  Coal  &  Coke  Co  

Zenith  Nos.  1-2  

2 

Elkhorn  Coal  &  Coke  Co  

Elkhorn  

2 

Turkey  Gap  Coal  &  Coke  Co  

2 

Crozer  Coal  &  Coke  Co  

Crozer  Nos.  1-2   

4 

Houston  Coal  &  Coke  Co                  .  ...  .. 

3 

Upland  Coal  &  Coke  Co  

Upland  No.  1  

1 

Powhatan  Coal  &  Coke  Co             .  .   

Powhatan   . 

3 

Lynchburg  Coal  &  Coke  Co            .  ...  .  .  . 

2 

Keystone  Coal  &  Coke  Co                  ...  . 

Keystone  Nos.  1-2   .. 

4 

Pulaski  Iron  Co    

Nos.  1-2  

8 

Eureka  Coal  &  Coke  Co                 .  . .  ... 

2 

Shawnee  Coal  &  Coke  Co    .  .   

2 

Empire  Coal  &  Coke  Co            .  ..   

Empire        ...                      .  . 

2 

Bottom  Creek  Coal  &  Coke  Co  

Bottom  Creek    

3 

Bottom  Creek.  Coal  &  Coke  Co  

Bottom  Creek  No.  2  

2 

Peerless  Coal  &  Coke  Co  

3 

Tidewater  Coal  &  Coke  Co  

Tidewater                       ..  ... 

3 

The  King  Coal  Co    

King...    .    ... 

3 

Dixon  Pocahontas  Fuel  Co   ........ 

North  

3 

Dixon  Pocahontas  Fuel  Co.  .     .  .  .   

South  

5 

Middle  States  Coal  &  Coke  Co  

11 

Jed  Coal  &  Coke  Co  

Jed  

4 

Black  Wolf  Coal  &  Coke  Co  

Black  Wolf  

4 

Page  Coal  &  Coke  Co  

Nos.  1-2-3  

7 

West  Virdnia  Pocahontas  Coal  Co 

Leekie 

3 
3 

United  States  Coal  &  Coke  Co  :No.  2   

United  States  Coal  &  Coke  Co  

No.  3  

2 

United  States  Coal  &  Coke  Co  

No.  4  

2 

United  States  Coal  &  Coke  Co  

No.  5  

1 

United  States  Coal  &  Coke  Co  

No.  6   

3 

United  States  Coal  &  Coke  Co  

No.  7  

3 

United  States  Coal  &  Coke  Co  

No.  8  

2 

United  States  Coal  &  Coke  Co 

Nn.  9 

13 

United  States  Coal  &  Coke  Co  No.  10   

3 

United  States  Coal  &  Coke  Co   .., 

No.  11  

3 

Pocahontas  Consolidated  Collieries  Co 

Pnrnhontfl';  Nn.  fi 

8 

Pocahontas  Smokeless  Coal  Co  Pocahontas  Smokeless  

1 

Hemohill  Collierv  Co  IHemnhill 

Welch  Coal  &  Coke  Co  j 

Welch  

1 

Oregon  Coal  Co    

Nos.  2-3 

1 

Standard  Pocahontas  Coal  Co. .  .   Standard 

2 

Pando  Coal  Co    Pando  NW  1-2 

2 

Superior  Pocahontas  Coal  Co    .  . 

1 

Superior  Pocahontas  Coal  Co. 

Davy  Crocket  

1 

Superior  Pocahontas  Coal  Co  

1 

Superior  Pocahontas  Coal  Co.        ..  .. 

1 

....... 

J.  B.  B.  Coal  Co  

No.  1  

1 

J.  B.  B.  Coal  Co  | 

No.  2  

1 

J.  B.  B.  Coal  Co  

No.  3.   

" 1 

1 

...... 

J.  B.  B.  Coal  Co  

No.  4  

 1 

3 

Solvay  Collieries  Co  

Marvtown..   

3 
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name'of  company 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

McDOWALL  COUNTY— Con. 
Solvay  Collieries  Co     

Big  Sandy   

2 
2 
6 

3 

Vaughan  Coal  &  Coke  Co    

Vaughan  

Premier  Pocahontas  Collieries  Co  

Nos.  1-2-3-4  

Virginia  Pocahontas  Coal  Co  

No.  1  

No.  2     

Virginia  Pocahontas  Coal  Co   

Nos.  3-4   

No.  6...   

Caretta  

Flat  Top  Coal  Mining  Co  

Thomas   

Dry  Fork  Colliery  Co  

Dry  Fork  

2 
1 

Buchanon  Coal  Co.  

Buchanon  

Yukon  Pocahontas  Coal  Co   

Yukon  

2 

2 

Excelsior  Pocahontas  Coal  Co  

Excelsior.  

New  River  &  Poca.  Cons.  Coal  Co  

Nos.  1-2-3-4-  

81 

New  River  &  Poca.  Cons.  Coal  Co  

Berwind  No.  2  

6 
5 
3 

New  River  &  Poca.  Cons.  Coal  Co  

Berwind  No.  3  

Lathrop  Coal  Co  

Lathrop  

Mohawk  Coal  &  Coke  Co  

Mohawk  . 

1 

Totals  

11 

251 

2 

3 
2 
2 
3 

3 

4 

LOGAN  COUNTY 
Coal  River  Coal  &  Coke  Co  

Dobra  

Spruce  Bend  Coal  Co   

Sharpless  

The  Coa!  Valley  Mining  Co   

Sylvia  

Mifflin  Coal  Co...  

No.  1  

Stone  Branch  Coal  Co   

Stone  Branch  

Guyandotte  Coal  Co   

Guyandotte  

1 

E.  R.  Johnson  Coal  Mining  Co  

Johnson  Nos.  1-2   

2 
3 

H.  T.  Wilson  Coal  Co   

Wilson  

Fort  Branch  Coal  Corporation  

Fort  Branch   

1 

Price  Coal  Co  

Wanda.. 

1 
1 
I 
2 

2 
5 
1 
4 

8 
3 
4 

9 
5 
2 
2 
3 
1 
6 
1 

Manitoba  Coal  Co     

Manitoba   

Rex  Coal  &  Coke  Co...  

Rex  

The  Logan  Coal  Co... 

Logan  

The  Ethel  Coal  Co     

Ethel    

The  Yuma  Coal  &  Coke  Co...   

Yuma  

Gay  Coal  &  Coke  Co     

Gay..  

Cora  Coal  &  Coke  Co  

Cora    

United  States  Coal  &  Oil  Co   

Island  Creek  No.  1  

United  States  Coal  &  Oil  Co 

Island  Creek  No.  2  



United  States  Coal  &  Oil  Co. 

Island  Creek  No.  3 

United  States  Coal  &  Oil  Co. 

Island  Creek  No.  4 

United  States  Coal  &  Oil  Co. 

Island  Creek  No.  5  .  

United  States  Coal  &  Oil  Co  . 

Island  Creek  No.  7  .  .  

United  States  Coal  &  Oil  Co 

Island  Creek  No.  8 

United  States  Coal  &  Oil  Co 

Hand  Creek  No.  9  &  10 

Ferndale  Coal  Co... 

Ferndale .  .  ._   

Aracoma  Coal  Co 

Kohinoor  Coal  &  Coke  Co 

Big  Vein 

Totals 

78 

2 

MINGO  COUNTY 
The  James  R  Shenklin  Coal  Co 

Naugatuck 

i 

Chattaroy  Colliery  Co 

Chattaroy   

i 

2 

1 
1 

The  Buffalo  Collieries  Co  

Buffalo  

3 

Howard  Colliery  Co.        ..    . 

Howard    ...   

Howard  Junior  Coal  Co  .    

Howard  Junior   

E.  L.  Sternberger  Coal  Co    

I 

Williamson  Coal  &  Coke  Co..   . 

2 

Superior  Thacker  Coal  &  Coke  Co.  

Williamson..    

1 

Crystal  Block  Coal  &  Coke  Co   

Winifrede  No.  1  .  ...   

1 

The  White  Star  Mining  Co    

White  Star  

1 

Great  Bend  Coal  Co  

Great  Bend...        ..  .   

1 
1 
1 

Marvin  Coal  Co. .                ...  ..  .  .. 

Red  Jacket  Consolidated  Coal  &  Coke  Co  

Red  Jacket   

Red  Jacket  Consolidated  Coal  &  Coke  Co  

Lick  Fork    

1 

Red  Jacket  Consolidated  Coal  &  Coke  Co  

Mitchell  Branch   

13 
3 
3 

Thacker  Coal  &  Coke  Co  

Nos.  2-3-6-7-9..  

Thacker  Coal  &  Coke  Co  

Nos.  1-2   

1912] 
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES. — 

1912. — Continued. 


NAME  OF  COMPANY 

NAME  OF  MINE 

LOCOMOTIVES. 

Steam 

Elec- 
tric 

Comp. 
Air 

Gaso- 
line 

MINGO  COUNTY — Con. 
Glen  Alum  Coal  Co     

Nos.  1-2-3..  

11 

War  Eagle  Coal  Co   

Pappoose  

1 
1 
1 

War  Eagle  Coal  Co   

Margaret  Mining  Co    

Mary  Helen  Coal  Co     .   

Mary  Helen  

1 

Totals...  

6 

38 

7 

2 
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GENERAL  SUMMARY  OF  INSPECTIONS  BY  DISTRICTS,  JULY  1ST, 
1910  TO  JUNE  30TR,  1912. 


DISTRICT 


INSPECTORS 


No.  of 
Inspections 


First.... 
First.... 
Second . . 
Second . . 
Second . . 
Third... 
Third.... 
Third... 
Fourth.. 
Fourth.. 
Fourth.. 
Fourth.. 
Fourth.. 

Fifth  

Fifth  

Fifth  

Sixth.... 

Sixth  

Sixth  

Sixth.... 

Sixth  

Seventh. . 
Seventh. . 
Eighth.. 
Eighth... 
Ninth.... 
Ninth.... 
Ninth.... 
Tenth.... 
Eleventh. 
Eleventh . 
Eleventh  . 
Eleventh. 
Eleventh. 
Eleventh. 
Eleventh  . 
Twelfth.. 
Twelfth.. 
Twelfth.. 
Twelfth.. 
Twelfth.. 


Schoew.. . 
Vaughn. . 
Parsons. . 

Henry  

Schoew... 
Vaughn. . 

Henry  

Schoew.. . 

Plaster. 

Martin... 

Henry  

Schoew.. . 
Connor... 

Henry  

Martin... 
Jackson.. 

Hill  

Jackson . _ 

Martin  

Henry...- 

Muir  , 

Martin  

Jackson.. . 

Muir  

Martin  

Holliday. . 

Martin  

Muir  

Mitchell.. 
Nicholson. 

Jrady  

Martin  

Henry  

Holliday.  . 
Hill  


Muir  

Grady  

Nicholson  . 

Hill  

Henry  

Martin  


Totals. 


86 
5 

146 
7 
21 

138 
4 
1 

107 
11 

9 
1 
5 
135 
12 
3 

186 
34 
11 
5 
1 

108 
24 
185 
1 

218 
10 
2 

253 
164 
38 
14 
9 
7 
11 
6 

220 
17 
9 
1 
1 

2.226 


240 


Annual  Report  of 


[W.  Va. 


GENERAL  SUMMARY  OF  INSPECTIONS  BY  COUNTIES  JULY  1ST, 
1911  TO  JUNE  30TB.,  1912. 


COUNTY 


Inspections 


Brooke  

Marion  

Hancock  

Marshall.  

Ohio   ,  

Harrison  

Lewis    

Upshur  

Barbour.  

Monongalia  

Preston  

Taylor..  

Grant   

Mineral.    

Randolph  

Tucker  

Braxton  

Gilmer    

Clay   

Mason  

Putnam   

Boone   

Nicholas  

Kanawgha  :  

Greenbrier  

Fayette  

Raleigh  

Mercer   

McDowell   

Logan.    

Mingo..  

Lincoln  

Wayne    

Totals 


2,226 


TOTAL  NUMBER  OF  INSPECTIONS  AND  VISITS  MADE  BY  EACH 
INSPECTOR  DURING  THE  YEAR  ENDING  JUNE  30TH,  1912. 


INSPECTOR 


No.  of 
Inspectioas 


No.  of 
Visits 


Karl  F.  Schoew   

Frank  Parsons   - 

L.  D.  Vaughn   - 

"W.  B.  Plaster   - 

E.  A.  Henry  

B.  H.  Hill..  

James  Martin   — 

R.  Y.  Muir   -- 

L.  B.  Holliday    

Arthur  Mitchell  

Wm.  Nicholson  

P.  A.  Grady....   

J.  H.  Jackson  

Chas.  Connor  

Totals 


2,226 


1912] 


Department  of  Mines. 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912. 


Inspec- 

Dis- 

IJ  J    TT  I1UIIJ 

tions 

V  t 

tricts 

Made 

1 

o 

Henry 

2 

o 

1 

o 

Henrv 

1 

o 

Henrv 

1 

Henrv 
enry 

6 

o 

2 

1 

ocnoew 

2 

1 

Schoew 

2 

o 

ocnoew 

2 

o 

j 

ocnoew 

2 

o 

Schoew 

4 

o 

2 

o 

Schoew 

2 

4 

I 

Schoew 

1 

j 

Schoew 

3 

1 

1 

2 

1 

Schoew 

2 

3 

Schoew 

2 

c 

1 

Schoew 

1 

1 

Schoew 

2 

o 

1 

Schoew 

2 

o 

1 

Schoew 

3 

c 

1 

Schoew 

6 

3 

1 

Schoew 

5 

6 

1 

Schoew 

2 

0 

1 

Schoew 

2 

2 

1 

Schoew 

5 

0 

1 

Vaughn 

3 

11 

1 

Schoew 

3 

0 

1 

Schoew 

5 

0 

1 

Schoew 

4 

1 

1 

Schoew 

3 

1 

1 

Schoew 

o 

1 

Schoew 

0 

1| Schoew 

c 

1  Schoew 

0 

l| Schoew 

1 

1  Schoew 

0 

1 

Schoew 

2 

1 

Schoew 

91 

39 

o 

5 

Henry 

o 

2 

0 

5 

Henry 

3 

0 

5 

Henry 

3 

o 

5 

Henry 

3 

0 

5 

Henry 

2 

0 

5 

Henry 

2 

0 

5 

Henry 

15 

0 

3 

0 

5 

Henry 

4 

0 

5 

Henry 

2 

0 

5 

Henry  • 

1 

0 

5 

Henry 

1 

0 

5 

Henry 

2 

0 

5 

Henry 

2 

0 

5 

Henry 

15 

0 

NAME  OF  COMPANY 


NAME  OF  MINE 


BROOKE  COUNTY 

La  Belle  Coal  Co  

Beech  Bottom  Coal  Co — 

Lewis  Findley  Coal  Co  

Lewis  Findley  Coal  Co  

Lewis-Findley  Coal  Co  


Totals. 


MARION  COUNTY 

Consolidation  Coal  Co  

Consolidation  Coal  Co   

Consolidation  Coal  Co   

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  eCo  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Jamison  Coal  &  Coke  Co  

Jamison  Coal  &  Coke  Co  

Jamison  Coal  &  Coke  Co  

New  Central  Coal  Co  

Federal  Coal  &  Coke  Co  

Federal  Coal  &  Coke  Co  

Virginia  &  Pittsburg  C.  &  C.  Co. 
Virginia  &  Pittsburg  C.  &  C.  Co. 

Parker  Run  Coal  &  Coke  Co  

Harry  B.  Coal  Co  

Harry  B.  Coal  Co  

Kilarm  Coal  &  Coke  Co.  

Pittsburg  Steam  Coal  Co  

Catawba  Coal  &  Coke  Co  

Dakota  Coal  &  Coke  Co  

Phillips  Coal  Co  

Four  States  Coal  &  Coke  Co  


Totals . 


HARRISON  COUNTY 
Marquette  Coal  Co  


Totals. 


MARSHALL  COUNTY 

Wheeling  Steel  &  Iron  Co  

Mound  City  Coal  Co  

Ben  Franklin  Coal  Co  

Glendale  Coal  Co.   

Parrs  Run  Coal  Co  

Hitchman  Coal  Co  


Totals. 


OHIO  COUNTY 
Elm  Grove  Coal  Co. .  . 
Whittaker  Glessner  Co. 
J.  S.  Creighton  &  Son.. 

Peter  Storch  &  Son  

Richland  Coal  Co  

Reymann  Brewing  Co. 
La  Belle  Iron  Works. .. 


Lewis  No.  1  

Beech  Bottom  No.  1. 

Locust  Grove  

Lewis-Findley  No.  3. 
Lewis-Findley  No.  4 . 


Consolidation  No.  22. 
Consolidation  No.  24. 
Consolidation  No.  26_ 
Consolidation  No.  28. 
Consolidation  No.  34  _ 
Consolidation  No.  36. 
Consolidation  No.  38. 
Consolidation  No.  43. 
Consolidation  No.  45. 
Consolidation  No.  47. 
Consolidation  No.  53 . 
Consolidation  No.  56. 
Consolidation  No.  59. 
Consolidation  No.  63. 
Consolidation  No.  67. 
Consolidation  No.  68. 
Consolidation  No.  84. 

Jamison  No.  7  

Jamison  No.  8  

Jamison  No.  9  

Stafford  

Federal  

Federal  

Morgan  

Kingmont  

Parker  Run  

Harry  B  

Junior  

Kilarm  Nos.  2-3  

Elizabeth  

Catawba  

Dakota  No.  2  

Phillips  

Annabelle  


Marquette . 


Benwood  

Mound  Shaft  

Panama  

Glendale  ._, 

Parrs  Run  Shaft . 
Hitchman  


Elm  Grove  

Carter  

Creighton  

Storch..  

Richland  

Manchester  

La  Belle  Shaft. 


Totals. 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


Inspec- 

Dis- 

By Whom 

tions 

Visits 

tricts 

Made 

-  l 

: 

2 

Parsons 

( 

2 

Parsons 

i 

I 

Parsons 

] 

c 

2 

Parsons 

i 

' 

1  2 

Parsond 

5 

l 

2 

Parsons 

1 

r 

5 

Parsons 

( 

i 

1 

Parsons 

1 

( 

2 

Parsons 

't 

0 

Parsons 

C 

1 

2 

Parsons 

] 

( 

2 

Parsons 

\ 

( 

2 

Parsons 

( 

2 

Parsons 

3 

] 

Parsons 

1 

( 

2 

Parsons 

2 

c 

2 

Parsons 

1 

c 

' 

Parsons 

1 

G 

2 

Parsons 

1 

2 

2 

Parsons 

C 

1 

2 

Parsons 

1 

1 

J 

Parsons 

0 

2 

2 

Parsons 

4 

C 

2 

Parsons 

3 

2 

2 

Parsons 

0 

S 

2 

Parsons 

3 

6 

2 

Parsons 

2 

2 

2 

Parsons 

4 

2 

2 

Parsons 

3 

0 

2 

Parsoas 

3 

2 

2 

Parsons 

2 

0 

2 

Parsons 

7 

0 

2 

Parsons 

6 

0 

2 

Parsons 

4 

1 

2 

Parsons 

3 

0 

2 

Parsons 

4 

2 

2 

Parsons 

4 

1 

2 

Parsons 

0 

1 

2 

Parsons 

2 

0 

2 

Parsons 

0 

1 

2 

Parsons 

2 

3 

2 

PftnsoDfl 

0 

2 

Henry 

21 

0 

2 

Schoew 

5 

0 

2 

Parsons 

3 

0 

2 

Parsons 

1 

o 

2 

Psrsons 

1 

3 

2 

Parsons 

2 

1 

2 

Parsoas 

2 

0 

2 

Parsons 

1 

0 

2 

Parsons 

3 

3 

2 

Parsons 

3 

0 

2 

Parsons 

2 

o 
& 

Parsons 

2 

0 

2 

Parsons 

2 

1 

2 

Parsons 

1 

0 

2 

Parsons 

3 

2 

2 

Parsons 

156 

56 

3 

0 

2 

Pareons 

3 

0 

4 

0 

2 

'arsons 

1 

J 

2 

'arsons 

2 

2 

Parsons 

NAM K  OF'OOMPANY 


HARRISON  COUNTY 

Consolidation  Coal  Co.  

Consolidttion  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co..  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co   

Consolidation  Coal  Co..  

Consolidation  Coal  Co  

Consolidation  Coal  Co..  

Consolidation  Coal  Co..  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co   

Consolidation  Coal  Co  

Consolidation  Coal  Co...  

Virginia-Maryland  Coal  Corp.. . 
Virginia-Maryland  Coal  Corp. 


NAME  OF  MINE 


Central  Fairmont  Coal  Co   Snake  Hill. 


Consolidation  No.  21 . 
Consolidation  No.  25. 
Consolidation  No.  29. 
Consolidation  No.  32. 
Consolidation  No.  35. 
Consolidation  No.  39. 
Consolidation  No.  40. 
Consolidation  No.  40. 
Consolidation  No.  41). 
Consolidation  No.  50. 
Consolidation  No.  51. 
Consolidation  No.  52. 
Consolidation  No.  55. 
Consolidation  No.  58. 
Consolidation  No.  60. 
Consolidation  No.  61 . 
Consolidation  No.  62. 
Consolidation  No.  66 . 
Consolidation  No.  77. 

Willard  No.  1  

Willard  No.  2  


Corona  Coal  &  Coke  Co    j  Harold  

Vincent  Coal  Co..    Grassclli  

Haywood  Coal  Mining  Co  Monroe   

Hutchinson  Coal  Co   York   

Hutchinson  Coal  Co   Eric  Nos.  1-2  

Hutchinson  Coal  Co   Delta   

Hutchinson  Coal  Co   Byron  

Hutchinson  Coal  Co   McCandlish  Nos.  1-2. 

Lamberts  Run  Coal  Co   Clauson   

Harrison  County  Coal  Co  Overholt.  

Blue  Ridge  Coal  Co  Thompson..  

Hero  Coal  &  Coke  Co   Hero.  

Rosebud  Fuel  Co    Rosebud  Nos.  1-2 .. . 

National  Coal  Co   National  

Fayette  Coal  Co   Fayette  

Short  Line  Coal  Co    Girard  Nos.  1-2-3  

Fairmont  &  Baltimore  C.  &  C.  Co  Fairmore...  

Maderia-Hill-Clark  Coal  Co  Waldo  No.  1  

Madeira-Hill-Clark  Coal  Co  Goff  

Madeira-Hill-Clark  Coal  Co  !  Randolph  

Madeira-Hill-Clark  Coal  Co  Randolph  

Madeira-Hill-Clark  Coal  Co  Randolph  

Orr  Coal  Mining  Co  Miller  Nos.  1-2  

O'Gara  Coal  Mining  Co  O'Gara  

Duquesne  Coa!  Co  Phoenix  

Harry  B.  Coal  &  Coke  Co  Pitcairn  

Marshall  Coal  Co  Marshall  

Barnard  Coal  Co  Burke  

Clarksburg  Gas  Coal  Co  'McWhorter  


Marion  Gas  Coal  Co. 

Daniel  Coal  Co  

Hygrade  Coal  Co  

The  Monongah  Fuel  Co. 

Swiger  Coal  Co  

Byron  Coal  Co  

Byron  Coal  Co  


Totals  . 


LEWIS  COUNTY 
Kroger  Gas  Coal  Co  


Total. 


UPSHUR  COUNTY 

Upshur  Coal  Mining  Co  

Red  Rock  Fuel  Co   

Buckhannon  River  Coal  Co — 


Bingamon. 
Gocke  Nos.  1-2 . 

Page  

Gillihue  

Gilbert  

Keith  

Althea  


Polar. 


Lorentz  

Red  Rock  Nos.  1-2. 
Florence  Nos.  1-2.. 


L912  | 
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STATEMENT  SHOWING  NAMES  OF  MINES,  Nil  MEEK  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


UPSHUR  COUNTY — Con. 
New  Comer  Coa!  Co  


Totals . 


BARBOUR  COUNTY 

H.  M.  Crawford  

Meriden  Coa!  Mining  Co  

Tygarts  River  Coal  Co  

Consolidation  Coal  Co  

Consolidation  Coal  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Pitts  Vein  Coal  Co  

Century  Coal  Co  

Humphries  Colliery  Co  

Grafton  Fuel  Co  

W.  H.  Foster,  Trustee  

Davis  Colliery  Co  

Luella  Coal  &  Coke  Co  


Totals. 


MONONGALIA  COUNTY 

Pittsburgh  Steam  Coal  Co  

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Connellsville  Basin  Coal  Co  

Great  Scott  Coal  Co  

Antler  Coal  Co  


Totals. 


,    PRESTON  COUNTY 

Austen  Coal  &  Coke  Co  

Hamilton  Coal  &  Coke  Co  

Hamilton  Coal  &  Coke  Co  

Hamilton  Coal  &  Coke  Co  

Gorman  Coal  &  Coke  Co  

Merchants  Coal  Co  

S.  H.  Jordan  

Kingwood  Coal  Co  

Hite  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Preston  County  Coal  Co  

Borgman  Coal  Co  

Hiorra  Coke  Co  

Irona  Coal  Co  


Totals. 


TAYLOR  COUNTY 

Grafton  Coal  &  Coke  Co  

Pittsvein  Coal  Co  

Pittsvein  Coal  Co  

T.  B.  Davis  Coal  Co  

McGraw  Coal  Co  

McGraw  Coal  Co  

Rosemont  Coal  Co  

Maryland  Coal  Co  

Winona  Coal  &  Coke  Co  

Sterling  Coal  Co  

Harrison  Coal  Co  

L.  B.  Bryden  Coal  Co.  __ 


Totals. 


NAME  OF  MINE 


New  Comer. 


Adma  

Meriden  

Arden  

Consolidation  No.  30. 
Consolidation  No.  37. 

Dartmore  

Weaver  No.  1  

Weaver  No.  3  

Flemington  No.  4  

Century  1-2  

Humphries  No.  1  

Lillian  Nos.  1-2  

Sarah  No.  1  

Junior  No.  1  

Luella  No.  1  


Opekiska  No.  1  

Sabraton  4-5  

Richard  

Elkins  No.  3  

Rock  Forge  Nos.  1  &  4. 

Great  Scott  No.  1  

Round  Bottom  No.  1 . . 


iusten  Nos.  1-2  

Newburg  Shaft  

Newburg  Shaft  

Newburg  Shaft  

Gorman  No.  2  

Tunnel  ton  No.  2  

Corinth  No.  2  

riowesville  Nos.  1-2. 

Dixie  No.  1  

Bretz  No.  2  

Masontown  No.  6.. 

Kingwood  No.  4  

Cascade  Nos.  1-2-3. 

Borgman  No.  1  

Hiorra   

lroha  No.  1  


Sand  Lick  No.  1__ 

Pittsvein  

Flemington  No.  4. 

f .  B.  Davis  

New  York  

New  York  

liosemont  

Wendal  

Winona  

Cecil  

Smith  

Sunnyside  


Inspec- 
tions 


36 


4s 


Visits 


Dis- 
tricts 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


Inspec- 

Dis- 

By Whom 

tions 

• 

V lsits 

tricts 

Made 

] 

j 

4 

Plnofn* 
J    I.I     I  1 

1 

C 

i 

Henry 

1 

c 

i 

Martin 

3 

c 

4 

Plaster 

t 

i 
i 

_ 
I 

4 

I laster 

i 

c 

A 

Plaster 

o 
3 

c 

4 

Plaster 

c 

A 

Plaster 

2 

1 

4 

Plaster 

1 

A 

i 

Henry 

1 

G 

4 

Martin 

5 

4 

Plaster 

i 

o 

A 

Henry 

0 

A 

Martin 

A 

c 

4 

Plaster 

1 

i 

Pino*  am 

riasier 

2 

0 

4 

Plaster 

2 

0 

4 

Plaster 

o 
a 

4 

Plaster 

1 

0 

4 

Schoew 

1 

0 

4 

Martin 

2 

0 

4 

Planter 

2 

0 

4 

Plaster 

3 

0 

4 

Plaster 

1 

0 

4 

Martin 

1 

0 

4 

Henry 

1 

0 

4 

Martin 

1 

0 

4 

Martin 

1 

0 

4 

Henry 

1 

0 

4 

Plaster 

2 

4 

Plaster 

1 

0 

4 

Henry 

1 

0 

4 

Martin 

1 

0 

4 

Plaster 

1 

0 

4 

Plaster 

2 

0 

4 

Plaster 

59 

10 

5 

0 

4 

Plaster 

0 

2 

4 

Connor 

3 

•  1 

4 

Plaster 

2 

4 

Plaster 

1 

0 

4 

Piaster 

0 

1 

4 

Plaster 

3 

0 

4 

Plaster 

3 

0 

4 

Plaster 

1 

0 

4 

Connor 

Q 

o 

0 

4 

Plaster 

2 

o 

4 

Plaster 

1 

0 

4 

Plaster 

1 

0 

4 

Connor 

1 

1 

4 

Plaster 

2 

0 

4 

Plaster 

1 

1 

4 

Plaster 

29 

3 

0 

4 

Plaster 

1 

0 

4 

Connor 

2 

1 

4 

Plaster 

2 

0 

4 

Plaster 

2 

2 

4 

Plaster 

1 

0 

4 

Henry 

1 

0 

4 

Martin 

NAME  OF  COMPANY 


GRANT  COUNTY 

Davis  Coal  <fe  Coke  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Buffalo  Creek  Cumberland  Coal  Co... 

Totals  


MINERAL  COUNTY 

Davis  Coal  &  Coke  Co..  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co..  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Abrams  Creek  Coal  Co  

Abrams  Creek  Coal  Co  

Abrams  Creek  Coal  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Mastella  Coal  &  Coke  Co  

Hamill  Coal  Co   

Western  Maryland  Coal  Co  

Western  Maryland  Coal  Co  

Western  Maryland  Coal  Co  

Western  Maryland  Coal  Co  

Big  Vein  Coal  Co  

Gleason  Coal  &  Coke  Co  


Totals  . 


RANDOLPH  COUNTY 

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co   

Davis  Colliery  Co   

Davis  Colliery  Co  

Davis  Colliery  Co   

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co —  

Davis  Colliery  Co  

Brady  Coal  Co  

J.  B.  Jenkins    

J.  B.  Jenkins  

W.  H.  Green  

Rich  Mountain  Coal  Co  

Rich  Mountain  Coal  Co  


Totals. 


TUCKER  COUNTY 

Cumberland  Coal  Co   

Cumberland  Coal  Co  

Cumberland  Coal  Co  

Cumberland  Coal  Co  

Davis  Coal  &  Coke  Co..  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  


NAME  OF  MINE 


Henry  No.  22. 
Henry  No.  22. 
Henry  No.  22. 
Buffalo  Cnek. 


Elkgardcn  No.  4  

Elkgardcn  No.  5  

Elkgardcn  No.  6  

Elkgardcn  No.  10   

No.  19  

No.  19  

No.  19  

Ott  No.  20  

Ott  No.  20  .  

Ott  No.  20  

Kittanning  No.  14  

Wabash  No.  49  

No.  50  

No.  51..   

Oakmont  

Oakmont  

Oakmont  

New  Creek  

Pinnacle  &  Hampshire  Six  Ft. 

Hampshire  Four  Ft  

New  Creek  

New  Creek   

No.  2  

No.  3    

No.  3    

Smith   

Wabash   

Wabash   

Wahash  

Blaine.   

Four  Foot   

Gleason   


Weaver  Nos.  1-2. 
Weaver  Nos.  1-2. 

Sivad  No.  2  

Coalton  No.  1  

Coalton  No.  3.... 
Harding  No.  1 . . . 
Harding  No.  3... 

North  Drift  

North  Drift  

Coaling  Station. . 
Klondyke  No.  1.. 

Jenkins  No.  1  

Jenkins  

Leroy  No.  1  

Beech  Creek  

Hart  ridge  


Douglas  No.  1.. 
Douglas  No.  1 . . 
Douglas  No.  2. . 
Douglas  No.  5_. 
Thomas  No.  23. 
Thomas  No.  23. 
Thomas  No.  23. 
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STATEMENT  SHOWING  NAMES  OF  MINES.  NUMBER  OE  IN8PEC 
TIONS  AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TII,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 

Dis- 

 . 

By  Whom 

tions 

• 

Visits 

tricts 

Made- 

1 

( 

4 

Plaster 

2 

0 

4 

Plaster 

A 

10 

4 

Plaster 

1 

0 

4 

Henry 

1 

0 

4 

Martin 

1 

0 

4 

Connor 

1 

1 

4 

Plaster 

1 

t 

4 

Plaster 

1 

c 

4 

Plaster 

1 

c 

4 

Conner 

2 

2 

4 

Plaster 

1 

c 

4 

Martin  1 

1 

0 

4 

1 

0 

4 

Plaster 

3 

0 

4 

Plaster 

2 

0 

4 

Plaster 

1 

0 

4 

Plaster 

1 

1 

4 

Plaster 

1 

1 

4 

Plaster 

39 

18 

2 

0 

5 

Henry 

3 

0 

5 

Martin 

Q 
0 

0 

5 

Henry 

1 

0 

5 

Martin 

2 

0 

5 

Henry 

1 

0 

5 

Martin 

12 

0 

2 

0 

5 

Henry 

3 

o 

5 

5 

0 

1 

0 

5 

Henry 

1 

0 

5 

Henry 

2 

0 

5 

Henry 

0 

1 

7 

Martin 

4 

1 

3 

0 

5 

Henry 

1 

0 

5 

Henry 

3 

0 

5 

Henry 

2 

0 

5 

Henry 

9 

0 

0 

5 

Henry 

0 

5 

Henrv 

0 

5'Henrv 

0 

5 

Henry 

0 

5 

Henry 

0 

5 

Henry 

0 

5 

Henry 

0 

5 

Henry 

8 

0 

4 

0 

6 

Hill 

3 

3 

6 

Hill 

3 

0 

6 

Hill 

0 

1 

6 

Hill 

TUCKER  COUNTY— Cont. 

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  


Totals . 


BRAXTON  COUNTY 

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co  

Davis  Colliery  Co  


Totals. 


GILMER  COUNTY 

Gilmer  Fuel  Co   

Gilmer  Fuel  Co  


Totals - 


CLAY  COUNTY 

Queen  Shoals  Coal  Co  

Elk  Manor  Coal  Co  

Elk  River  Coal  &  Lumber  Co. 
Nicholas  Coal  &  Coke  Co  


Totals . 


MASON  COUNTY 

Hutchinson  Coal  Co  

Lumberport  Coal  &  Coke  Co. 

Hartford  Coal  Mining  Co  

Dixie  Coal  Co  


Totals. 


Totals . 


Pendleton  Run  

Coketon  No.  24  

Coketon  No.  25  

Coketon  No.  2.5  

Coketon  No.  25  

Coketon  No.  25  

Coketon  No.  26  

Coketon  Nos.  35-26. 

Coketon  No.  36  

Coketon  No.  36  

Thomas  No.  34  

Thomas  No.  34  

Thomas  No.  34  

Coketon  No.  37  

Bush  No.  38  

Francis  

Thomas  No.  28  

Pierce  No.  39  

Pierce  No.  40  


Davis  No.  7. . 
Davis  No.  7.. 

ris  No.  10. 
Davis  No.  10. 
Copeu  No.  11. 
Copen  No.  11. 


Gilmer. 
Gilmer. 


Burnswell  

Dorfee  

Rich  Run  

Carter  No.  6. 


Linden  

Jackson  Furnace. 

Hartford  

Dixie  


PUTNAM  COUNTY 

Oak  Forest  Coal  Co  Oak  Forest 

Plymouth  Coal  Mining  Co  

Plymouth  Coal  Mining  Co  

Otto  Marmet  Coal  Mining  Co... 
Otto  Marmet  Coal  Mining  Co... 

Black  Betsy  Coal  Mining  Co  

Black  Betsy  Coal  Mining  Co.... 
Black  Betsy  Coal  Mining  Co  


BOONE  COUNTY 

Coal  River  Co   

Spruce  River...   

Peytona  Block  Coal  Co.  .[Block  

The  Hickory  Ash  Coal  Co   I  Hickory  Ash. 


Plymouth . 

Manilla  

Big  Otto  No.  1_„_ 
Big  Otto  No.  3-.. 
Black  Betsy  No.  1. 
Black  Betsy  No.  2. 
Black  Betsy  No.  3. 


Ottawa. 
No.  1.. 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 
tions 


Visits 


Dis- 
tricts 


By  Whom 
Made 


BOONE  COUNTY — Cont. 

Anchor  Coal  Co   

Webb  Coal  Mining  Co  

Seng  Creek  Coal  Co  


Anchor  

Webb  

Seng  Creek. 


Totals . 


NICHOLAS  COUNTY 

Nicholas  Coal  &  Coke  Co  

Nicholas  Coal  &  Coke  Co  

Nicholas  Coal  &  Coke  Co  

Saxman  Coal  &  Coke  Co  

Saxman  Coal  &  Coke  Co  

.Saxman  Coal  &  Coke  Co  

Pardee  &  Curtin  Lumber  Co. . 
Pardee  &  Curtin  Lumber  Co.. 


Arminius  

Cambria  

Mt.  Carmel... 
Saxman  No.  1. 
Saxman  No.  2. 
Saxman  No.  3. 

Panther  

Mayo  


Totals. 


KANAWHA  COUNTY 

Queen  Shoals  Coal  Co...:  Queen  Shoals. 

The  Morris  Fork  Coal  Co..  Turner  Nos.  1-2. 

The  Morris  Fork  Coal  Co  Turner  Nos.  1-3. 

The  Pen  Mar  Mining  Co  Pen  Mar. 

Clay  Coal  Co  Bradley  White  Ash. 

Villa  Coal  Mining  Co   Villa. 

Blue  Creek  Coal  &  Land  Co  Wills  Hollow  Nos.  1-2. 

Blue  Creek  Coal  &  Land  Co  Blakeley  No.  4. 

Standard  Kanawha  Coal  Mining  Co...  Nos.  1-2. 

Williams  Coal  Co   Williams. 

Virginia  Coal  Co  Virginia. 

Sunday  Creek  Co  No.  101. 

Sunday  Creek  Co  No.  104. 

Sunday  Creek  Co   No.  105. 

Hughes  Creek  Coal  Co  Hugheston  No.  2. 

Hughes  Creek  Coal  Co  Hugheston  No.  3. 

Hughes  Creek  Coal  Co  Hugheston  No.  4. 

Cannelton  Coal  Co   Cannelton  No.  1. 

Cannelton  Coal  Co   Cannelton  No.  2 . 

Campbells  Creek  Coal  Co   Putney  Nos.  1-2. 

Kellys  Creek  Colliery  Co  Nos.  1-3. 

Coopers  Creek  Coal  Co  Peacock. 

Wierwick  Cannel  Coal  Co  Falling  Rock. 

Marmet  Coal  Co...   Monarch  No.  1. 

Marmet  Coal  Co    Monarch  

Marmet  Coal  Co    |Marmet  Nos.  1-2. 

Marmet  Coal  Co    New  Butler  

Marmet  Coal  Co  Lens  Creek  

Marmet  Coal  Co  j  Black  Band  

Olcott  Coal  &  Iron  Co  Nos.  1-2  

Pioneer-Peerless  Gas  Coal  Co  Dry  Branch  No.  1 

Pioneer-Peerless  Gas  Coal  Co  j  Wilton  

Winifrede  Coal  Co    Winifrede  North.. 

Winifrede  Coal  Co    Winifrede  North.. 

Winifrede  Coal  Co  Winifrede  North.. 

Wrinifrede  Coal  Co    Winifrede  South. 

Winifrede  Coal  Co    Winifrede  West. 

Dry  Branch  Coal  Co  Coalburg  No.  2. 

Dry  Branch  Coal  Co  Coalburg  Nos.  4-5. 

Dry  Branch  Coal  Co  Belmont. 

Dry  Branch  Coal  Co  Belmont. 

Coalburg  Colliery  Co   Belmont  

Coalburg  Colliery  Co  Ronda  

Coalburg  Colliery  Co  Ronda  

Wyatt  Coal  Co   Berlin  

Wyart  Coal  Co...   Horton  No.  1. 

Wyatt  Coal  Co  Horton  No.  2. 

Wyatt  Coal  Co  Oakley  

Lewis  Coal  &  Coke  Co  Peerless  

Lewis  Coal  &  Coke  Co    Belmont  

Lewis  Coal  &  Coke  Co    Lewiston  

Southern  Collieries  Co  No.  3  


Hill 
Hill 

inn 


Martin 
Martin 
Martin 
Parsons 
Parsons 
Parsons 
Parsons 
Parsons 


Henry 
Martin 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
Henry 
51  Henry 
5 1  Henry 
5  Henry 


Henry 
Henry 
Henry 
Henry 
Henry 
Martin 
Henry 
Henry 
Hill 
Hill 
Hill 
Hill 
Hill 
Hill 
Henry 
Martin 
Hill 
Hill 
Hill 
Hill 

Jackson 
Hill 

Jackaon 

Jackson 

Jackson 

Hill 

Hill 

Hill 

Hill 

Hill 

Hill 

Hill 

Hill 

Hill 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC 
TIONS  AND  VISITS  MADE  DUEING  TEE  YEAH 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Dis- 

By Who 

Visits 

tricts 

Made 

2 

0 

6 

Hill 

2 

0 

6 

Hill 

2 

0 

elHiii 

0 

6  Hill 

0 

6 

Hill 

0 

6  Jackson 

0 

6  Jackson 

0 

6  Jackson 

0 

6  Jackson 

2 

0 

0  Hill 

2 

0 

6 

Hill 

2 

1 

6 'Hill 

2 

0 

6 

Hill 

2 

0 

6  Hill 

1 

0 

6  Hill 

3 

0 

6  Hill 

3 

1 

6  JJill 

1 

0 

6  (Jackson 

2 

0 

6  j  Jackson 

2 

1 

6  Hill 

2 

0 

6  Hill 

2 

0 

6  Hill 

2 

1 

6  Hill 

3 

0 

6  Hill 

0 

6  Jackson 

0 

6  j  Hill 

0 

6 1  Jackson 

0 

6 

Hill 

0 

6  Jackson 

0 

6|Hill  

0 

6 1  Jackson 

0 

6 

Jackson 

0 

6  Hill 

0 

6  Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

1 

6 

Hill 

0 

6 

Jackson 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Hill 

0 

6 

Jackson 

0 

6 

Jackson 

2 

0 

6 

Hill 

1 

0 

6 

Jackson 

2 

0 

6 

Hill 

2 

0 

6 

Hill 

2 

0 

7'  Martin 

3 

0 

Martin 

2 

0 

Martin 

3 

0 

Martin 

3 

0 

Martin 

3 

0 

Martin 

0 

Martin 

KANAWHA  COUNTY— Cont 

Holley  &  Stephenson  

Holley  &  Stephenson  

Wake  Forest  Mining  Co  

Carbon  Coal  Co   

Carbon  Coal  Co   

Carbon  Coal  Co   

Carbon  Coal  Co  

Carbon  Coal  Co  

Carbon  Coal  Co  

Carbon  Coal  Co  

Carbon  Coal  Co   .. 

Republic  Coal  Co  

Republic  Coal  Co  

Republic  Coal  Co  

Republic  Coal  Co  

Republic  Coal  Co  

West  Virginia  Colliery  Co  

West  Virginia  Colliery  Co  

WTest  Virginia  Colliery  Co   

WTest  Virginia  Colliery  Co  

West  Virginia  Colliery  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Czbin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co.  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co.  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co_.  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co..  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coa!  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Cahin  Creek  Cons.  Coal  Co  

Cabin  Creek  Cons.  Coal  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  


No.  2  

No.  5..  

Wake  Forest  

Low  Sulphur  

Carbon  Splint. ..... 

Carbon  Splint  

Eagle  No.  1  

Carbon  No.  1  

Carbon  No.  3  

South  Carbon  

North  Carbon  

Republic  No.  1  

Republic  No.  2  

Republic  No.  3  

Republic  No.  4  

Republic  No.  5  

No.  1  

No.  1  

No.  2  

No.  3  

No.  4   

Holly  

Bellclare  

Davis  

Davis  

Cherokee   _ 

Cherokee  

Caledonia .  

Caledonia  

Red  Warroir.  

Red  Warrior  

Buckeye  

Buckeye  

Empire  

Empire  

Black  Tulip  

Black  Tulip  

Keystone  

Acme  

Acme  

Shamrock  

Shamrock  

Thistle  

Raccoon  No.  1  

Raccoon  No.  1  

Raccoon  No.  2  East. 
Raccoon  No.  2  East. 
Raccoon  No.  2  West 
Raccoon  No.  2  West 

Rose  

Rose  

Kayford  Nos.  1-2... 

Kayford  No.  1  

Quarrier  

Quarrier  

United  Gas  

United  Gas  

United  Splint  

United  Splint  

Dacota  

Ruby  

Ruby  

Knickerbocker  

Reynolds  

Scranton  

Paint  Creek  

Wacomah  

Banner  No.  1  

Banner  No.  2  

Detroit  

Morton   
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  TEE  YEAR 
ENDING  JUNE  30TB,  1912.— Continued, 


Inspec- 

Dis- 

By Whom 

tions 

• 

Visits 

tricts 

Made 

2 

0 

7 

Martin 

2 

0 

7 

Martin 

o 

£ 

0 

7 

Martin 

1 

0 

7 

Martin 

0 

ss 

0 

7 

Martin 

o 

L 

0 

7 

Martin 

2 

0 

7 

Martin 

1 

0 

7 

Jackson 

1 

0 

7 

Jackson 

o 
z 

0 

7 

Martin 

2 

0 

7 

Martin 

1 

0 

7 1  Jackson 

1 

0 

7  Jackson 

1, 

0 

7  Martin 

2 

0 

7 1  Martin 

3 

0 

7  j  Martin 

1 

0 

7' Martin 

3 

0 

7j  Martin 

3 

0 

7  Martin 

1 

0 

7 1  Jackson 

2 

0 

7;  Martin 

3 

0 

7  Martin 

2 

0 

7 

Martin 

1 

0 

7 

Jackson 

2 

0 

7 

Jackson 

2 

0 

7 

Martin 

1 

0 

7 

Martin 

286 

8 

1 

0 

2 

Parsons 

*■ 

0 

1 

0 

5 

Martin 

1 

0 

5 

Henry 

o 

0 

5  Henry 

1 

0 

5  Henry 

2 

0 

5  Henry 

2 

0 

5  Henry 

2 

0 

5  Henry 

2 

0 

5  Henry 

1 

0 

.5  Henry 

1 

0 

5  henry 

2 

0 

7;  Martin 

2 

0 

7  i  Martin 

1 

0 

7  Jackson 

1 

0 

7  Jackson 

I 

0 

7 

Jackson 

2 

0 

a  Henry 

2 

0 

6 

Henry 

2 

0 

5  Henry 

2 

o 

.5  Henry 

1 

0 

5  Henry 

1 

0 

5  Henry 

1 

0 

5 1  Henry 

1 

0 

Henry 

2 

0 

7^  Martin 

4 

0 

7  Martin 

1 

0 

7  Jackson 

2 

0 

7,  Martin 

1 

0 

7  Jackson 

3 

0 

7  Martin 

1 

0 

7  Jackson 

3 

0 

7 

Martin 

1 

0 

7  Jackson 

2 

0 

7  Martin 

0 

1 

7  Jackson 

1 

0 

7 1 Jackson 

NAME  OF  COMPANY 


NAME  OF  MINE 


KANAWHA  COUNTY— Con. 

Paint  Creek  Collieries  Co  

Paint  Cndc  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co.  

Coalburg-Kanawha  Coal  Co  

Coalburg-Kanawha  Coal  Co  

Southwestern  Splint  Fuel  Co  

Southwestern  Splint  Fuel  Co  

Belmont  Coal  Co  

Belmont  Coal  Co  *.  

Belmont  Coal  Co  

Belmont  Coal  Co  . .  

Crown  Hill-Kanawha  Coal  Co  

Crown  Hill-Kanawha  Coal  Co  

Standard  Splint  &  Gas  Coal  Co.... 

Imperial  Colliery  Co  

Imperial  Colliery  Co  

Imperial  Colliery  Co.  

Chesapeake  Mining  Co  

Chesapeake  Mining  Co   

Chesapeake  Mining  Co  

Chesapeake  Mining  Co   

Montgomery  Coal  Co  

Montgomery  Coal  Co  

Montgomery  Coal  Co  

Montgomery  Coal  Co  

Morris  Creek  Colliery  Co  


Totals. 


GREENBRIER  COUNTY 
Elk  Lick  Coal  Co  


Totals. 

FAYETTE  COUNTY 

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co   

Sunday  Creek  Co  

Sunday  Creek  Co  

Columbus  Iron  &  Steel  Co. 

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

W.  R.  Johnson  

Boomer  Coal  &  Coke  Co. . . 
Boomer  Coal  &  Coke  Co... 
Boomer  Coal  &  Coke  Co... 
Boomer  Coal  &  Coke  Co... 

Cannelton  Coal  Co  

'  Cannelton  Coal  Co  

Cannelton  Coal  Co  

Cannelton  Coal  Co  

Paint  Creek  Colliery  Co  

Mecca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Mceca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Mecca  Coal  &  Coke  Co  

Eureka  Colliery  Co  

Eureka  Colliery  Co  

St.  Clair  Colliery  Co  


Grose  No.  1  

Grose  No.  2  

Greenbrier  No.  2_ . 

Greenbrier  No.  3.. 

Coalburg  "A"  

Coalburg  'B"  

Black  Cat  

Black  Cat.  

Belmont.  

New  Coalburg  

Cedar  Grove  

Cedar  Grove  

Crown  Hill  

Crown  Hill  

Standard  

Imperial  No.  1  

Imperial  No.  2  

Imperial  No.  3  

Chesapeake  No.  1 . 
Chesapeake  No.  1 . 
Chesapeake  No.  2. 
Chesapeake  No.  3. 

Possom  Hollow  

Possom  Hiollow... 

Upper  Creek  

Upper  Creek.  

Morris  Creek  


Spruce  Knob. 


No.  Ill   

No.  Ill   

No.  112   

No.  114   

No.  115.  

Columbus  No.  1  

Oakland  No.  1  

Oakland  No.  2  

Kanawha  Gas  No.  1 . 
Kanawha  Gas  No.  2. 

Crescent  No.  5  

Crescent  No.  6  

Crescent  No.  5  

Crescent  No.  6  

Crescent  No.  7  

Boomer  No.  2  North. 
Boomer  No.  2  South . 

Boomer  No.  3,  

Boomer  No.  4  

No.  2  North  

No.  2  South  

Cannelton  No.  2  

Cannelton  No.  3  

Hickory  Camp  

Mecca  No.  2  Gas  

Mecca  No.  2  Gas  

Mecca  No.  5  

Mecca  No.  5  

Diamond  No.  4  

Diamond  No.  4  

Diamond  No.  5  

Diamond  No.  5  

Eureka  No.  14  

Eureka  No.  14  

St.  Clair  
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  191 2.— Continued. 


Inspec- 

Dis- 

By Whom 

tions 

Visits 

tricts 

Made 

1 

G 

7 

Martin 

2 

0 

7 

Martin 

1 

0 

7 

Jackson 

2 

0 

7 

Martin 

1 

0 

7 

Jackson 

0 

7 

Martin 

1 

0 

7 

Jackson 

1 

0 

7 

Jackson 

1 

0 

7 

Martin 

1 

0 

7 

Martin 

1 

0 

7 

Jackson 

2 

0 

7 

Martin 

1 

0 

7 

Jackson 

2 

0 

7 

Martin 

5 

0 

7 

Jackson 

3 

0 

7 

Martin 

2 

0 

7 

Martin 

3 

0 

7 

Martin 

1 

0 

7 

Martin 

1 

0 

7 

Martin 

1 

0 

7 

Martin 

2 

0 

7 

Martin 

4 

0 

7 

Martin 

4 

0 

7 

Martin 

6 

0 

8 

Muir 

3 

0 

8 

Muir 

3 

0 

8 

Muir 

3 

0 

8 

Muir 

3 

1 

8 

Muir 

4 

0 

8 

Muir 

3 

8 

Muir 

3 

0 

8 

Muir 

1 

0 

8 

Martin 

3 

0 

8 

Muir 

4 

0 

8 

Muir 

3 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

J 

1 

8 

Muir 

4 

0 

8 

Muir 

3 

0 

8 

Muir 

3 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

3 

0 

8 

Muir 

4 

0 

8 

Muir 

4 

0 

1 

Muir 

3 

0 

Muir 

3 

0 

8 

Muir 

3 

0 

8  Muir 

3 

0 

8  Muir 

3 

0 

8 1  Muir 

0 

8 

Muir 

I 

0 

8j  Muir 

0 

SjMuir 

I 

1 

8  Muir 

3 

2 

8  Muir 

3 

1 

8  Muir 

3 

1 

8  Muir 

4 

0 

8  Muir 

2 

0 

8 1  Muir 

5 

0 

8  Muir 

3 

0 

8  Muir 

4 

Q 

8  Muir 

0 

2 

Si  Muir 

4 

0 

S  Muir 

4 

71 

Muir 

NAME  OF  COMPANY 


FAYETTE  COUNTY — Con. 

St.  Clair  Colliery  Co.-.   

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co  

M.B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  &  Coke  Co   

M.  B.  Coal  &  Coke  Co  

The  Mt.  Carbon  Coal  Co.  Ltd  .. 

The  Mt.  Carbon  Coal  Co.  Ltd  

Great  Kanawha  Colliery  Co  

Great  Kanawha  Colliery  Co  

Loup  Creek  Colliery  Co  

Loup  Creek  Colliery  Co  

Herbert  Colliery  Co  

Fort  Defiance  Coal  &  Coke  Co  

Lynchburg  Colliery  Co  

Gamoca  Coal  Co  

Dietz  Colliery  Co  

Deitz  Colliery  Co  

Christian  Colliery  Co   

Milburn  Coal  &  Coke  Co  

Milburn  Coal  &  Coke  Co  

Mill  Creek  Colliery  Co  

The  Gauley  Mountain  Coal  Co  

Signal  Knob  Coal  Co  

Michigan  Coal  Co  

Manufacturers  &  Consumers  Coal  Co. 

Brown  Coal  Co  

Fayette  Coal  &  Coke  Co  

E.  G.  Blume,  Admst. 

Nuttallburg  Collieries  Co  

Nuttallburg  Collieries  Co  

Holliday  Coal  Co   

Ballinger  Coal  Co  

Keenys  Creek  Colliery  Co  

Keenys  Creek  Colliery  Co  e  

Rothwell  Coal  Co  _'  

Blume  Coal  &  Coke  Co  

Lookout  Coal  &  Coke  Co  

Buffalo  Creek  Coal  &  Coke  Co  

Sewell  Colliery  Co  

Beury  Bros.  C.  &  C.  Co  

Big  Bend  Coal  Co  

Stone  Cliff  Coal  &  Coke  Co  

Beechwood  Coal  &  Coke  Co  

Beechwood  Coal  &  Coke  Co  

Alaska  Coal  &  Coke  Co  

Ephraim  Creek  Coal  &  Coke  Co  

Export  Coal  Co  

Laurel  Creek  Coal  Co   

Glendale  Colliery  Co.   

Quinnimont  Coal  Co   .. 

Greenwood  Coal  Co  

Hemlock  Hollow  Coal  &  Coke  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

New  River  &  Pocahontas  Coal  Co  

Low  Moor  Iron  Co.  of  Va  

Low  Moor  Iron  Co.  of  Va  

Branch  Coal  &  Coke  Co  

South  Side  Co  

Thurmond  Coal  Co  

Thurmond  Coal  Co    

Scotia  Coal  &  Coke  Co  

Scotia  Coal  &  Coke  Co  


NAME  OF  MINE 


St.  Clair.  

Kimberly  

Kimberly   

Columbia  

Columbia   

Elk  Ridge  No.  1... 
Elk  Ridge  No.  1... 
Elk  Ridge  No.  2... 
Elk  Ridge  No.  2... 
Vulcan  &  South... 

Vulcan   

Brewster  

Brewster  

Loup  Creek  No.  2. 
Loup  Creek  No.  2. 

Herberton  

Fort  Defiance  

Vanetta  

Gamoca  

Wyndal  No.  2  Gas. 

W vandal  No.  o  

No.  1  

No.  1  A.  &  B  

No.  1. 
Mill  Creek. 
Nova  Scotia  &  Turkey  Creek. 
Signal  Knob. 
Michigan. 
Newlyn. . 

Brown  

Fayette. . 


Nuttall  

Nuttall  

Keeneys  Creek... 
Ballinger  No.  1... 

Boone  

Smokeless  

Dubree  

Blume  

Lookout  

Buffalo  

Sugar  Camp  

Echo  

Big  Bend  

Stone  Cliff  

Beechwood  No.  1. 
Beechwood  No.  2. 


Buffalo  

Export  

Laurel  Creek  

Glendale   

Big  Q  and  Lick  Branch. 

Greenwood  

Hemlock  

Lay  land  No.  1   

Layland  No.  2  

Layland  No.  3  

Minden  No.  2  

Minden  No.  3  

Minden  No.  4   

Minden  No.  5  

Kay  Moor  No.  1  

Kay  Moor  No.  2  

Elverton   

South  Side  

Thurmond  No.  1  

Thurmond  No.  2.  

Brooklyn  

Rush  Run  &  Once  More. 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  IS  SPEC 
TLONS  AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TII,  1012.— Continued. 


Inspec- 

Dis- 

By Whor 

tions 

Visits 

tricts 

Made 

7 

2 

8 

Muir 

3 

0 

8 

Muir 

1 

0 

8 

Muir 

3 

2 

9 

Holliday 

0 

1 

9 

Muir 

6 

0 

9 

Martin 

2 

0 

9 

Holliday 

1 

0 

9 

Holliday 

1 

0 

9 

Holliday 

2 

1 

9 

Holiday 

,  s 

0 

9 

Holliday 

3 

3 

9 

Holliday 

2 

0 

9 

Holliday 

3 

0 

9 

Holliday 

2 

1 

9 

Holliday 

3 

0 

9 

Holliday 

2 

0 

9 

Holliday 

5 

3 

9 

Holliday 

3 

2 

9 

Holliday 

2 

I 

9 

Holliday 

8 

1 

9 

Holliday 

2 

3 

9 

H  olliday 

2 

0 

9 

Holliday 

4 

1 

9 

Holliday 

8 

3 

9 

Holliday 

4 

1 

9 

Holliday 

2 

0 

9 

Muir 

2 

0 

9 

Martin 

'  1 

0 

9 

Holliday 

3 

0 

9 

Holliday 

1 

0 

9 

Holliday 

4 

0 

9 

Holliday 

2 

0 

9 

Holliday 

2 

0 

9 

Holliday 

3 

1 

9 

Holliday 

4 

1 

9 

Holliday 

3 

0 

9 

Holliday 

3 

0 

9 

Holliday 

366 



41 

2 

0 

6 

Hill 

1 

0 

6 

Jackson 

2 

0 

6 

Hill 

1 

0 

6 

Jackson 

1 

0 

6 

Hill 

1 

0 

6 

Hill 

1 

0 

6 

Jackson 

4 

0 

8 

Muir 

4 

0 

8 

Muir 

5 

0 

8 

Muir 

3 

0 

8 

Muir 

2 

0 

8 

Muir 

2 

1 

9 

Holliday 

9 

0 

9 

Holliday 

4 

0 

9 

Holliday 

3 

1 

9 

Holliday 

1 

0 

9 

Holliday 

3 

0 

9 

Holliday 

2 

0 

9 

Holliday 

2 

0 

9 

Holliday 

2 

0 

9 

Holliday 

2 

2 

9 

Holliday 

4 

0 

9 

Holliday 

1 

1 

9 

Muir 

3 

0 

9 

Holliday 

2 

0 

9  Holliday 

1 

0 

9  Muir 

2 

0 

9  Holliday 

1 

0 

9| 

Holliday 

NAME  OF  COMPANY 


NAME  OF  MINE 


FAYETTE  OOINTY-Con. 

Scotia  Coal  &  Coke  Co   Red  Ash  

Glade  Coal  Co..   Cliff  Top  No.  3  

Glade  Coal  Co  Cliff  Top  No.  4  

New  River  Collieries  Co   Sun  Nos.  1-2-3  

New  River  Collieries  Co   Sun   

New  River  Collieries  Co  Sun  Nos.  1-2-3  

The  Dun  Glen  Coal  Co  Dun  Glen  Nos.  3-4. 

Newlyn  Coal  Co     Newlyn   

Meadowfork  Coal  Co  Meadowfork. _  

The  Star  Coal  &  Coke  Co  Star  

Laura  Mining  Co    Laura.  

MoEell  Coal  &  Coke  Co   Dcrryhale  

McKell  Coal  &  Coke  Co   Kilsyth.  

Harvey  Coal  &  Coke  Co  Harvey  N03.  1-2  

Prudence  Coal  Co   Lyman.  

Prudence  Coal  Co   Lones  

Pruedene  Coal  Co   Prudence  

White  Oak  Fuel  Co  Carlisle  

White  Oak  Fuel  Co   Oakwood  

White  Oak  Fuel  Co   Whipple  

White  Oak  Fuel  Co.  Wingrove.  

White  Oak  Fuel  Co  Scarbro  » 

Collins  Colliery  Co   Collins  

Nichol  Colliery  Co  Nichol   

Stuart  Colliery  Co   Parrel  

Stuart  Colliery  Co   Stuart  

Stuart  Colliery  Co   Stuart  

Stuart  Colliery  Co  Stuart   

Stuart  Colliery  Co  Lochgelly..  

Dun  Loup  Coal  &  Coke  Co   Dun  Loup  Nos.  3-4. 

Dun  Loup  Coal  &  Coke  Co  Dun  Loup  No.  5--- 

Dun  Loup  Coal  &  Coke  Co   Dun  Loup  Nos.  2  & 

Macdonald  Colliery  Co   ..[Macdonald  

Sugar  Creek  Coal  &  Coke  Co  Sugar  Creek  No.  1.. 

Sugar  Creek  Coal  &  Coke  Co  Sugar  Creek  No.  2.. 

Turkey  Knob  Coal  &  Coke  Co  Turkey  Knob  

Turkey  Knob  Coal  &  Coke  Co  Hickory  Branch  

Mt.  Hope  Coal  &  Coke  Co  Baby   


Totals - 


RALEIGH  COUNTY 

Four  States  Coal  &  Coke  Co  

Four  States  Coal  &  Coke  Co. . . 
Four  States  Coal  &  Coke  Co. . . 
Four  States  Coal  &  Coke  Co. . . 

Cleqr  Fork  Coal  Co  

Clear  Fork  Coal  Co  

Clear  Fork  Coal  Co  

Wright  Coal  &  Coke  Co  

Wright  Coal  &  Coke  Co  

Stonewall  Coal  &  Coke  Co  

Stonewall  Coal  &  Coke  Co  

Stonewall  Coal  &  Coke  Co  

New  River  Collieries  Co  

New  River  Collieries  Co  

New  River  Collieries  Co  

New  River  Collieries  Co  

Lenark  Coal  Co  

Lanark  Coal  Co  

McKell  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

Piney  Mining  Co  

Piney  Mining  Co  

Pine'  Mining  Co  

Piney  Mining  Co  ._ 

Piney  Mining  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  


Dorothy  

Dorothy  

Sarita  

Sarita  

Clear  Fork  

Leevale  

Leevale  

Wright  No.  1  

Wright  No.  2  

Terrv  Nos.  1-2-3-4. 
Stonewall  No.  2_„. 
Stonewall  No.  3... 
Eccles  Nos.  1  &  3.. 

Eccles  Nos.  3-4  

Eccles  No.  o  

Eccles  No.  6  

Lanark  No.  3  

Lanark  No.  4  

Tamroy  

Oswald  

Sydney  

Graham  No.  1_  _ . .. 

Piney  Nos.  1-2  

Piney  Nos.  1-2  

Piney  No.  3 . 
Piney  No.  4_ 
Piney  No.  4. 
Raleigh  No.  1. 
Raleigh  No.  2. 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 
tions 


Visits 


Dis- 
tricts 


RALEIGH  COUNTY — Con. 

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Blue  Jay  Coal  &  Lumber  Co  

Sullivan  Coal  &  Coke  Co..  

Sullivan  Coal  &  Coke  Co  

Sullivan  Coal  &  Coke  Co  

Sullivan  Coal  &  Coke  Co  

Woodpeck  Coal  Co    

Cranberry  Fuel  Co.   

Cranberry  Fuel  Co  

Cranberry  Fuel  Co   

Mabscott  Coal  &  Coke  Co  

Mabscott  Coal  &  Coke  Co.  

Beckley  Coal  Co   

City  Coal  Co  

Price  Hill  Fuel  Co   

Slab  Fork  Coal  Co   

Slab  Fork  Coal  Co.   

Slab  Fork  Coal  Co   

Slab  Fork  Coal  Co  

Slab  Fork  Coal  Co..  

E.  E.  White  Coal  Co  

E.  E.  White  Coal  Co  

E.  E.  White  Coal  Co  

Gulf  Smokeless  Coal  Co  

Gulf  Smokeless  Coal  Co  

Gulf  Smokeless  Coal  Co  

Gulf  Smokeless  Coal  Co  

MacAlpin  Coal  Co  

MacAlpin  Coal  Co  

Bailey-Wood  Coal  Co.   

Bailey-Wood  Coal  Co.   

Pemberton  Coal  &  Coke  Co  

Pemberton  Coal  &  Coke  Co  

Pemberton  Coal  &  Coke  Co  

The  Gulf  Coal  Co   

The  Gulf  Coal  Co....  

Lynwin  Coal  Co..   

Lynwin  Coal  Co    

Winding  Gulf  Colliery  Co  

Winding  Gulf  Colliery  Co  

Winding  Gulf  Colliery  Co  


Totals. 


Raleigh  No.  3  

Raleigh  No.  3}  

Raleigh  No.  4  

Raleigh  No.  5  

Raleigh  No.  6.  

Blue  Jay  

Sullivan  No.  1  South... 

Nos.  2-3-4-5  South  

Nos.  3-4  North  

No.  5  North  

Woodpeck   

Prosperity   

Sprague   

Cranberry   

Mabscott  No.  1  

Mabscott  No.  2  

Beckley  Slope  

Combs.   

Price  Hill  

Slab  Fork  No.  1..  

Slab  Fork  No.  2  

Slab  Fork  No.  3.  

Slab  Fork  No.  4  

Slab  Fork  No.  5  

Nos.  1-2-3  

Nos.  1-3   

Nos.  5-6  

Tarns  Nos.  1-2  

Tarns  Nos.  1-2  

Tarns  No.  3   

Tarns  No.  3  

MacAlpin  Nos.  1-2  

MacAlpin  Nos.  1-2  

Biiley-Wood  

Bailey-Wood  

Bu;  Stick  

Big  Stick   

Affinity  

Gulf  

Beaver  

Lynwin   

Lynwin.   

Collins  Nos.  1-2..  

Winding  Gulf  Nos.  1-2. 
Winding  Gulf  Nos.  1-2. 


MERCER  COUNTY 

Mill  Creek  Coal  &  Coke  Co...  

Mill  Creek  Coal  &  Coke  Co...  

Mill  Creek  Coal  &  Coke  Co  

Mill  Creek  Coal  &  Coke  Co  

Buckeye  Coal  &  Cske  Co  

Buckeye  Coal  &  Coke  Co..   

Booth-Bowen  Coal  &  Coke  Co  

Pocahontas  Cons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Louisville  Coal  &  Coke  Co  

Louisville  Coal  &  Coke  Co  

Louisville  Coal  &  Coke  Co  

Godfrey  Coal  Co   

Crystal  Coal  &  Coke  Co  

American  Coal  Co.  of  Allegheny  Co. .. 
American  Ccal  Co.  of  Allegheny  Co. . . 
American  Coal  Co.  of  Allegheny  Co. .. 
American  Coal  Co.  of  Allegheny  Co... 

Thomas  Coal  Co   

Thomas  Coal  Co...   

Pawama  Coal  &  Coke  Co   


Coaidale  

East  

West  

Tug  River  

Buckeye  North. 
Buckeye  South. 
Booth-Bowen. 
Sagamore  Nos.  1-2. 
Elkhorn  &  Caswell. 
Hemlock  &  Caswell. 
Louisville  Nos.  2-3-4. 
Klondyke. 

Goodwill  

Cephus  

Crystal  Nos.  1-2-3-4. 

Crane  Creek  

Pinnacle  North  

Pinnacle  South  

Piedmont  Nos.  1-2-3. 

Thomas  No.  1  

Thomas  No.  2.  

Pawama  Nos.  1-2... 


104 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  TEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 
tions 


Visit! 


Dis- 
tricts 


MERCER  COUNTY-Con. 

Wcyanoke  Coal  Sc  Coke  Co  

The  Smokeless  C.  &  C.  Co  

Hiawatha  C.  &  C.  Co  

Spring  Coal  Mining  Co  

Wenonah  C.  &  C.  Co  


Total. 


Mcdowell  county 

Algoma  C.  &  C.  Co  

Algoma  C.  &  C.  Co  

Elk  Ridge  Coal  &  Coke  Co.,.. 

Gilliam  Coal  &  Coke  Co  

Indian  Ridge  Coal  k  Coke  Co. 

Roanoke  Coal  &  Coke  Co  

Arlington  Coal  &  Coke  Co  

Greenbrier  Coal  &  Coke  Co. . . 
McDowell  Coal  &  Coke  Co.... 

Ashland  Coal  &  Coke  Co  

Ashland  Coal  &  Coke  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cous.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Pocahontas  Cons.  Coal  Co  

Zenith  Coal  &  Coke  Co.  

King  Coal  Co  

Elkhorn  Coal  &  Coke  Co  

Lynchburg  Coal  &  Coke  Co  

Lynchburg  Coal  &  ^-oke  Co  

Upland  Coal  &  Coke  Co  

Upland  Coal  &  Coke  Co  

Houston  Coal  &  Coke  Co  

Houston  Coal  &  Coke  Co  

Crozer  Coal  &  Coke  Co._  

Crozer  Coal  &  Coke  Co.  

Turkey  Gap  Coal  &  Coke  Co... 
Turkey  Gap  Coal  &  Coke  Co... 

Powhatan  Coal  &  Coke  Co  

Powhatan  Coal  &  Coke  Co  

Powhatan  Coai  &  Coke  Co  

Powhatan  Coal  &  Coke  Co  

Keystone  Coal  &  Coke  Co  

Keystone  Coal  &  Coke  Co  

Pulaski  Iron  Co  

Eureka  Coal  &  Coke  Co  

Shawnee  Coal  &  Coke  Co  

Empire  Coal  &  Coke  Co  

Bottom  Creek  Coal  &  Coke  Co. 
Bottom  Creek  Coal  &  Coke  Co. 
Bottom  Creek  Coal  &  Coke  Co. 
Bottom  Creek  Coal  &  Coke  Co. 
Bottom  Creek  Coal  &  Coke  Co. 

Peerless  Coal  &  Coke  Co  

Tidewater  Coal  &  Coke  Co  

Tidewater  Coal  &  Coke  Co  

Tidewater  Coal  &  Coke  Co  

King  Coal  &  Coke  Co.  

King  Coal  &  Coke  Co  

Cirrus  Coal  &  Coke  Co  

Cirrus  Coa!  &  Coke  Co  

Cirrus  Coal  &  Coke  Co  

Virginia  Fuel  Co  

Virginia  Fuel  Co  

Dixon-Pocahontas  Fuel  Co  

Dixon-Pocahontas  Fuel  Co  

Dixon-Pocahontas  Fuel  Co  

Middle  States  Coal  &  Coke  Co. 


Elihu  Noe.  1-2. 

Smokeless  

Hiawatha  

Spring  

Wenonah  1-2-3. 


North  Fork  

Piney.  

Elkridge  Nos.  1-2. 

Gilliam..  

Indian  Ridge  

Roanoke  

Arlington  

Greenbrier.  

McDowell...  

Ashland  

Monitor  

Angle.  

Lick  Branch  

Delta  

Rolph  

Shamokin  

Norfolk  Nos.  1-2.. 

Cherokee  

Big  Four  

Zenith  

King   

Elknorn  

Lynchburg  

Lynchburg  

Upland.  

Upland..  

Houston  No.  2  

Houston  Nos.  1-2.. 

Crozer   

Crozer.  

Turkey  Gap  

Turkey  Gap  

Powhatan  

Powhatan  

Powhatan.  

Powhatan  

Keystone  Nos.  1-2. 

Kevstone   

Pulsaki  Nos.  1-2-3. 

Eureka  

Shawnee  

Empire- 
Bottom  Creek  Nos.  1-2 _ 
Bottom  Creek  No.  1 . 
Bottom  Creek  No.  1. 
Bottom  Creek  No.  1. 
Bottom  Creek  No.  1. 

Peerless  

Tidewater  

Tidewater  

Tidewater  

King  

King  

Cirrus  Nos.  3-4.. 

Cirrus  No.  2  

Cirrus  Nos.  2-3-4. 

Virginia  

Virginia  

No.  1  

North  &  South..  . 

Nos.  1-2  

Middle  States.... 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 
tions 


Visits 


Dis- 
tricts 


Mcdowell  county— Con. 

Middle  States  Coal  &  Coke  Co  

Middle  States  Coal  &  Coke  Co  

Jed  Coal  &  Coke  Co  

Jed  Coal  &  Coke  Co    

Jed  Coal  <fe  Coke  Co...   

Jed  Coal  &  Coke  Co  

Jed  Coal  &  Coke  Co..   

Jed  Coal  &  Coke  Co...   

Jed  Coal  &  Coke  Co   

Page  Coal  &  Coke  Co  

Black  Wolf  Coal  &  Coke  Co  

Central  Pocahontas  Coal  Co  

Central  Pocahontas  Coal  Co  

West  Virginia  Pocahontas  Coa!  Co. 
West  Virginia  Pocahontas  Coal  Co . 
West  Virginia  Pocahontas  Coal  Co . 

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  

Pocahontas  Smokeless  Coal  Co  

Hemphill  Colliery  Co  

Hemphill  Colliery  Co  

Welch  Coal  &  Coke  Co  

Welch  Coal  &  Coke  Co  

•Oregon  Coal  &  Coke  Co  

Oregon  Coal  &  Coke  Co  

Oregon  Coal  &  Coke  Co  

Standard  Pocahontas  Coal  Co  

Standard  Pocahontas  Coal  Co  

Standard  Pocahontas  Coal  Co  

Standard  Pocahontas  Coal  Co  

Standard  Pocahontas  Coal  Co  

Pando  Coal  Co  

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

J.  B.  B.  Coal  Co...-  

J.  B.  B.  Coal  Co  

J.  B.  B.  Coal  Co  

Vaughn  Coal  &  Coke  Co  

Vaughn  Coal  &  Coke  Co.  

Flanagan  Coal  Co...   

Flanagan  Coal  Co  

Solvay  Collieries  Co  

Solvay  Collieries  Co.   

Solvay  Collieries  Co   

Davy-Pocahontas  Coal  Co  

Davy-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Premier-Pocahontas  Coal  Co  

Virginia- Pocahontas  Coal  Co  

Virginia- Pocahontas  Coal  Co  

Virginia-Pocahontas  Coal  Co  

Virginia-Pocahontas  Coal  Co  

Virginia-Pocahontas  Coal  Co  

Virginia-Pocahontas  Coal  Co  


Middle  States.  

Middle  States.  

Jed..   .... 

Jed  

Jed  

Jed  

Jed  

Jed  

Jed  

Page  Nos.  1-2-3  

Black  Wolf  

Central  No.  2  

Central  No.  2  

Leckie  No.  1  

Leckie  No.  1  

Leckie  No.  2  

No.  2  

No.  3  

No.  4.   

No.  5  

No.  6   

No.  7  

No.  8  

No.  9  East  and  West. 

No.  10  

No.  11  

No.  12  

Pocahontas  Smokeless 

Hemp  Hill  

Hemp  Hill  

Welch  

Welch  

No.  1  

No.  2  

No.  3  

Standard  

Standard  

S  tandard  

Standard  

Standard  

Pando  No.  2  

Cletus   

Helena.   

Davy  Crocket  

Blackstone  

Blackstone  

No.  1  

No.  2  

Nos.  3-4  

Vaughn  

Vaughn  

No.  1  

No.  2   

Marytown  

Marytown  

Big  Sandy  

No.  1  

No  

No.  1  

No.  2  

No.  3  

No.  1  

No.  2  

No.  3  

Nos.  l|-4  

Nos.  1-2  East  &  West 

No.  3  

No.  5  

No.  6   

Nos.  7-8  


2  Grady 
2  Grady 
2!Grady 
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TH,  1912.— Continued. 


NAME  OF  COMPANY 


NAME  OF  MINE 


Inspec- 
tions 


Visits 


Dis- 
tricts 


By  Whom 
Made 


Mcdowell  county— Con. 

Columbus  Pocahontas  Coal  Co  

Columbia  Collieries  Co  

Reynolds  Mining  Co   

Hurricane  Branch  

Henrietta  Pocahontas  C.  Co  

Flat  Top  Mining  Co  

Flat  Top  Mining  Co  

Dry  Fork  Colliery  Co  

Dry  Fork  Colliery  Co  

Buckhannon  Coal  Co...  

Buckhannon  Coal  Co  

Yukon-Pocahontas  Coal  Co   

Yukon-Pocahontas  Coal  Co   

Yukon-Pocahontas  Coal  Co  

War  Creek  Coal  Co  

Excelsior  Pocahontas  Coal  Co   

Excelsior  Pocahontas  Coal  Co.  

Pocahontas  Domestio  Coal  Co  

Pocahontas  Domestic  Coal  Co  

New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  Co.  C. 
New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  C.  Co. 
New  River  &  Pocahontas  Cons.  C.  Co. 

Lathrope  Coal  Co  

Mohawk  Coal  &  Coke  Co...  

Mohawk  Coal  &  Coke  Co   .. 


Columbus  Pocahontas. 

Columbia   

Reynolds...  

Hurricane  Branch  

Henrietta   

Thomas  

Thomas  

Williams   

Williams  

Buckhannon  

Buckhannon  

War  Ridge  

Yukon  

Johns  Branch  

War  Creek  

Excel?ior  

Excelsior.  

Scorpion  

Scorpion  

No.  1  

No.  1  

No.  2  

No.  2  J  

No.  3  

No.  3  

No.  4  

No.  4  

Lathrope  

Mohawk  

Mohawk  


Totals. 


LOGAN  COUNTY 
Coal  River  Coal  &  Coke  Co. 

Coal  Valley  Mining  Co  

Mifflin  Coal  Co  

Kohinoor  Coal  &  Coke  Co_. 
Black  Hawk  Colliery  Co.... 
Black  Hawk  Colliery  Co.... 

Stone  Branch  Coal  Co  

Stone  Branch  Coal  Co  

Guyandotte  Coal  Co  

Guyandotte  Coal  Co  

E.  R.  Johnson  

E.  R.  Johnson  

E.  R.  Johnson  

E.  R.  Johnson  

H.  T.  Wilson   

H.  T.  Wilson.  

Draper  Coal  &  Coke  Co  

Draper  Coal  &  Coke  Co  

Fort  Branch  Coal  Corp  

Fort  Branch  Coal  Corp  

Price  Coal  Co   

Price  Coal  Co  

Rex  Coal  &  Coke  Co  

Rex  Coal  &  Coke  Co  

Manitoba  Coal  Co.  

Ethel  Coal  Co  

Ethel  Coal  Co  

Ethel  Coal  Co  

Logan  Coal  Co   

Logan  Coal  Co   

Yuma  Coal  &  Coke  Co  

Yuma  Coal  &  Coke  Co  

Gay  Coal  &  Coke  Co  

Shamrock  Coal  Co  

Shamrock  Coal  Co  

Cora  Coal  &  Coke  Co  

Cora  Coal  &  Coke  Co  


Dobra  

Sylvia  

Mifflin  

Kohinoor  

Black  Hawk.. 
Black  Hawk.. 
Stone  Branch. 
Stone  Branch. 

Kitchen  

Guvandotte... 
No.  1  


No.  1__  

No.  2..  

No.  2  

Wilson  

Wilson  

Draper  

Draper  

Fort  Branch  

Fort  Branch  

Wanda  or  Price . 
Wanda  or  Price . 

Rex  

Rex  

Dixie  

Ethel  No.  1  

Ethel  No.  1  

Ethel  No.  2  

Logan  

Logan...  

Yuma  

Yuma  

Gay  

Shamrock  

Shamrock  

Cora  

Cora   
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  TEE  YEAR 
ENDING  JUNE  30TB,  WIS.— Continued. 


_ 

inspec- 

Dis- 

By Whom 

tions 

• 

Visits 

tricts 

Made 

0 

12 

Grady 

0 

6 

Hill 

0 

12 

Grady 

0 

0 

Hill 

0 

6 

Hill 

0 

12 

Grady 

0 

6 

Hill 

0 

12 

Grady 

0 

12 

Grady 

0 

G 

tj:ii 
Hill 

0 

12 

Grady 

0 

12 

Grady 

0 

12 

Grady 

0 
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Hill 

0 

12 

Grady 

0 

12 

Grady 

0 

6 

Hill 

0 

6 

Hill 

0 

12 

Grady 

0 

12 

Grady 

0 

6 

tr:ii 
hull 

0 

6 

Hill 

1 

12 

Grady 

0 

6 

Martin 

1 

12 

Grady 

0 

6 

Martin 

1 

12 

Grady 

0 

6 

Martin 

0 

6 

Martin 

0 

6 

Hill 

00 

8 

0 

0 

1  o 

12 

Grady 

1 
1 

0 

12 

Lrrady 

9 

o 

0 

12 

Grady 

0 

12 

urady 

0 

12 

Lrrady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

1 

0 

12 

Grady 

3 

0 

12 

Grady 

1 

0 

12 

Hill 

5 

0 

12 

Hill 

c 

12 

Grady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

2 

0 

12 

Grady 

2 

1 

12 

Grady 

1 

0 

12 

Grady 

1 

0 

12 

Grady 

2 

1 

12 

Grady 

4 

1 

12 

Grady 

3 

0 

12 

Grady 

9 

1 

12 

Grady 

2 

0 

12 

Grady 

3 

0 

12 

Grady 

9 

1 

12 

Grapy 

3 

0 

12 

Grady 

3 

0 

12 

Grady 

2 

0 

12 

Grady 

3 

0 

12 

Grady 

2 

0 

12 

Grady 

91 

5 

1 

0 

6 

Hill 

NAME  OF  COMPANY 

LOGAN  COUNTY— Cont. 

Monitor  Coal&  Coke  Co  

Monitor  Coal  &  Coke  Co  

Monitor  Coal  &  Coke  Co  

Monitor  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co.. 
United  States  Coal  &  Coke  Co. . 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co. . 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 
United  States  Coal  &  Coke  Co... 

Aracoma  Coal  Co  

Aracoma  Coal  Co  

Manbar  Coal  Co  

Manbar  Coal  Co  

Ferndale  Coal  Co  

Ferndale  Coal  Co  

McGregor  Coal  Co  

Paragon  Colliery  Co  

Spruce  Bend  Coal  Co  


Totals. 


MINGO  COUNTY 

J.  R.  Shanklin  Coal  Co  

Gray  Eagle  Coal  Co   

Chattaroy  Colliery  Co   

Buffalo  Collieries  Co   

Howard  Colliery  Co   

Howard  Jr.  Coal  Co  

E.  L.  Sternberger  Coal  Co  

Superior  Thacker  Coal  Co  

Superior  Thacker  Coal  Co  

Williamson  Coal  &  Coke  Co  

Williamson  Coal  &  Coke  Co  

Williamson  Coal  &  Coke  Co  

Crystal  Block  Coal  &  Coke  Co  

White  Star  Mining  Co  

Great  Bend  Coal  Co  

Marvin  Coal  Co  

Marvin  Coal  Co    

Red  Jacket  Cons.  Coal  &  Coke  Co.. 
Jed  Jacket  Cons.  Coal  &  Coke  Co... 
Red  Jacket  Cons.  Coal  &  Coke  Co.. 
Red  Jacket  Cons.  Coal  &  Coke  Co. . 
Red  Jacket  Cons.  Coal  &  Coke  Co.. 

Red  Jacket  Jr.  Coal  Co  

Magnolia  Coal  &  Coke  Co  

Thacker  Coal  &  Coke  Co  

Thacker  Coal  &  Coke  Co  

Thacker  Coal  &  Coke  Co  

Glen  Alum  Coal  Co   

War  Eagle  Coal  Co  

War  Eagle  Coal  Co  

Margaret  Mining  Co  

Sycamore  Coal  Co  

Mary  Helen  Coal  Co  


Totals. 


LINCOLN  COUNTY 
Johnson  Brothers  Brown  City. 


NAME  OF  MINE 


Monitor.  

Monitor  

Beechwood  

Beechwood  

Island  Creek  No.  1 . . 
Island  Creek  No.  1 . . 
Island  Creek  No.  2.. 
Island  Creek  No.  2.. 
Island  Creek  No.  3. . 
Island  Creek  No.  3.. 
Island  Creek  No.  4 . . 
Island  Creek  No.  4.. 
Island  Creek  No.  5.. 
Island  Creek  No.  G. . 
Island  Creek  No.  6.. 
Island  Creek  No.  7 . . 
Island  Creek  No.  7.. 
Island  Creek  No.  8.. 
Island  Creek  No.  8.. 
Island  Creek  No.  10. 
Island  Creek  No.  10. 
Aracoma  Nos.  1-2. .. 
Aracoma  Nos.  1-2... 

Manbar   

Manbar  

Earling...  

Earling  

McGregor   

Yolyn  No.  1..  

Sharpless  


Naugatuck  

Gray  Eagle   

Chattaroy   

Buffalo.   

Howard.   

Howard  Jr  

Sternberger  

Williamson  No.  1  

Garner  

Williamson  No.  3  

Williamson  No.  3  

Williamson  No.  o  

Crystal  Block  

White  Star.  

Great  Bend   

No.  1  

No.  2   

Grapevine  

Red  Jacket   

Ruthford....  

Lick  Fork   

Mitchells  Branch  

Junior  Nos.  1-2  

Magnolia  

Nos.  2-3-6-7-9  

No.  10   

Nos.  11-12-13  

Glen  Alum  Nos.  1-2-3. 

Pappoose   

Mephisto  

Margaret  

Cinderella  

Mary  Helen  
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STATEMENT  SHOWING  NAMES  OF  MINES,  NUMBER  OF  INSPEC- 
TIONS AND  VISITS  MADE  DURING  THE  YEAR 
ENDING  JUNE  30TB,  1912.— Continued. 


NAME  OF  COMPANY 

NAME  OF  MINE 

Inspec- 
tions 

Visits 

Dis- 
tricts 

By  Whom 
Made 

LINCOLN  COUNTY— Con. 
Branohland  Coal  Co  

Branchland  

1 

0 

6 

Hill 

Branchland  Coal  Co  

Branchland  

1 

0 

12 

Grady 
Grady 

Guyan  River  Coal  Co  

Guyan  River.  

1 

0 

12 

Totals...  

4 

0 

WAYNE  COUNTY 
East  Lynn  Coal  Co   

East  Lynn  

1 

0 

12 

Grady 
Grady 

East  Lynn  Coal  Co  

East  Lynn  

1 

0 

12 

Totals  

2 

0 
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IMPROVEMENTS  REPORTED  MADE  AT  THE  MINES  DURING  THE 
TEAR  ENDING  JUNE  30TH,  1912.- 


COUNTY 

New 
Plants 

Power 
Plants 

Fans 

Furnaces 

Tipples 

Additional 
Openings 

Total 

2 
3 
1 

1 
1 

2 
S 

14 

2 
1 
1 
2 
1 
1 
2 
5 

21 
10 
5 
1 

13 
3 
22 
13 
9 

Marion    

4 

Marshall  .    ... 

Ohio.   

1 
1 
1 
1 
1 
1 

Harrison                   .  ... 

1 

5 
1 

6 

1 

Upshur   

Mononealia  

Preston   

Taylor.    

1 
1 

Randolph  

Braxton    

1 
1 

2 

Gilmer    

1 

Clay    

i 

7 
2 
1 

2 
4 
6 
2 
1 

Fayette  

6 

4 
2 
1 

Kanwha   

Boone    - 

Nicholas..  ...  ... 

Raleigh      

4 

2 

2 

5 
1 
2 

2 
9 
1 

3 

McDowell  

3 
7 
1 

7 
4 

2 

1 
1 
1 

Logan...   

2 

Totals  

1 

13 

38 

24 

2 

28 

33  138 

The  above  table  only  includes  permanent  inmprovemets  and  does  not  show  the  number  of  mine  cars,  motors, 
mining  machines,  store  and  office  buildings,  barns,  etc.  etc.,  Special  mention  is  made  of  this  in  the  letter  of  trans- 
mittal to  the  Governor,  which  appears  in  the  first  page  of  this  report. 
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SUMMARY  OF  STRIKES  AT  COAL  MINES  IN  WEST  VIRGINIA  FOR 
THE  YEAR  ENDING  JUNE  30TH,  1912. 


Total  No. 

Total  No. 

Employees 

Total  Loss 

No.  of 

Total  Loss 

COUNTY 

Mines 

Thrown 

Reported 

Companies 

Reported 

Reporting 

Out  of 

to 

Reporting 

to 

Strikes 

Employ- 

Employees 

Loss  to 

Operators 

ment  by 

Operators 

Strikes 

Brooke      

1 

110 

Marion..     

1 

400 

1 

30 

Mason    

2 

187 

Putnam    

2 

618 

$  6,000.00 

1 

$  2,000.00 

Clay     

1 

84 

1,000.00 

1 

150.00 

Fayette    

24 

3,362 

18,000.00 

6 

8,000.00 

Kanawha     

37 

4,061 

63.204.0C 

9 

16,893.00 

Boone   

2 

84 

2,600.00 

1 

4,000.00 

Totals   

71 

8,936 

$90,804.00 

18 

$31,043.00 
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FATAL   ACCIDENTS   INSIDE   AND   OUTSIDE   FEOM   1883    TO  1892 

INCLUSIVE. 


INSIDE 


CAUSES. 

CO 

Si 

3 

oo 

»o 

oo 
oo 

to 

00 

oo 

I 

oo 

00 

<35 
OO 

o 

e? 

21 
1 

05 
OO 

CM 

SB 

oo 

Totals. 

Percen- 
tage. 

Fall  of  Coal,  Slate  and  Roof.  

17 
2 

16 

3 

4 

1 

.'50 

27 
2 

9 

22 
2 
4 
1 

27 
5 
1 
1 

143 
14 
47 
4 

67.14 
6.57 

22.07 
1.87 

Explosions  of  Powder,  Dust  and  Blast.  

2 

2 

2 

5 

2.35 

Totals  

19 

20 

44 

31 

11 

24 

29 

35 

213 

100.00 

OUTSIDE 

CAUSES. 

e_ 

35 

00 

S3 

00 

to 

00 
00 

OO 

oo 

OS 
00 
OO 

1 

oo 

S3 

OO 

<M 

o> 

oo 

Total. 

Percen- 
tage. 

Cars   

i 

3 

1 
1 

2 

2 

9 
2 
10 

42.86 
9.52 
47.62 

Locomotives..  

1 
1 

2 

5 

Totals   

3 

4 

2 

3 

7 

1 

21 

100.00 

*The  accidents  are  for  the  18  months  from  January  1st,  1887  to  June  30,  1888. 
f Accidents  reported  for  2nd,  District  only. 


FATAL   ACCIDENTS   INSIDE   AND    OUTSIDE   FEOM   1893   TO  1902 

INCLUSIVE. 


INSIDE 


CAUSES. 

CO 

36 

00 

s 

g 

s 

to 

00 

00 

00 

OS 
C2 

00 

g 
35 

o 

<M 
O 
OS 

Total. 

Percen- 
tage. 

Falls  of  Coal,  Roof  and  Slate  

Mine  Cars...'          .......     .  .... 

54 

5 

49 
4 

a 

9 

48 
4 

47 
6 

67 
6 

64 

7 

"~4 

61 
11 

50 
6 

76 
11 
10 
19 
1 
1 

79 
13 

596 
76 
61 
60 
2 
2 
1 
7 
33 

71.12 
9.07 
7.28 
7.16 
.24 
.24 
.12 
.84 
3.93 

Explosions  of  Gas. .   . 

1 

Explosions  of  Powder,  Dust  and  Shots . 
Mules                                 .  .  

5 

15 
1 

1 

2 

1 

Mine  Machines   .   

1 

________ 

1 

2 

2 

Locomotives                       .  ...  .   

1 

2 

5 

2 
3 

1 

"4 

1 

2 

~"l_ 

Miscellaneous      I  . 

2 

2 

Totals  

67 

55 

79 

58 

60 

76 

79 

133  121 

110 

838 

100.00 

OUTSIDE. 

CAUSES. 

CO 
OS 

00 

■>* 
o 

OO 

>o 

OS 

oo 

oo 

_- 

OS 

00 

OS 
00 

C2 
OS 

00 

s 

o 

CM 

B 

Totals. 

Percen- 
tage. 

5 

2 

3 

5 

2 

9 

1 

6 

1 

7 

9 

10 

58 
2 
1 
2 
7 

82.86 
2.86 
1.42 
2.86 

10.00 

1 

1 

1 

2 

2 

2 

1 

Totals  

5 

4 

4 

7 

2 

11 

10 

8 

9 

10 

70 

100.00 
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FATAL   ACCIDENTS  INSIDE   AND   OUTSIDE   FBOM  190S   TO  1912 

INCLUSIVE. 


INSIDE. 


CAUSES. 

s 

I 

o 

CO 

o 

o 

00 

o 

o 

CI 

1 

A 

ii 

OS 

Oi 

OS 

CI 

OS 

OS 

03 

o 

Falls  of  Coal,  Roof  and  Slate  

96 

95 

105 

99 

13 

155 

144 

215 

184 

207 

1,439 

48.60 

Mine  Cars   .  _--  

12 

12 

18 

16 

20 

28 

31 

44 

37 

36 

254 

8.50 

Explosions  of  Gas   - 

24 

3 

1 

4 

29 

2 

3 

1 

3 

18 

88 

2.97 

Explosioas  of  Gas  and  Dust  -  - 

23 
86 

101 

23 

83 

230 

7.77 

Explosions  of  Dust,  Powder  and  Shots  

8 

9 

38 

17 

375 

120 

9 

1 

5 

668 

22.59 

1 

1 

1 

2 

3 

2 

10 

.33 

Mine  Machines    

1 

1 

1 

2 

1 

"~~3 

9 

.33 

3 

5 

—\ 

8 

14 

14 

13 

11 

72 

2.43 

1 

1 

1 

1 

1 

5 

.17 

4 

3 

"9 

14 

13 

27 

25 

23 

35 

29 

182 

6.16 

Totals    

147 

123 

176 

250 

324 

599 

340 

307 

299 

392 

2,957 

100.00 

OUTSIDE. 


CAUSES. 

CO 

o 

Oi 

s 

o 

CO 
O 

o> 

o 

03 

00 

o 

OS 

C3 

o 

OS 

o 

C3 

<M 

OS 

Totals. 

Percent- 
age. 

Cars                             ...  ...   

7 

11 
1 
1 
4 

10 

10 

1 

18 

.... 

13 

12 
2 
1 

11 

12 

1 

"ii 

4 
1 
1 

7 

22 
3 

"~8 

8 
3 
1 
5 

114 

12 
7 

77 

54.28 
5.72 
3.33 

36.67 

Machinery   

Motors  

2 

3 

8 

7 

Totals  

12 

17 

18 

18 

32 

26 

24 

13 

33 

17 

210 

100.00 

TABLE  SHOWING  NUMBER  OF  PERSONS  KILLED  INSIDE  FEE  1,000 
INSIDE  EMPLOYES  IN  COAL  MINES  IN  THE  STATES  OF 
PENNSYLVANIA,  ILLINOIS,  OHIO  AND  WEST  VIR- 
GINIA FOR  THE  YEAR  1911. 


STATE. 

Total  Number 
of  Inside 
Employees. 

Total  Number 
of  Inside  Fatal 
Accidents. 

No.  of  Lives' Lost 
Per  1,000  Inside 
Employees. 

Pennsylvania — Anthracite     .  .    

126,037 

615 

4.09 

Pennsylvania — Bituminous.    

151,786 

490 

3.23 

70,793 

149 

2.14 

Ohio    

43,812 

101 

2.35 

West  Virginia  .  ,  

57,832 

299 

5.17 

YEAR  1912. 

West  Virginia   .  

56,853 

409 

7.19 
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LIVES  LOST  INSIDE,  NO.  OF  INSIDE  EMPLOYES  AND  TONNAGE 
MINED  FOR  EACH  LIFE  LOST  INSIDE  FOB  YEAR  ENDING 
JUNE  30TB,  1912. 


Lives  Lost 

l  ons  ot  lyoal 

XT       U  ( 

.N umber  oi 

Inside  the 

Produced  Per 

i  oils  oi  v^oai 

1  otal  l  ons 

PHTTNTV 
UUU  IN  1  I  . 

Lives  Lost 

Mine  Per 

Each  Live 

Produced  Per 

of  Coal 

IT  "J 

I  otal  Inside 

_  IM  MH 

1 1 H  ii i  \  ,,, 

IUUU|  rjiu- 

Lost  Inside 

Each  Inside 

Produced. 

Employees. 

ft  nil  *h>H 

The  Mine. 

plovecs  Inside 

the  Mine. 

Employee. 

Brooke   

5 

9.04 

136,058 

958 

680,192 

710 

Marion  

15 

3.77 

322,243 

1,215 

990 

4,833,652 

3,976 

Marshall  

2 

2.98 

332,196 

664,393 

671 

Braxton   

2 

9.34 

101,715 

953 

203,430 

214 

Ohio  

2 

5.39 

187,297 

1,009 

374,595 

371 

Harrison   

14 

3.57 

323.524 

1,158 

4,529,344 

3,910 

770 

40,057 

52 

Barbour   

4 

5.18 

189,098 

972 

756,395 

778 

Monongalia   

2 

5.71 

191,082 

1,091 

382,164 

350 

Preston   

2 

1.99 

•  420,901 

838 

841,801 

1,004 

2 

3.31 

358,316 

1,188 

716,632 

603 

Tucker...   

7 

5.22 

159,247 

832 

1,114,732 

1,339 

Taylor....   

2 

3.07 

365,150 

1,123 

398 

731,300 

651 

Upshur   

1 

1.07 

37,091 

37,091 

93 

Grant   

1.36 

188,907 

2,587 

188,907 

73 

Mineral   

1,003 

655,941 

654 

Gilmer  

1 

1.29 

57,541 

748 

57,641 

77 

Clay   

1 

6.28 

181,963 

1,144 

181,963 

159 

Putnam..  

3 

3.53 

168,823 

596 

506,470 

849 

Mason   

4.60 

139,377 

642 

139,377 

217 

Boone   

1 

3.01 

329,179 

991 

329,179 

332 

397 

46,135 

116 
46 

Greenbrier     ... 

1,137 
986 

52,358 

Kanawha    

24 

4.22 

233,438 

5,602,522 

5,681 

Fayette  

50 

4.93 

176,241 

869 

8,812,058 

10,132 

31 

7.10 

147,799 

1,050 

4,581,776 

4,362 

Mercer    . 

23 

9.08 

121,037 

1,099 

2,783,866 

2,531 

McDowell   .  

174 

13.63 

79,126 

1,079 

13,768,077 

12,758 

10 

4.25 

324,303 

1,254 

3,243,033 

2,585 

Mingo    

11 

4.58 

215,869 

1,088 

2,374,563 

2,181 

943 

48,130 

51 

For  the  State  

392 

6.89 

155,994 

1,048 

59,281,774 

56,853 
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TABLE  SHOWING  THE  NUMBER  KILLED  INSIDE  THE  MINES  BY 
FALLS  PER  EACH  1,000  PERSONS  EMPLOYED  INSIDE  OF 
THE  MINES  IN  THE  STATES  OF  OHIO,  ILLINOIS, 
PENNSYLVANIA  AND  WEST  VIRGINIA  FROM 
1897  TO  1911  INCLUSIVE. 


RATIO  KILLED  BY  FALLS  OF  COAL,  SLATE  AND 
ROOF  PER  1,000  INSIDE  EMPLOYEES. 


YEARS. 

Pennsylvania 

Ohio 

Illinois 

Bituminous 

Anthracite 

West 

Mines 

Mines 

Virginia 

1897  

1.07 

1.52 

1.50 

2.13 

2.75 

1898  

1.47 

1.36 

1.92 

2.04 

3.50 

1899    

l.o2 

1.54 

2.2S 

2.45 

3.26 

1900    

1.52 

1.44 

1.79 

1.86 

2.79 

1901  

1.43 

1.43 

1.95 

2.29 

2.95 

1902  

1.59 

1.42 

2.02 

1.18 

2.90 

1903  

2.13 

1.65 

1.92 

2.05 

3.15 

1904  

2.26 

1.32 

1.83 

2.16 

2.61 

1905  

1.98 

1.49 

2.19 

2.53 

2.62 

1906  

1.91 

1.49 

2.15 

1.86 

2.42 

1907  

2.25 

1.23 

2.04 

2.37 

3.15 

1908  

1.43 

1.41 

1.71 

2.28 

3.16 

1909  

1.64 

1.27 

1.91 

2.06 

2.84 

1910  

2.35 

.95 

1.83 

2.09 

3.93 

1911  

2.77 

1.13 

2.02 

2.00 

3.18 

Averages...  .  .   ...    

1.82 

1.37 

1.94 

2.08 

3.02 

Average  1912...  ...    

3.64 

DETAILS  OF  LIVES  LOST  PER  TON  OF  PRODUCTION  IN  WEST  VIRGINIA 
For  Year  1912 


Number  of  Mines  where  fatal  accidents  occurred      220 

Number  of  Lives  Lost       409 

Number  of  mines  where  fatal  accidents  occurred  inside     203 

Number  of  lives  lost  inside   392 

Number  of  men  employed  inside  mines,  where  fatal  accidents  occurred  inside     28,763 

Number  of  tons  of  coal  produced  where  fatal  accidents  occurred  inside    35,370,160 

Tons  of  coal  produced  per  each  life  lost  where  fatal  accidents  occurred  inside      90,230 

Tons  of  coal  produced  per  each  life  lost  in  State,  all  mines  and  tonnage  included   145,679 


276 


Annual  Report  of 


[W.  Va. 


1912 

CAUSES 

OUTSIDE 

•apis^no  ?$>  apisuj 
'°N  I^ox 

!D  lO       N  lO  N  ■<)<  00  ffl 
CO                                CO  CO 

CN  «C  CO  O  CO  CO  i-i 

li 

pan^  -on  ju^x 

(M 

■<* 

•8JBO  pBOJ[It.y  |  N 

i w 

•ejojop^  |  rt 

■8JB3  3Uip\[  |  *°  J 

CM  i 

i 00 

•iE»i8UV»ia  1    !  ! 

I 

•}jBqs  UMop  [[9^  |  - 

1  - 

•Xjauiqanj^  1 

1  CO 

1 

INSIDE 

■apiKiij 

f»npi  '°n  m°i 

-^i  iO  ^  CM  iO  <M  ■<*!  00  in  -«Ji  .-c 

CM                                CO  CO 

i—i       CO  O  CO  CO  i— 1 

1  s 

CO 

1 

•snoauBqaaeip^  |  '°  ; 

1  10 

•a8B3  anij^  |    J  *■* 

1  - 

•sjojoui  aupa|;f[  | 

co 

^  -sjo^oui 
jre  passajdmo^ 

1  ^ 
1 

•samqaBui  Euunj^  |  | 

,co 

•Ajioxtpaia  |  OT  ; 

lO  CO 

1  CM 

•ejoqe  #  a;,  mp 
japMod  jo  uoiso|dxft 

»H  CM 

•hb3  jo  nonopfig  |  *  ' 

CO  i 

CO 

1  2 

•jsnp  pun 
bb2  jo  uoisojdx^ 

CM  H 

00  CM 

lO 

S3 

'hjim  aui^  |  i 

CI 

CM  IH 

1  S 

•JOOJ  2p  3^B(H 
'[B03  JO 

OCN-HN-HCNCNNCOMrt 
H  CO 

CO  CO  CO  O  CO  03  i— 1 
CM 

1 

1911 

CAUSES 

OUTSIDE 

apis^no  #  apieaj   1  £2 

psQPI  -oN  pnox  1  ~ 

CO  CM  CO  C>  /3  -h 

^  CM  ■*> 
CO 

cr; 

i  sa 

CO 
CO 

1 

•apisjno 

■o 

a-. 

CO 
CO 

•^iaupa|g[  |  M 

CM 

1 00 

•ywp  UMop  [PjJ  1  M 

CM 

1 10 

•BnoauBqaasij^  |  ; 

1  ; 

*838«a  amj^  |  ^ 

CM 

1  0 

•XjamqaBj^  |  ; 

1  "* 

CM 

1  2 

a 

7. 
jz; 

(apisui)   1  2  2 
paiHX  ,0N  FVtt  1  " 

CO 

1  s 

CM 

1 

•snoaaBuaasij^  |  "*  J 

CM 

1  2 

•joiora  aupajg  |  w  N 

« 

CO 

1  2 

•spsanuy  |  w 

1  M 

CM 

CO 

12 

■^snp  jo  uoisoidxg  | 

1  c-o 

1  CM 

•s;oq«  2?  JapMod 
ai.uiQ  jo  noisojdxg 

sbS  jo  noisoidxg 

CO 

r 

•sjbq  ami^  |  2 

-H  CO 

1  § 

•ajiqs  2j>  jooi 
'p300  jo  sqBj 

r--  oo 
co 

lO  i— 1  CM  03  O  iH 

OS  i-H 
COi-H 

NATIONALITIES. 

p 
_« 

t 

i 

1 

i  c 
:  " 

IP 

3 

| 

=  c 

I  i 
3C 

la 

ii 

3  l 

1C 

5  . 

31 
:  e 
;c 

!  e 

'•z 

J  s 

H 

32 

ii 

1  e 

j 

c 

0 

: 
,t 

1 

i 

i 

:  * 

li 
-.  i 

'  s 

1 

j'i 

H 

,  - 

32 

3 

: 

:  i 
ft 

1 

!  c 
!'i 

n 

H 

i 

Is 

i ! 
ip 

!  ^ 

j  _C 

3  c 
(d 

i  i 

j 

5  or 

l! 
■j 

\\ 

;-; 

i\ 

1  c 

.  v 

1  -T 
-  1 
.  5 

:  j 

!  i 

jj 

i 

i 

It 

u 

Totals  

1912] 


Department  of  Minks. 


277 


NATIONALITIES  OF  PERSONS  KILLED  AND  INJURED,  19 IX. 


NATIONALITIES 


American... 

Austrian  

Bohemian.  _. 

Crotian  

English  

German  

Greek  

Horwatt  

Hungarian. . 

Italian  

Lithuanuan. 

Litvitch  

Negro  

Polish...... 

Roumanian  . 

Russian  

Slavish  


Welsh...  

Servian  

French  

Scotch- American. 

Scotch  

Unknown  


Total. 


AGES  OF  PERSONS  KILLED  AND  INJURED,  1912. 


AGES 


Fatal 


Non-Fatal 


Total 


14  years  or  younger   

15  years  or  younger   

16  years  or  younger...  

17  years  or  younger   

18  years  or  younger  

19  years  or  younger   

20  to  25  years,  including  25  

25  to  30  years,  including  30  

30  to  35  years,  including  35  

35  to  40  years,  including  40  

40  to  45  years,  including  45  

45  to  oO  years,  including  50  

50  to  55  years,  including  55  

55  to  60  years,  including  60  

60  to  65  years,  including  65  

Unknown   

Totals 


3 
13 
27 
26 
30 
23 
240 
149 
116 
101 
55 
331 
12 
4 
7 
1 


33 
42 
42 
38 
353 
240 
171 
144 
69 
55 
23 
9 
8 
2 


409 


S40 


1.249 


278 


Annual  Report  or 


[W.  Va. 


1 

QC©t^05-«t<cN|C©OOC005CICOOO'*<^- 

CO 

->t< 

5 

1905 

•*<00cO^HOCi©-«<O5(Mt^ 
CO  »-<  CI  CO  — <  ~« 

CI  -H 

—  cm 

^  CO 

CD00-H0CU5MNO><<(NN 

*  O  CD       M  CN 

.  co 

CI  -*i  ■>»<  CI       CI                           ~+  i-i 

CI  Tt< 

CO  CM 
"0 

1904 

00  UO  if?  CO  ■«»<  0>  CO  CO  CO  "O  CI 
<M       CM  CO 

CO  CI  CO 

; 

CO 

211 

irjoO^^oocOOicoco  —  -^ 

CM  iC  CO  CO 

CI 

CM  00 

offlciO'Xtoi-coi-on 

f  iO  d  CM  CI 

CO 

1903 

«  «  «0  ^  00  i(0  CO  'O  ^  -h 

Ci            CM  CM 

*—*  CO  CO  CI 
PH  CI 

co 

CI 

CM 

CS  iC  «  irj  *  X  CI  M  CI  ^>  CM  O  O  "O 
CM       CI  — I            »H  PH 

! 

©  — 

«  co 
CM 

OS 

■*  N  C5  O  X  X  CO  X  N  I»  iC  N  O  l>  CM  CM  C 
^,  rt            m  —l  *H                      CM  pH 

>o 

t-OOCIg 

OS 
"0 
CO 

1902 

inxc-*i;  ;  co  cd 

CM       CO  CM  -h 

o  «o  «o 

CI 

ifi  CO  CI  oo 

o 

co 
CM 

0)0)Kti«XOCl-HM-< 

NiCCNCI 

1 

.  CO 

§ 

ooc35co-»»<o-H^co->i<ocicor-«o-H»-" 

^  CO  CM  ~*  fH  ^  »-i 

co 

rtdcDN 
~*  CO 

O 
CO 

1901 

O  M  O  CD  C9  1-  CI  C  CI  i<5  M 
CO  i~ '  CM  «~ '  pH 

•O  CM 

re  r_ 
CM 

g 

CO  CO 

CO 

co  a 

CO 

1 

s  a 

CO  CM 


.a. 3 
■5 -a 

3_3 


c  a 
o  o 

a  a 


oSracScScSecicaoS 
>>>>>>>>>>>>>>;>> 

•OOmouOOiOO 
-<  N  (N  CO  CO  >o 

MMMMMMialciC 

.a.a.3.a.3.3  a. a 
a. a. a. a. a. a  a.s 

-a-o-o-o-o-a-o-a 
'-'^^csaaa 

-"  S3  eJ  - 


c3cacac3c«!C!c3t4c3-irtlNCMC<5l 

QjcjajcjcjcjQjcjajL, 


coOO 


09  # 


cco^oco^oooo  >£  >  >  >  >  >  £ 


1912] 


Department  op  Mines. 


279 


rang 


s 


f 


[TO 


:  : 


!22" 


BpSJOJ, 


iwntf-nojn 


spijoj, 


spiox 


52" 


iwysj-nofl 


a-  :s  i 


ill 


II 

liilill 


Ifffi 


iiiiiiiii 


280 


Annual  Report  of 


[W.  Va. 


TABLE  SHOWING  THE  CAUSES  OF  FATAL  AND  NON-FATAL  ACCI- 
DENTS AND  THE  NUMBER  AND  PERCENTAGE  BY  EACH 
CAUSE  FOR  THE  YEAR  ENDING  JUNE  30TH,  1912. 


CAUSES. 

Fatal 

Non- 
Fatal 

Total 

Per- 
centage 

—  

Fall  of  Slate  and  Stone  

166 
44 
g 

28 
23 
12 
1 
1 
1 

18 

274 
244 
39 
91 
5 
36 
27 

440 

288 
45 
119 
28 
48 
28 
1 
2 
24 
18 
26 
1 
2 
7 
1 
7 
5 

83 
27 
17 
32 

34.42 
23.85 
3.60 
9^54 
2.24 
3.93 
2.24 
.08 
.16 
1.83 
1.44 
2.08 
.08 
.16 
.56 
.08 
.56 
.43 
6.65 
2.16 
1.36 
2.55 

Mine  Cars...    

Mining  Machines 

Fall  of  Coal.  

Electricity  _  

Electric  Motors  

Explosion  of  Powder  

Fell  down  Shaft  

Mine  Cage  

1 
6 
18 
24 

Gas  Explosion  

Flying  Coal..   

Explosion  of  Dynamite  Caps   

2 
1 

Locomotives  

Scalded   

2 
5 
1 
7 
2 

Premature  Explosions...  

2 

Blown-Out  Shot  

Animals  

Railroad  Cars...  

3 
83 
5 

Explosion  of  Gas  and  Dust   

Miscellaneous  (Iuside)    

22 
17 
19 

Miscellaneous  (Outside)  

Fall  of  Coal  and  Slate  

13 

Totals  

409 

840 

1,249 

100.00 

TABLE  SHOWING  THE  NUMBER  OF  FATAL  AND  NON-FATAL  ACCI- 
DENTS, INSIDE  AND  OUTSIDE,  AND  NUMBER  OF  PER- 
SONS KILLED  AND  INJURED,  1912. 


FATAL  ACCIDENTS. 


Number  of 
Accidents 

Number  of 
Persons  Killed 

Inside.      „    

280 
17 

392 
17 

Outside...      _  

Totals      

297 

409 

NON-FATAL  ACCIDENTS 

Number  of 
Accidents 

Number  of 
Persons  Injured 

Inside                                                .  .    ..   

718 
76 

759 
81 

Outside                          ...  .                              .  .  ...   

Totals    

794 

840 
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LIST  OF  ACCIDENTS  IN  WHICH  MORE  THAN  ONE  PERSON  WAS 

KILLED,  1912. 


f\f  '  \TT  V 

NAME  UK  MINE 

Date  of  Accident 

Number  of 
Persona 
Killed 

CAUSES. 

Kanawha  

Banner  

Mar.  19,  1912.... 

2 
2 
2 
2 

18 

2 
2 
2 
2 
83 
2 
2 
2 
2 

Slate  Fall 

Slate  Fall. 

Slate  Fall. 

Slate  Fall. 

Slate  Fall. 

Gas  Explosion. 

Fall  of  Roof. 

Fall  of  Roof. 

Fall  of  Roof. 

Fall  of  Roof 

Gas  &  Dust  Explosion 

Slate  Fall. 

Slate  Fall. 

Mine  car  wreck. 

Slate  Fall. 

Raleigh  

Raleigh  No.  6   

Jan.  io,  lyiz  

Raleigh  .   

Dorothy    

May  21,  1912.... 

Mercer  

Spring     . 

Aug.  28,  1911.... 
Aug.  21,  1911.... 
Nov.  18,  1911.... 
Dec.  2,  1911 

McDowell   

Pulaski  No.  2    

McDowell   

Bottom  Creek    

McDowell  

Powhatan  

McDowell   

McDowell                          .  . 

Jan.  4,  1912 

McDowell  

Va.-Poca.  No.  3  

Big  Sandy   . 

Mar.  1,  1912 

McDowell   . 

Mar.  11,  1912.... 

McDowell   

Jed  

Mar.  26,  1912.... 

McDowell  

Delta  

May  29,  1912.... 
June  13,  1912.... 

McDowell   

Pulaski  No.  2  

McDowell   

Glen  Alum  .  . 

Dec.  29,  1911... . 
Feb. 22, 1912.... 

McDowell   

Glen  Alum                 .  . 

Total  

127 

FATAL  AND  NON-FATAL  ACCIDENTS  TABULATED  BY  COUNTIES 
IN  WHICH  THEY  OCCURRED,  1912. 


COUNTY 


Brooke  

Marion  

Marshall  

Braxton  

Ohio.  

Harrison  

Lewis  

Barbour  

Monongalia- 
Preston  

Randolph ... 

Tucker  

Taylor  

Upshur  

Grant  

Mineral  

Gilmer  

Clay  

Putnam  

Mason  

Boone  

Nicholas  

Greenbrier. - 
Kanawha... 

Fayette  

Raleigh  

Mercer  

McDowell.. 

Logan  

Mingo  


Totals. 


Fatal 


Non-Fatal 


Totals 
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FATAL  AND  NON-FATAL  ACCIDENTS  TABULATED  ACCORDING  TO 
DISTRICTS  IN  WHICH  THEY  OCCURRED,  1912. 


DISTRICT. 


First  

Second   

Third.  

Fourth.  

Fifth..  

Sixth.  

Seventh  

Eighth  

Ninth  

Tenth..  

Eleventh    

Twelfth. .:   

Totals 


Fatal 


Non-Fatal 


15 

66 

81 

15 

40 

55 

11 

56 

67 

10 

39 

49 

25 

60 

85 

20 

65 

94 

11 

21 

32 

21 

54 

75 

48 

112 

160 

55 

133 

188 

136 

131 

267 

33 

63 

96 

409 

840 

1,249 

"RELATION  OF  THE  USE  OF  POWDER  TO  MINE  ACCIDENTS." 
STATEMENT  OF  POWDER  ACCIDENTS. 

WEST  VIRGINIA  1897-1912. 


Per  Cent. 

Killed  and 

Total 

Total 

Injured  by 

Killed 

;Kffled  and; 

Powder 

Tons  per 

YEARS 

TONS. 

and 

Injured 

Accident, 

Powder 

Injured 

Powder 

of  Total 

Accident 

Accidents 

;Killed  and 

Injured 

1897-1900  

62,837,138 

1,039 

34 

3.27 

1,847,857 

1901-1904    

93.373.4S7 

1,402 

144 

10.27 

648,427 

1905-1908  

148,088,875 

3.282 

773 

23.55 

191,577 

1909      

41,513,766 

1,396 

46 

3.29 

902,473 

1910    

52,723,703 

1,262 

57 

4.52 

924,977 

1911   

54,033,186 

1,151 

34 

2.95 

1,589,211 

1912    

59,581,774 

1,249 

28 

2.24 

2,127,920 

"ILLINOIS. 

>  > 

1888-1892    

69,614,489 

1,678 

119 

7.09 

584,995 

1893-1897....   

94,658,388 

3,081 

233 

7.56 

406,259 

1898-1902    

123,844,292 

2,925 

219 

7.48 

565,499 

1903-1907     

193,332,873 

3,334 

384 

11.48 

508,679 

1908    

42,845,625 

1,002 

65 

6.48 

659,009 
733,787 

1909  

49,163,710 

1,107 

67 

6.05 

1910.      

48,717,853 

1,148 

33 

2.87 

1,476,298 

1911    

50,165,099 

866 

8 

9.23 

6,270,637 

"OHIO." 


1888-1892    

61,257,285 

1,246 

85 

6.82 

720,674 

1893-1897  

65,783,625 

1,435 

108 

7.52 

609,108 

1898-1902  

93,644,275 

2,201 

105 

4.77 

891,850 

1903-1907  

134,571,182 

3,317 

166 

5.00 

810,669 

1908    

26,237,800 

708 

27 

3.81 

973,622 

1909  

27,755,032 

808 

20 

2.48 

1,387,752 

1910  

34,424,951 

833 

23 

2.76 

1,496,737 

1911  

30,342,039 

688 

22 

3.19 

1,379,813 

FATAL  ACCIDENTS 
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FATAL  ACCIDENTS  FOR  THE  YEAR  ENDING 
JUNE  30th,  1912. 


BROOKE  COUNTY. 

November  9,  1911. — Koja  Strika  or  John  Streat,  Trackman,  35,  Austrian, 
La  Belle  Shaft  Mine.    Instantly  killed  by  fall  of  rock. 

December  1,  1911. — Henry  Gorges,  Miner,  28,  German,  Beach  Bottom  Mine. 
He  attempted  to  take  up  bottom  coal  without  removing  loose  rock  overhead  and 
was  instantly  killed  by  fall  of  the  latter. 

December  26,  1911. — Mele  Polens  alias  Samuel  Milkovich,  Loader,  25, 
Servian,  La  Belle  Shaft  Mine.  He  was  sitting  on  empty  car  on  siding  when 
he  rose  up  suddenly  and  the  back  of  his  neck  struck  the  trolly  wire  instantly 
electrocuting  him. 

January  15,  1912. — Michael  Supica  alias  Mike  Subitza,  Loader,  26,  Polish. 
He  was  found  lying  along  the  track  with  his  side  touching  the  machine  wires. 
It  is  supposed  he  was  electrocuted. 

February  8,  1912. — James  Rickman,  Miner,  62,  American,  La  Belle  Coal  Co. 
In  attempting  to  crawl  over  an  empty  car  which  was  blocking  the  way,  he 
struck  a  live  wire  and  was  electrocuted. 

MAEION  COUNTY. 

July  6,  1911. — Dominick  Morant,  Miner,  38,  Italian,  Consolidation  No.  28 
Mine.    Instantly  killed  by  fall  of  slate. 

July  17,  1911. — Joe  Bonnis,  Driver  and  Brakeman,  25,  Italian,  Consolidation 
No.  63.  Struck  by  a  piece  of  slate,  which  broke  his  leg,  dislocated  his  hip  and 
injured  him  internally,  from  which  injuries  he  died  the  next  day. 

July  27,  1911. — John  Laconovick,  Miner,  35,  Austrian,  Consolidation  No.  43 
Mine.  He  was  standing  on  a  wood  rail  which  he  had  placed  across  a  car  and 
was  taking  down  slate.  The  slate  fell  on  him,  causing  injuries  so  serious  that 
he  died  from  them  on  the  31st  of  July. 

September  18,  1911. — George  Rotash,  Machine  Coal  Loader,  54,  Slav.,  Consoli- 
dation No.  24.    Instantly  killed  by  fall  of  slate. 

October  5,  1911. — Felix  Tassilla,  Machine  Miner,  21,  Italian,  Consolidation 
No.  53  Mine.    Instantly  killed  by  fall  of  slate. 

October  12,  1911. — John  Batsa,  Machine  Runner,  34,  Pole,  Italian,  Consoli- 
dation No.  36  Mine.  Obeying  instructions,  he  attempted  to  disconnect  the 
machine  cable  and  in  so  doing  caught  hold  of  both  nipples  at  the  same  time 
with  his  wet  gloves,  receiving  the  full  force  of  the  current,  which  was  fatal. 

October  24,  1911. — William  James,  Timberman,  50,  American,  Consolidation 
No.  56  Mine.  He  and  another  man  were  pushing  a  car  of  lumber  when  it 
began  to  move  very  fast  and  ran  into  an  open  switch  and  collieded  with  a  car 
of  props,  catching  James  between  the  end  of  his  car  and  the  props  and  crush- 
ing him  through  the  hips,  from  which  injuries  he  died: 

November  8,  1911. — Mike  Garbotchic,  Miner,  29,  Crothian,  Consolidation  No. 
22.    Instantly  killed  by  fall  of  slate. 
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November  15,  1911. — Dominick  George,  Miner,  25,  Italian,  Jamison  No.  8 
Mine.  Fall  of  coal  struck  brake  of  car  releasing  same.  The  car  moved  for- 
ward and  in  attempting  to  set  brake,  the  victim  placed  his  head  between  car  and 
roof  with  fatal  results. 

November  25,  1911. — F.  L.  Watson,  Fire  Boss,  39,  American,  Jamison  No.  8 
Mine.  Tn  stepping  aside  to  avoid  a  motor,  he  did  not  see  another  one  approach- 
ing, stepped  in  front  of  it  and  was  killed. 

January  23,  1912. — Dominick  Carr,  Miner,  26,  Italian,  Consolidation  No.  47 
Mine.  In  trying  to  get  away  from  a  threatened  fall  of  slate,  he  ran  against  a 
prop  which  stunned  him  and  prevented  his  gettinng  out  in  time  to  avoid  the  fall. 
He  was  instantly  killed. 

February  4,  1912. — Peter  Spehear,  Loader,  22,  Austrian,  Jamison  No.  9 
Mine.  After  stepping  off  cage,  he  attempted  to  get  back  on  it  after  signal  to 
rise  had  been  given,  and  was  crushed  between  cage  and  timber  of  shaft,  and 
fatally  hurt. 

February  2,  1912. — Joe  Gasper,  Machine  Runner  and  Loader,  27,  Crotian, 
Consolidation  No.  24.    Instantly  killed  by  fall  of  slate. 

April  24,  1912. — Steve  Eleich,  Empty  Pusher,  21,  Austrian,  Jamison  No.  7 
Mine.  While  pushing  two  empty  cars,  in  some  manner,  (there  being  no  wit- 
nesses) he  got  on  the  narrow  side  of  the  track  and  was  crushed  between  the  car 
and  rib,  which  resulted  in  death. 

April  2,  1912. — Luis  Proparise,  Driver,  22,  Italian,  Jamison  No.  8  Mine. 
Instantly  killed  by  fall  of  slate.  It  is  supposed  that  the  cause  of  this  slate  fall- 
ing was  that  a  prop  was  set  too  near  the  track  and  car  caught  it  and  knocked  it 
out.    Place  was  well  timbered. 

MARSHALL  COUNTY. 

October  26,  1911. — Joe  Farance,  Coal  Loader,  45,  Hungarian,  Hitchman 
Mine.  Coal,  which  had  been  loosened  by  a  shot  that  he  had  just  fired  fell  on 
him  and  crushed  him  to  death,  while  he  was  shoveling  coal  into  the  car. 

December  24,  1911. — John  Metlock,  Motor  Flagman,  25,  Slavish,  Hitchman 
Mine.  During  a  delay  in  the  work  that  was  caused  by  a  motor  jumping  the 
track,  he  sat  down  to  rest  and  fell  asleep.  When  he  heard  the  motor  coming  he 
awoke  suddenly  and  was  evidently  bewildered,  for  he  stepped  in  front  of  it  and 
was  struck  and  fatally  injured. 

BRAXTON  COUNTY. 

November  6,  1911. — Sam  Warner,  Miner,  21,  Italian,  Davis  Colliery  Co.,  No. 
11  Mine.  Disregarding  orders  to  post  a  piece  of  loose  overhanging  slate,  under 
which  he  was  working,  he  was  instantly  killed  by  its  fall. 

January  4,  1912. — Charles  Ratliff,  Miner,  47,  Negro,  Copen  Mine  of  the 
Davis  Colliery  Co.  He  was  caught  between  mine  car  and  rib  and  crushed  to 
death.    He  was  out  of  working  place  and  should  not  have  been  where  he  was. 

OHIO  COUNTY. 

November  28,  1911. — George  Amos,  Miner,  50,  American,  Elm  Grove  Mine 
of  the  Elm  Grove  Coal  Co.  He  threw  some  implements  on  the  motor  and  then 
leaned  over  the  motor  and  while  in  this  position  his  metal  lamp  touched  a  live 
wire,  thus  completing  an  electric  circuit  and  he  was  immediately  electrocuted. 
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May  31,  1912. — Tom  Schnrnski,  Loader,  36,  Russian  Pole,  Elm  Grove  Mine 
of  the  Elm  Grove  Coal  Co.    Instantly  killed  by  fall  of  stone. 

HABBISON  COUNTY. 

July  7,  1911.— Randolph  Mine  of  the  Maderia-Hill-Clark  Coal  Co.,  Georg€ 
Barney  Skinner,  Mine  Foreman,  48,  American.  He  was  engaged  in  bracing 
up  and  timbering  the  sides  of  the  banks,  when  some  dirt  broke  out  of  the 
upper  bank  and  loosened1  and  fell  on  him,  catching  him  between  some  mine 
rails  and  the  bank,  causing  injuries  so  serious  that  he  died  from  them  next  day. 
This  was  purely  an  unavoidable  accident.  Mr.  Skinner  was  an  experienced  and 
competent  man,  having  served  as  mine  foreman  for  many  years. 

July  8,  1911. — Willard  No.  1,  of  the  Virginia-Maryland  Coal  Corporation. 
Sam  Romana,  Loader,  25,  Italian.  He  was  trying  to  pull  down  coal  just  after 
blasting  and  it  fell  on  him  and  instantly  killed  him. 

July  31,  1911—  No.  29,  of  The  Consolidation  Coal  Co.  Charley  Lehosky, 
Miner,  35,  Slav.  He  had  fired  a.  shot  which  brought  down  part  of  the  coal, 
leaving  the  remainder  overhanging,  but  evidently  cracked  loose.  While  work- 
ing on  this  block,  it  broke  loose,  knocking  him  backwards  and  crushing  him, 
causing  injuries  from  which  he  died  about  an  hour  later. 

September  9,  1911. — No.  21  of  The  Consolidation  Coal  Co.  Frank  Mino, 
Driver,  24,  Italian.  He  was  caught  between  a  mine  car  and  the  pillar  and 
crushed  through  the  chest,  from  which  injuries  he  died. 

October  5,  1911. — Erie  Mine  of  the  Hutchinson  Coal  Co.  Matur  Gerlieu, 
Miner,  24,  Pole.  After  making  his  shot,  ho  returned  to  his  room  too  soon  and 
was  caught  by  a  fall  of  slate,  and  instantly  killed. 

October  5,  1911. — No.  35  of  The  Consolidation  Coal  Co.  Walter  Barnes, 
Brakeman,  16,  American.  He  was  riding  on  trip  which  was  being  shoved  by  the 
locomotive  operating  between  pit  mouth  and  tipplo.  He  had  cut  off  the  loads 
and  in  some  manner  fell  in  front  of  locomotive  which  ran  on  him,  injuring  him 
so  badly  that  he  died  the  same  day. 

September  26,  1911.— No,  49,  of  The  Consolidation  Coal  Co.  T.  L.  Nutter, 
Machine  Runner,  45,  American.  He  was  drilling  an  auger  hole  when  without 
warning,  about  a  ton  of  coal  and  slate  fell  upon  him,  from  which  injuries  he 
died  next  day. 

April  19,  1912. — No.  60  of  The  Consolidation  Coal  Co.  Joe  Narons,  Miner, 
39,  Lithuanian.  He  went  back  two  minutes  after  shot  was  fired  and  began 
to  load  his  car,  when  the  roof  slate,  which  was  loosened  by  the  shot  fell  on  him 
and  crushed  his  skull,  causing  instant  death. 

April  23,  1912. — No.  35  of  The  Consolidation  Coal  Co.  Paul  Girod,  Mine 
Foreman,  41,  French.  He  was  warned  twice  about  working  at  a  stump  which 
was  unsafe,  but  disregarding  the  warnings,  he  continued  to  pick  at  it  and 
the  top  coal  fell  on  him,  crushing  him  to  death. 

May  2,  1912. — No.  49  of  The  Consolidation  Coal  Co.  John  Kuss,  Loader, 
Polish.    Died  May  20th  from  injuries  received  from  fall  of  slate  on  May  2. 

May  17,  1912. — No.  25  of  The  Consolidation  Coal  Co.  Joseph  Urcheck, 
Miner,  40,  Slav.  Instantly  killed  by  fall  of  slate,  caused  by  his  digging  too 
much  of  the  stump  away. 

May  22,  1912.— No.  51  of  The  Consolidation  Coal  Co.  Dominieo  Marra, 
Trapper,  17,  Italian.     This  boy  was  lying  on  the  track  and  evidently  was 
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asleep.  The  motorman  did  not  see  him  until  he  was  within  20  feet  of  him.  He 
reversed  his  motor  and  applied  the  sand,  but  with  no  avail.  The  motor  ran 
over  the  boy  and  he  died  of  the  injuries  received  in  less  than  an  hour. 

May  24,  1912. — Bingamon  Mine  of  the  Marion  Gas  Coal  Co.  Joe  Vasto, 
Miner,  35,  Polish.  Instantly  killed  by  fall  of  slate.  This  was  an  unavoidable 
accident. 

June  25,  ]  91 2.— Randolph  Mine  of  the  Maderia- Hill-Clark  Coal  Co.  John 
Poxova,  Miner,  29,  Polish.  This  man  did  not  die  immediately  and  before  he 
died  he  said  that  he  had  his  coalite  caps  in  his  hand  when  a  spark  dropped 
from  his  lamp  into  the  caps  and  exploded  them.  He  died  in  a  short  time  from 
the  injuries  received. 

BABBOUR  COUNTY. 

August  18,  1911.— No.  37  of  The  Consolidation  Coal  Co.  Tony  Scarcell, 
Loader,  17,  Italian.  A  shot  had  been  fired  which  uncovered  a  slip  in  the  roof. 
The  victim  was  picking  down  some  coal  from  the  roof,  when  it  fell  on  him 
breaking  his  neck  and  back  and  instantly  killing  him. 

September  6,  1911. — Century  No.  1  Mine  of  the  Century  Coal  Co.  Anthony 
Gachinski,  Miner,  37,  Polish.  This  man  was  caught  in  his  machine  and  his 
right  leg  was  lacerated  and  otherwise  hurt.  He  was  removed  to  the  physician's 
office  where  he  was  attended  by  three  physicians.  The  limb  was  amputated,  but 
he  died  of  loss  of  blood  a  few  hours  later. 

February  3,  1912. — Lillian  Mjine  of  the  Grafton  Fuel  Co.  Jim  Fortor, 
Machine  Helper,  17,  Italian.    Instantly  killed  by  fall  of  coal. 

May  21,  1912.— No.  37  of  The  Consolidation  Coal  Co.  John  Csalkovich, 
Trackman  and  Timberman, •  42,  Hungarian.  Killed  instantly  by  fall  of  stone 
and  slate.  There  was  no  indication  that  the  place  was  dangerous  and  the 
accident  was  unavoidable. 

MONONGALIA  COUNTY. 

January  6,  1912— No.  5,  of  the  Elkins  Coal  &  Coke  Co.  B.  Vincenzo, 
Miner,  29,  Italian.  Without  the  knowledge  of  the  foreman,  he  went  to  work  on 
a  loose  crosscut,  when  in  a  short  time,  the  roof  gave  way  and  covered  him  by 
its  fall  causing  instant  death. 

January  22,  1912.— No.  1  Mine  of  the  Elkins  Coal  &  Coke  Co.  Joe  Perri, 
Motorman,  28,  Italian.  He  lost  control  of  his  motor  and  attempted  to  get 
off  and  was  caught  underneath  the  motor  and  fatally  hurt. 

PRESTON  COUNTY. 
September  16,  1911. — Tunnelton  Mine  of  the  Merchants  Coal  Co.  Dominick 
Costo,  Machine  Man,  27,  Italian.    He  was  riding  on  a  self  propelling  machine 
and  going  into  a  low  place,  his  head  was  crushed  between  the  machine  and  a 
cross  timber. 

May  23,  1912.— Newburg  Shaft  of  the  Hamilton  Coal  &  Coke  Co.  William 
Henry,  Driver,  27,  American.  This  man  was  presumably  on  his  way  out  with  a 
loaded'  car  when  he  was  caught  by  a  fall  of  roof  coal  and  slate,  completely 
covering  him  and  causing  instant  death.    There  were  no  witnesses. 

June  25,  1912. — Austen  No.  2  Mine  of  the  Austen  Coal  &  Coke  Co.  Paul 
Rome,  Miner,  20,  Italian.    He  and  his  fellow'  workman  had  just  cut  a  cross-cut 
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through,  when  a  piece  of  rock  dropped  out  and  caught  him,  causing  instant 
death. 

RANDOLPH  COUNTY. 

March  1,  1912. — Weaver  No.  1  Mine  of  the  Davis  Coal  Co.  Albert  Donald- 
son, Chaser,  15,  American.  This  boy  was  riding  in  a  car  when  a  small  piece 
of  slate  fell  from  the  roof  and  hit  him  on  the  head,  knocking  him  off  the  car 
and  he  was  crushed  between  the  car  bumper  and  the  rail. 

March  18,  1912.— No.  2  mine  of  the  Davis  Colliery  Co.  Fred  Phillip,  Miner, 
40,  Italian.  Instantly  killed  by  fall  of  slate,  which  was  unforseen  and  un- 
avoidable. 

TUCKER  COUNTY. 

August  4,  1911. — Thomas  No.  23  Mine  of  the  Davis  Coal  &  Coke  Co.  Joe 
Dennis,  Miner,  40,  Letvich.  He  undertook  to  remove  the  coal  and  let  the  bone 
and  top  coal  stand,  when  the  top  coal  fell  on  him  and  crushed  him  to  death. 

August  18,  1911.— No.  39  of  the  Davis  Coal  &  Coke  Co.  W.  H.  Allen,  Miner, 
47,  American.  He  was  handling  rope  at  the  top  of  shaft,  when  in  some  way, 
the  rope  jerked  him  down  shaft  and.'  he  fell  2001  feet  and  was  killed. 

August  31,  1911.— Coketon  No.  36  of  the  Davis  Coal  &  Coke  Co.  Larry 
Pezzonite,  Miner,  39,  Italian.    Instantly  killed  by  fall  of  slate. 

October  3,  1911— Coketon  No.  26  of  the  Davis  Coal  &  Coke  Co.  Emanuel 
Harris,  Miner,  34,  Negro.  He  was  caught  by  fall  of  roof  while  in  his  working 
place.    A  purely  unavoidable  accident. 

October  24,  1911.— Thomas  No.  34  of  the  Davis  Coal  &  Coke  Co.  John 
Shultz,  Miner,  27,  Polish.    Instantly  killed  by  fall  of  top  coal. 

February  12,  1912.— No.  36  of  the  Davis  Coal  &  Coke  Co.  Fartinot  Tasso, 
Miner,  46,  Italian.  Instantly  killed  by  fall  of  slate,  a  purely  unavoidable  ac- 
cident, as  the  place  was  well  timbered. 

February  17,  1912. — Douglass  No.  2  of  the  Cumberland  Coal  Co.  Sam 
Barrett,  Coupler,  35,  Italian.  Was  re-tracking  cars  when  rope  broke,  the  grade 
being  very  steep  and  in  the  resulting  wreck,  Barrett  was  struck  and  instantly 
killed. 

TAYLOR  COUNTY. 
December  28,  1911. — Rosemont  of  the  Rosemont  Coal  Co.  Mike  Zeborah, 
Miner,  35,  Slav.  He  fired  a  blast  which,  however,  did  not  remove  the  coal.  He 
then  attempted  to  further  undercut  for  the  purpose  of  getting  it  loose,  when 
a  mass  fell  on  him,  fatally  injuring  him.  He  died  in  the  Miners  Hospital  the 
same  day. 

June  10,  1912. — Wen  del  No.  4  of  the  Maryland  Coal  Co.  of  West  Virginia. 
Dene  Todorer,  Loader,  38,  Roumanian.  He  disregarded  orders  to  set  props  and 
was  instantly  killed  by  fall  of  slate. 

UPSHUR  COUNTY. 
August  2,  1911. — Red  Rock  Mine  of  the  Red  Reck  Fuel  Co.    L.  R,  Brooks, 
Miner,  37,  American.    Accidently  struck  a  live  wire  while  lifting  a  car  and  was 
was  electrocuted. 

GRANT  COUNTY. 

January  4,  1912. — Henry  No.  22  Mine  of  the  Davis  Coal  &  Coke  Company. 


302 


Annual  Report  of 


|  W.  Va. 


Frank  Chucci,  Miner,  19,  Italian.  Shot  accidently  discharged  while  he  was 
preparing  to  fire  and  it  resulted  in  his  death. 

GILMER  COUNTY. 
May  24,  1912— Brackett  Mine  of  South  West  Virginia  Goal  Co.    Goff  Frame, 
Miner,  28,  American.    He  went  back  on  shot  too  soon  and  was  instantly  killed 
by  fall  of  slate. 

CLAY  COUNTY. 

October  2,  1911. — Rich  Run  Mine  of  the  Elk  River  Goal  &  Lumber  Go. 
Horace  Steorts,  Machine  Runner,  22,  American.  In  attempting  to  pick  a  lump 
of  coal  from  the  rib,  he  stepped  on  the  cutter  bar  of  the  machine  and  his  leg 
was  cut  off  at  the  hip.    He  died  next  day. 

PUTNAM  COUNTY. 

July  21,  1911— Big  Otto  No.  3  of  The  Otto  Marmet  Goal  &  Mining  Go. 
Edward  Pendleton,  Miner,  39,  Negro.  He  disregarded  warning  that  the  roof 
was  dangerous  and  was  instantly  killed  by  its  fall. 

January  3,  1912.— Big  Otto  No.  1  of  The  Otto  Marmet  Goal  &  Mining  Co. 
J.  Hezrecael  McCormack,  Miner,  25,  American.  Instantly  killed  by  fall  of 
slate.    He  had  been  warned  of  the  danger. 

March  29,  1912. — Manila  Mine  of  the  Plymouth  Coal  &  Mining  Co.  William 
Hill,  Miner,  40,  American.    Instantly  killed  by  fall  of  slate. 

MASON  COUNTY. 
March  19,  1912. — Linden  Mine  of  the  Hutchinson  Coal  Co.    Joseph  Fierce, 
Machine  Helper,  28,  American.    Instantly  killed  by  fall  of  slate,  which  fell 
without  warning. 

BOONE  COUNTY. 
April  26,  1912— Webb  Mine  of  the  Webb  Coal  Mining  Co.  Anderson  Ward, 
Machine  Helper,  29,  Negro.  The  victim  was  alone  when  his  death  occurred, 
but  the  machine  man,  who  was  several  hundred  feet  away  heard  him  cry  out 
and  ran  to  him  at  once.  He  found  him  lying  unconscious  and  immediately 
summoned  the  doctor,  who  pronounced  him  dead,  but  could  not  determine  what 
had  caused  it.    It  is  thought  he  touched  an  electric  wire. 

KANAWHA  COUNTY. 

July  19,  1911. — Raccoon  No.  1  of  the  Cabin  Creek  Consolidated  Coal  Co. 
Bernard  Savoa,  Loader,  31,  Italian.  The  deceased  was  sitting  on  rear  end  of 
car  when  the  back  of  his  neck  touched  a  trolley  wire  and  he  was  electrocuted. 

July  6,  1911.— No.  1  of  the  Imperial  Colliery  Co.  A.  S.  Williams,  Miner,  40, 
American.  Without  sufficient  props,  he  worked  under  top  coal  and  it  fell  on 
him  causing  injuries  from  which  he  died  on  the  27th  July,  1911. 

July  25,  1911.— Horton  No.  2  of  the  Wyatt  Coal  Co.  Davy  C.  Jenkins, 
Machine  Runner,  31,  Negro.  He  was  caught  in  machine  and  was  killed  by  the 
current  before  assistance  could  get  to  him. 

August  2,  191]. — Caledonia  Mine  of  the  Cabin  Creek  Consolidated  Coal  Oo. 
George  Schylaski,  Loader,  22,  Polish.    Instantly  killed  by  fall  of  slate. 
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August  7,  1911. — BelleclaTe  of  the  Cabin  Creek  Consolidated  Coal  Co. 
William  Frisby,  Miner  and  Laborer,  25,  American.  He  was  riding  on  trip 
when  several  cars  became  disconnected,  one  of  them  being  the  car  on  which  he 
was  riding.  The  cars  derailed  and  when  found,  Frisby  was  lying  under  one  of 
them,  was  unconscious  and  lived  only  a  few  minutes. 

August  23,  1911  —  No.  2  of  the  Hughes  Creek  Coal  Co.  Grover  Rutlidge, 
Loader,  19,  American.  He  was  injured  by  fall  of  slate  and  died  several  hours 
afterwards. 

September  7,  1911. — No.  1  Mine  of  the  Eepublic  Coal  Co.  Roman  Ziska, 
Miner,  40,  Roumanian.  Fatally  injured  by  fall  of  slate  and  died  from  the 
injuries  on  September  27th.  He  had  neglected  to  remove  this  piece  of  slate  be- 
fore working  under  it. 

September  8,  1911. — Splint  Mine  of  the  Carbon  Coal  Co.  Tom  Bradshaw, 
Miner,  20,  Negro.  He  was  assisting  motorman  to  put  car  on  track  and  set 
some  powder  in  car  when  motor  started,  the  powder  exploded  fatally  injuring 
him  and  he  died  on  the  11th. 

September  16,  1911. — Ronda  Mine  of  the  Coalburg  Colliery  Co.  Bonner  T. 
Ebble,  Motor  Helper,  17,  American.  He  was  riding  on  front  end  of  motor  and 
tried  to  step  off  to  throw  switch,  when  he  lost  his  balance  and  fell  in  front  of 
motor.  Motor  was  running  slowly,  but  it  was  impossible  to  stop  it  and  it  ran 
over  Ebble,  causing  instant  death. 

September  19,  1911. — No.  3  of  the  West  Virginia  Colliery  Co.  Spencer 
Stanley,  Loader,  19,  American.  Instantly  killed  by  fall  of  slate.  He  had 
examined  the  roof  and  pronounced  it  safe. 

October  27,  1911.— No.  3  of  the  Carbon  Coal  Co.  Thomas  Nisbet,  Miner. 
24,  American.  He,  with  a  fellow  workman  had  made  a  cut  and1  fired  two  shots 
and  Nisbet  went  to  corner  at  pillar  to  cut  corner  out.  He  had  only  made  two 
or  three  strokes  with  his  pick  when  slate  fell  killing  him  instantly. 

January  12,  1912. — North  Mine  of  the  Winifrede  Coal  Co.  William  Green, 
Miner,  38,  American.  Instantly  killed  by  fall  of  slate,  which  was  unforeseen 
and"  unavoidable. 

January  15,  1912. — Raccoon  No.  2  West  of  the  Cabin  Creek  Consolidated 
Coal  Co.  Robert  Hensley,  Motor  Helper,  15,  American.  He  was  riding  an 
empty  motor  trip  and  the  car  in  which  he  was  jumped  the  track.  He  jumped 
out  of  the  car  and  fell  underneath  it  and  was  fatally  injured,  dying  in  five 
hours  after  accident. 

January  29,  1912. — Paint  Creek  Mine  of  the  Paint  Creek  Collieries  Co. 
Edward  Toney,  Miner,  29,  American.    Instantly  killed  by  fall  of  slate. 

February  3,  1912. — Empire  Mine  of  the  Cabin  Creek  Consolidated  Coal  Co. 
Andrew  Gillon,  Machine  Runner,  32,  American  Fatally  injured  by  fall  of 
slate.    He  died  on  February  23,  1912. 

February  19,  1912.— No.  2  of  the  Hughes  CTeek  Coal  Co.  Vernon  Jones, 
Miner,  17,  American.    Instantly  killed  by  fall  of  slate. 

February  20,  1912. — No.  5  Mine  of  the  Republic  Coal  Co.  Ras  Smith, 
Loader,  35,  American'.  He  had  fired  a  shot  and  worked  under  the  draw  slate 
without  taking  it  down.    Was  instantly  killed  by  its  fall. 

March  19,  1912. — Banner  Mine  of  the  Paint  Creek  Collieries  Co.  Robert 
Montgomery,  Machine  Runner,  37,  American.  Instantly  killed  by  fall  of  slate. 
This  was  an  unavoidable  accident.  The  place  had  been  examined  by  the  mine 
foreman  a  short  time  before  and  pronounced  safe. 
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March  19,  1912. — Banner  Mine  of  the  Paint  Creek  Collieries  Co.  Edward 
Byers,  Machine  Runner,  27,  American.  Fatally  injured  by  fall  of  slate.  The 
entry  was  well  posted  to  within  10  feet  of  the  face,  but  there  was  a  slip  in  the 
slate  at  the  face,  which  caused  it  to  fall.  The  mine  foreman  had  been  in  the 
place  that  afternoon  and  considered  it  safe. 

May  13,  1912. — Buckeye  Mine  of  the  Cabin  Creek  Consolidated  Coal  Co. 
Bruce  Jarrell,  Driver,  30,  American.  He  was  riding  on  front  end  of  loaded 
car  and  in  some  way  fell  off.    The  car  passed  over  him,  crushing  him  to  death. 

May  14,  1912. — No.  1  Mine  of  the  Republic  Coal  Co.  Victor  Cambustor, 
Brakeman,  20,  Italian.  He  was  riding  in  mine  car,  when  it  jumped  track, 
knocked  out  post  and  caused  slate  to  fall  on  him,  killing  him. 

June  10,  1912.— No.  104  of  the  Sunday  Creek  Co.  E.  M.  Bruce,  Miner,  31, 
American,  He  neglected  to  post  carefully  the  place  and  was  killed  by  fall  of 
draw  slate. 

June  14,  1912. — No.  3  Mine  of  the  Kelleys  Creek  Collieries  Co.  Monroe 
Frazier,  Driver,  28,  Negro.  ITe  was  taking  out  three  cars  loaded  with  coal,  got 
off  car  he  was  riding  on  and  in  attempting  to  get  on  again,  fell  and  was 
dragged  about  fifty  feet  and  instantly  killed. 

June  15,  1912. — No.  1  Mine  of  the  Imperial  Colliery  Co.  James  Jolly, 
Driver,  17,  American.  He  fell  from  front  end  of  car  and  was  fatally  injured, 
dying  next  day. 

FAYETTE  COUNTY. 

July  10,  1911. — Scarbro  Mine  of  the  White  Oak  Fuel  Co.  Joe  Zamany, 
Miner,  22,  Polish.  He  was  warned  to  stand  to  one  side  till  top  coal  was  pulled 
dlown,  but  he  disregarded  warning  and  began  to  work  underneath  the  loose 
coal,  which  fell  on  him  and  broke  his  neck.    Death  immediately  ensued. 

July  25,  1911.— Buffalo  Mine  of  the  Fire  Creek  Coal  &  Coke  Co.  James 
Stills,  Miner,  37,  Negro.  He  fell  from  run-a-way  trip  on  tramroad  on  outside 
of  mine  and  was  thrown  against  rocky  bank,  rolled  back  under  car,  was  run 
over  and  killed. 

August  3,  1911. — Red  Ash  Mine  of  the  Scotia  Coal  &  Coke  Co.  George 
Walker,  Laborer,  19,  Negro.  Working  under  loose  slate,  which  he  had  been 
cautioned  to  post,  he  was  crushed  by  its  fall  and  instantly  killed. 

August  10,  1911.— Turkey  Knob  Mine  of  the  Turkey  Knob  Coal  Co.  Henry 
Paul,  Jr.,  Motor  Helper,  16,  American.  He  got  off  of  motor  to  open  trap  door 
and  stood  so  close  to  the  track  that  he  was  struck  in  the  temple  by  a  steel  rail 
that  was  being  hauled  on  top  of  trip.  His  skull  was  fractured  and  he  died 
immediately. 

August  11,  1911. — Sun  Mine  of  the  New  River  Collieries  Co.  Mike  Hen- 
dTick,  Miner,  33,  Pole.  After  a  shot  as  the  top  coal  did  not  come  down,  he 
began  digging  under  it,  when  it  came  down  on  him  and  caused  instantaneous 
death. 

August  26,  1911.— Fire  Creek  Mine  of  the  Fire  Creek  Coal  &  Coke  Co.  Lee 
Smith,  Miner,  17.  American.  There  was  no  witnesses  to  this  accident,  but  he 
was  found  lying  by  the  side  of  the  traek,  unconscious.  He  died  that  evening 
at  his  own  house.  It  is  presumed  that  he  was  riding  on  car  and  fell  off. 
Riding  on  car  was  against  orders. 

September  1,  1911.— Carlisle  Mine  of  the  White  Oak  Fuel  Co.    Harry  Hill, 
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Laborer,  23,  American.  In  attempting  to  replace  derailed  car,  his  back  came 
in  contact  with  a  live  wire  and  he  was  electrocuted. 

September  1,  1911. — No.  112  of  the  Sunday  Creek  Co.  Ray  Hernsby,  Motor 
Helper,  16,  American.  Some  timbers  that  had  been  used  in  putting  empties 
on  track  were  left  lying  there  and  when  motor  and  five  loaded  cars  came  along, 
they  struck  these  timbers  and  were  thrown  off  the  track.  Ray  Hernsby  was 
riding  on  rear  end  of  motor  and  was  instantly  killed  in  the  wreck.  f 

September  12,  1911. — Minden  No.  3  Mine  of  the  New  River  &  Pocahontas 
Cons.  Coal  Co.  Walter  L.  Crawford,  Motorman,  22,  American.  The  trolley 
came  off  the  wire  and  in  trying  to  replace  it,  he  was  instantly  electrocuted. 

September  16,  1911.— Carlisle  Mine  of  the  White  Oak  Fuel  Co.  William 
Pelter,  Motorman,  18,  English.  He  shut  the  power  off  his  motor  and  stepped  off 
in  front  of  it  to  get  his  watch  which  he  had  left  on  a  "header".  He  fell  and 
the  still  moving  motor  which  passed  over  his  body,  killing  him. 

September  19,  1911. — Meadow  Fork  Mine  of  the  Meadow  Fork  Coal  Co. 
Joseph  L.  Boggess,  Miner,  50,  American.  This  accident  was  due  to  his  careless 
setting  of  post  with  full  knowledge  of  danger.    Slate  fell  on  him  killing  him. 

September  21,  1911. — Sugar  Creek  Mine  of  the  Sugar  Creek  Coal  &  Coke  Co. 
Walter  Bragg,  Miner,  30,  American.  Instantly  killed  by  fall  of  "  kettle  bot- 
tom. ' ' 

September  21,  1911. — Parral  Mine  of  The  Stuart  Coal  Co.  William  Graham, 
Cager,  26,  American.  He  touched  live  wire  with  his  shoulder,  while  un- 
•       coupling  loaded  cars  to  put  on  cage,  and  was  instantly  electrocuted. 

September  26,  1911. — No.  2  Mine  of  the  New  River  &  Pocahontas  Cons. 
Coal  Co.  Andrew  Poindexter,  Miner,  36,  NegTo.  Instantly  killed  by  fall  of 
slate. 

September  26,  1911. — Blume  Mine  of  the  Blume  Coal  &  Coke  Co.  James 
Beaver,  Miner,  25,  American.  Instantly  killed  by  fall  of  slate.  A  purely  un- 
avoidable accident. 

September  29,  1911. — Layland  No.  2  of  the  New  River  &  Pocahontas  Cons. 
Coal  Co.  Winston  Bowles,  Miner,  32,  Negro.  Instantly  killed  by  fall  of 
slate. 

September  30,  1911— No.  3  of  the  Boomer  Coal  &  Coke  Co.  Louis  Collins, 
Miner,  23,  Italian.  He  went  back  on  shot  and  was  fatally  injured  by  fall  of 
slate.    He  died  in  the  Charleston  Hospital  October  24th. 

October  6,  1911.— Herberton  Mine  of  The  Herbert  Collieries  Co.  P.  E.  Hipe, 
Loader,  17,  American.    Instantly  killed  by  fall  of  slate. 

October  12,  1911. — No.  2  Mine  of  the  Loup  Creek  Colliery  Co.  Pietra 
Demasi,  Miner,  28,  Italian.    Instantly  killed  by  fall  of  coal. 

October  18,  1911. — Scarbro  Mine  of  the  White  Oak  Fuel  Co.  Andy 
Biernasky,  Machine  Helper,  27,  Austrian.  He  touched  a  live  wire  on  machine 
and  was  electrocuted. 

October  24,  1911. — Derryhale  of  the  McKell  Coal  &  Coke  Co.  George 
Kechman,  Slateman,  49,  Hungarian.    Instantly  killed  by  fall  of  slate. 

October  30,  1911.— Collins  No.  1  Mine  of  the  Collins  Colliery  Co.  Alex  Hol- 
land, Driver,  35,  Negro.  He  was  driving  car  with  mules,  when  it  is  supposed 
he  fell  off  the  car  in  some  way  and  was  dragged  along  for  some  distance  and 
killed. 

November  4.  1911. — No.  1  Mine  of  the  Milburn  Coal  &  Coke  Co.  John  Bird, 
Miner,  24,  Italian.    He  was  warned  to  take  down  slate  before  loading  car.  but 
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refused  to  listen  to  the  warning  and  was  crushed  by  fall  of  slate  and  fatally  in^ 
jured,  dying  on  the  7th. 

November  10,  1911. — Dietz  Mine  of  the  Dietz  Colliery  Co.  John  G.  Kin- 
caid,  Miner,  23,  American.  This  man  was  employed  to  shoot  slate,  but  the 
driver  to  let  him  make  a  trip  with  his  mule  as  he  wanted  to  learn  to  drive. 
While  near  a  trap  door,  he  aimed  to  go  between  the  car  and  trap  door  and  was 
caught  by  the  car,  receiving  injuries  so  serious  that  he  died  on  the  19th. 

November  24,  1911. — No.  4  Mine  of  the  Boomer  Coal  &  Coke  Co.  P.  E. 
Hall,  Carpenter,  32,  American.  He  was  doing  some  construction  work  on  the 
tipple.  In  attempting  to  pick  up  a  coil  of  rope  on  the  railroad  track,  he  was 
caught  between  railroad  car  and  a  concrete  wall  and  instantly  killed. 

November  29,  1911. — Minden  No.  2  Mine  of  the  New  River  and  Pocahontas 
€ors.  Coal  Co.  Robert  Burgess,  Miner,  20,  American.  Tnstantly  killed  by  fall 
of  slate. 

December  12,  1911. — Nova  Scotia  Mine  of  The  Gauley  Mountain  Coal  Co. 
Moses  Hopkins,  Back  Hand,  17,  Negro.  Tnstantly  killed  by  fall  of  "kettle 
bottom".  The  place  was  thought  to  be  perfectly  safe  and  had  been  examined 
just  before  the  boy  went  under  it. 

December  13,  1911. — Layland  No.  1  of  the  New  River  and  Pocahontas  Cons. 
Coal  Co.  Tom  Persha,  Miner,  25,  Austrian.  He  was  attempting  to  Tetrack 
derailed  loaded  car  and  when  the  motor  pulled,  the  car  swung  away  from  track 
and  caught  him  between  car  and  rib. 

December  14,  1911. — Nuttall  Mine  of  the  Nuttallburg  Collieries  Co.  Joe  * 
Zoleski,  Miner,  24,  Polish.    This  man  was  killed  in  a  place  that  had  just  beeu 
examined  and  prounounced  safe.    It  is  thought  that  he  took  out  a  post  that 
might  had  been  in  his  way  while  loading,  as  a  post  was  lying  near  car. 

December  16,  1911. — Stuart  Mine  of  the  Stuart  Colliery  Co.  Edgar  Morgan, 
Trapper,  15,  English.  This  boy  was  riding  against  orders  on  the  cars,  when 
coupling  broke  and  cars  ran  back  into  door.  He  was  fatally  injured  and  taken 
to  his  home,  where  he  died  that  night. 

January  11,  1912. — Oakwood  Mine  of  the  White  Oak  Fuel  Co.  William 
Stevens,  Loader,  16,  ^American.  He  was  in  the  act  of  loading  a  car  with  coal, 
when  he  was  killed  by  the  fall  of  a  large  piece  of  bone  coal. 

January  12,  1912/ — No.  1  Mine  of  The  Low  Moor  Iron  Co.  of  Virginia. 
James  Ash,  Miner,  24,  American.    Instantly  killed  by  fall  of  slate. 

January  27,  1912.— Brown  Mine  of  the  Brown  Coal  Co.  Henry  Wedderburn, 
Motorman,  28,  American.  While  in  the  act  of  replacing  trolley  pole  on  wire, 
he  struck  the  back  of  his  head  against  wire  and  was  knocked  off  of  motor  and 
irstnntly  killed. 

February  2,  1912. — No.  Mine  of  the  Christian  Colliery  Co.  Silas 
Scarorough.  Miner,  39,  American.    Instantly  killed  by  fall  of  coal. 

February  4,  1912— Stuart  Mine  of  the  Stuart  Colliery  Co.  Frank  Pedro, 
Slateman.  21,  Italian.    Instantly  killed  by  fall  of  slate. 

February  7,  1912. — Turkey  Knob  of  the  Turkey  Knob  Coal  Co.  Oscar  Hays, 
Miner,  28,  American.    Instantly  killed  by  fall  of  draw  slate. 

February  22,  1912. — Minden  No.  2  Mine  of  the  New  River  &  Pocahontas 
Cons.  Coal  Co.  Randolph  Covaro,  Miner,  36,  Polish.  Instantly  killed  by  fall  of 
slate. 

February  4,  1912. — No.  4  Mine  of  the  New  River  &  Pocahontas  Cons.  Coal 
Co.    Mike  Jobritz,  Miner,  23,  Litvich.    This  man  was  shooting  bottom  slate  to 
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make  a  breakthrough  and  had  knocked  some  rxtsts  0ut  to  get  to  work  and  went 
UHder  weakened  roof,  althought  warned  not  to  do  so,  and  was  instantly  killed  by 
fall  of  slate. 

March  16,  1912. — Minden  No.  3  Mine  of  the  New  River  &  Pocahontas  Cons. 
Coal  Co.  James  Crowder,  Brakeman,  22,  American.  He  was  riding  on  front 
end  of  motor  and  jumped  off  and  fell  under  it,  derailing  the  motor,  which  fell 
over  his  body,  causing  instant  death. 

March  19,  1912.— No.  112  of  the  Sunday  Creek  Company.  Wort  Milton, 
Machine  Helper,  28,  American.  He  and  a,  fellow  workman  stopped  work  to 
eat  lunch  and  set  down  opposite  a  cross  cut  which  a  man  was  preparing  to  shoot 
down.  They  told  him  not  to  shoot  until  they  had  finished  cutting  the  12th 
entry,  but  he  seemed  to  have  misunderstood  them  and  claims  that  they  told  him 
to  shoot,  which  he  did.    Instantly  killing  Milton. 

March  27,  1912.— Oakwood  Mine  of  the  White  Oak  Fuel  Co.  William  Woods, 
Miner,  50,  American.  Irstantly  killed  by  fall  of  slate.  He  heard  the  rock 
begin  to  break  and  ran  to  get  out  of  the  way,  but  was  caught. 

April  16,  1912.— Slater  Mine  of  the  Ephriam  Creek  Coal  &  Coke  Co.  William 
Daniel  Walker,  Back  Hand,  15,  Negro.  He  was  riding  on  loaded  trip,  when 
five  or  six  cars  were  derailed  at  frog  on  the  outside  of  pit  mouth,  and  he  fell 
underneath  and  was  crushed,  dying  immediately. 

April  24,  1912. — Derryhale  Mine  of  the  McKell  Coal  &  Coke  Co.  John  Frank, 
Loader,  21,  Hungarian.  This  man  was  warned  by  timberman  to  leave  the  face 
until  rock  was  timbered,  but  he  ignored  the  warning  and  passed  under  the  rock, 
which  fell  on  him  with  fatal  results. 

May  11,  1912. — Eureka  No.  14  of  the  Great  Kanawha  Colliery  Co.  Tony 
George,  Miner,  35,  Italian,  Instantly  killed  by  fall  of  rock. 

May  14,  1912. — Lyman  Mine  of  the  Prudence  Coal  Co.  Joseph  Martin- 
cowitch,  Miner,  58,  German.    Instantly  killed  by  fall  of  stone. 

May  15,  1912.— No.  3  of  the  New  River  &  Pocahontas  Cons.  Coal  Co. 
William  Bailey,  Miner,  40,  American.  He  neglected  to  set  posts  and  was  killed 
by  fall  of  top  coal. 

May  5,  1912.— Derryhale  Mine  of  the  McKell  Coal  &  Coke  Co.  Frank  Frenk, 
Slateman,  31,  Hungarian.  He  was  working  under  roof  that  seemed  on 
examination  to  be  perfectly  safe,  but  the  slate  fell  on  him  and  instantly  killed 
him. 

May  20,  1912. — Baby  Mine  of  Mt.  Hope  Coal  &  Coke  Co.  Paul  Raimand, 
Miner,  21,  Polish.  He  was  taking  down  a  piece  of  slate  with  pick  when  it  fell 
and  crushed  him  to  death. 

June  15,  1912.— Collins  No.  1  Mine  of  the  New  River  Co.  Jake  Barbara, 
Miner,  27,  Polish.    Instantly  killed  by  fall  of  coal. 

June  24,  1912.— No.  5  Mine  of  the  New  River  &  Pocahonta  Cons.  Coal  Co. 
Steve  Linick,  Machine  Runner,  21,  Russian.  Injured  by  fall  of  slate  and  death 
resulted  in  a  half  hour. 

BALEIGH  COUNTY. 
August  1,  1911.— Shaft.  Nos.  1  and  2  Mine  of  the  E.  E.  White  Coal  Co. 
Vaden  Perkins,  Brakeman,  18,  Negro.    He  was  thrown  from  car  and  killed 
in  consequence  of  his  failing  to  adjust  switches,  which  caused  the  car  to  be 
derailed. 

August  8,  1911. — No.  2  Mine  of  the  Piney  Mining  Co.    Johnie  Jennings, 
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Back  Hand,  18,  Negro.  He  was  warned  to  leave  place  because  the  roof  was 
not  safe,  but  he  disregarded  warning  and  was  killed  by  fall  of  coal. 

September  21,  1911.— Sidney  Mine  of  the  McKell  Coal  Co.  Albert  Carmen, 
Trapper,  16,  American.  He  ran  to  throw  switch  for  the  motorman  and  in  so 
doing  fell  down  and  the  motor  passed  over  him  with  fatal  results. 

October  31,  1911.— No.  4  Mine  of  the  Raleigh  Coal  &  Coke  Co.  Dave  Wash- 
ington, Miner,  40,  American.  Neglecting  to  take  down  slate,  it  fell  on  him  with 
fatal  results. 

November  3,  1911. — Graham  Mine  of  the  McKell  Coal  &  Coke  Co.  Homer 
Wygal,  Laborer,  20,  American.  Instantly  killed  by  fall  of  slate.  The  room 
was  well  timbered  and  the  accident  was  unavoidable. 

November  14,  1911. — Cranberry  Mine  of  the  Cranberry  Fuel  Co.  John  Sur- 
bliss,  Miner,  50,  Litvich.    Instantly  killed  by  fall  of  draw  slate. 

November  25,  1911.— Tarns  Mine  of  the  Gulf  Smokeless  Coal  Co.  Robert 
Branch,  Miner,  30,  Negro.  He  was  undercutting  coal,  cut  being  in  about 
three  feet,  when  coal  fell  before  he  could  crawl  out.    He  was  instantly  killed'. 

December  1,  1911. — Bailey-Wood  Mine  of  the  Bailey -Wood  Coal  Co.  Peter 
Koswick,  Miner,  23,  Russian.  He  disobeyed  instructions  of  foreman  to  set 
posts  before  shooting  and  was  killed  in  consequence  by  fall  of  slate. 

December  13,  1911. — Mabscott  Mine  of  the  New  River  Co.  Quinn  Jones, 
Miner,  56,  Negro.    Instantly  killed  by  fall  of  slate. 

December  16,  1911. — Dorothy  Mine  of  the  Four  States  Coal  &  Coke  Co.  Ben- 
eretta  Paletta,  Brakeman,  26,  Italian.  He  was  riding  on  top  of  motor  when  he 
jumped  off  without  the  knowledge  of  the  foreman  and  motor-runner  who  were 
with  him.  He  fell  in  the  middle  of  the  track  and  motor  ran  over  him,  instantly 
killing  him. 

December  31,  1911. — Eccles  No.  3  Mine  of  the  New  River  Collieries  Co. 
Daniel  Campbell,  Timberman,  26,  American.  He  was  operating  motor  on  his 
own  responsibility  without  orders  from  the  mine  foreman,  lost  his  self-control 
and  exclaimed  to  brakeman  that  he  could  not  apply  brake.  He  attempted  to 
jump  off  the  motor  and  his  foot  caught,  throwing  him  under  motor  and  he  was 
killed, 

January  5,  1912. — Sullivan  Mine  of  the  Sullivan  Coal  &  Coke  Co.  Dick 
Thornton,  Miner,  50,  Scotch.  Fatally  injured  by  fall  of  slate  and  died  next 
day. 

January  13,  1912.— No.  6  of  the  Raleigh  Coal  &  Coke  Co.  Burt  Scott.  Miner, 
25,  American.  He  failed  to  take  down  draw  slate  and  it  fell  on  him,  causing 
his  death. 

January  13,  1912. — Eccles  No.  6  Mine  of  The  New  River  Collieries  Co. 
Coritore  Sabastina,  Miner,  22,  Italian.  He  neglected  to  set  a  header  after  mak- 
ing a  cut  and  was  fatally  injured  by  fall  of  slate  and  died  a  short  time  after- 
wards. 

January  13,  1912.— No.  6  Mine  of  the  Raleigh  Coal  &  Coke  Co.  Will  Reed, 
Miner,  45,  American.  He  neglected  to  take  down  draw  slate  before  working 
under  it  and  was  injured  by  its  fall  and  died  on  the  next  day. 

January  17,  1912. — Shaft  mine  of  the  E.  E.  White  Coal  Co.  Harrison  Han- 
cock, Trip  Rider,  22,  Negro.  He  was  running  along  beside  car  with  his  hand 
on  the  car  and  when  the  motorman  took  up  slack  it  pulled  him  under  the  car  and 
he  was  fatally  hurt  and  died  on  the  19th. 
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January  20,  1912. — Bailey-Wood  Mine  of  the  Bailey-Wood  Coal  Co.  J.  E. 
Stump,  Driver,  18,  American.  Is  supposed  to  have  been  struck  by  a  piece  of 
flying  coal  from  a  runaway  trip  of  loaded  cars  as  they  struck  a  ear  standing 
on  the  side  track,  where  the  deceased  was  standing  at  the  time.  He  was 
instantly  killed. 

March  9,  I912.---Tams  Mine  of  the  Gulf  Smokeless  Coal  Co.  Andrew  Wilson, 
Miner,  26,  American.  Fatally  injured  by  fall  of  slate  a.nd  died  in  three 
hours. 

March  22,  1912.— Graham  Mines  of  the  McKell  Coal  &  Coke  Co.  John 
Varasky,  Miner,  30,  Russian.    Instantly  killed  by  fall  of  slate. 

March  30,  1912.— No.  1  Shaft  Mine  of  the  E.  E.  White  Coal  Co.  George 
Clemens,  Loader,  18,  Negro.  Instantly  killed  by  fall  of  "horseback" — a 
purely  unavoidable  accident. 

April  19,  1912. — Eccles  No.  9  Mine  of  the  New  River  Collieries  Co.  Howard 
Houston,  Loader,  26,  Negro.    He  touched  live  wire  and  was  electrocuted. 

April  22,  1912.— Shaft  Mine  of  the  E.  E.  White  Coal  Co.  John  Robinson, 
Miner,  22,  Negro.  He  disobeyed  orders  to  set  brakes  on  two  loaded  cars  and 
they  ran  into  motor  on  which  he  was  riding.  He  attempted  to  jump,  but  was 
caught  between  motor  and  cars  and  received  injuries  from  which  he  died  on  the 
25th  in  the  McKendree  Hospital. 

April  29,  1912.— No.  3  Mine  of  the  Raleigh  Coal  &  Coke  Co.  Rufus  Hicks, 
Slate  man,  24,  American.  The  deceased  on  his  own  account  took  an  ax  and 
commenced  to  chop  a  post  that  was  supporting  the  draw  slate,  though  warned 
not  to  do  so.    This  resulted  in  the  slate  falling  and  instantly  killing  him. 

May  17,  1912. — Mabscott  Mine  of  the  Mabscott  Coal  &  Coke  Co.  John  Lozer 
(or  Loscum),  Miner,  41,  Polish.    Instantly  killed  by  fall  of  slate. 

May  21,  1912.— Dorothy  Mine  of  the  Four  States  Coal  &  Coke  Co.  Bill 
Condos,  Miner,  24,  Greek.  This  man  with  a  fellow  workman  (Tom  Labue) 
had  put  a  shot  in  the  top  coal,  which  did  not  knock  it  down,  but  sprung  it  from 
the  slate,  they  then  used  a  lever  to  prize  the  coal  down,  when  a  piece  of  slate 
fell,  causing  death  of  both  of  them. 

May  21,  1912.— Dorothy  Mine  of  the  Four  States  Coal  &  Coke  Co.  Tom 
Labue,  Miner,  29,  Greek.  This  man  with  a  fellow7  workman,  (Bill  Condas)  had 
put  a  shot  in  the  top  coal,  which  did  not  knock  it  down,  but  sprung  it  from  the 
slate.  They  then  used  a  lever  to  prize  the  coal  down,  when  a  piece  of  slate 
fell,  causing  death  of  both  of  them. 

June  3,  1912. — Sarita.  Mine  of  the  Four  States  Coal  &  Coke  Co.  James 
Harmoya,  Laborer,  51,  Italian.  This  man  was  making  repairs  on  the  supply 
track  running  up  the  mountain  side  to  the  mines.  He  had  been  warned  to 
watch  the  supply  truck  that  was  going  up  and  down  the  track,  but  he  became 
careless  and  was  struck  by  it  and  received  injuries  from  which  he  died  at  the 
Sheltering  Arms  Hospital  on  June  5th. 

June  10.  1912.— No.  3  Mine  of  the  Slab  Fork  Coal  Co.  Anthony  Cattaneo, 
Miner,  53,  Italian.  Instantly  killed  by  fall  of  slate.  He  was  not  in  his  working 
place  and  was  violating  rules  and  regulations  of  the  company. 

June  14,  1912.— No.  6  Mine  of  the  Raleigh  Coal  &  Coke  Co.  Frank  Wac- 
lasky,  Trip  Rider,  19,  Polish.  He  jumped  off  of  trip  to  throw  switch  and  the 
empty  cars  caught  him  and  he  was  instantly  killed. 

June  20,  1912. — No.  4  Mine  of  the  Blue  Jay  Lumber  Co.    Plas  Sewelsberry, 


310 


Annual  Report  of 


[W.  Va. 


Back  Hand,  60,  American.  Fatally  injured  by  fall  of  top  coal,  which  resulted 
in  his  death  on  June  24th. 

June  19,  1912. — No.  6  Mine  of  the  Raleigh  Coal  &  Coke  Co.  Adam  Somitz, 
Motorman,  22,  Polish.  In  getting  off  of  motor,  he  in  some  way  struck  live  wire 
and  was  electrocuted. 

June  2.1,  1912.— Dorothy  Mine  of  the  Four  States  Coal  &  Coke  So.  Steve 
Cozmore,  Miner,  33,  Hungarian. 

Mcdowell  county. 

July  5,  1912. — Jed  Mine  of  the  Jed  Coal  &  Coke  Co.  John  Damron,  Miner, 
22,  American.    Instantly  killed  by  fall  of  " kettle  bottom". 

July  6,  1912. — Shawnee  Mine  of  the  Shawnee  Coal  &  Coke  Co.  Victor  Bongo, 
Miner,  32,  Roumanian.    Instantly  killed  by  fall  of  slate. 

July  7,  1912.— Elk  Ridge  Mine  of  the  Elk  Ridge  Coal  &  Coke  Co.  Nat 
Coleman,  Miner,  35,  Negro.  Instantly  killed  by  fall  of  slate,  which  was  un- 
forseen  and  unavoidable. 

July  8,  1911.— No.  4  Mine  of  the  United  States  Coal  &  Coke  Co.  Joe  Demas, 
Miner,  27,  Italian.  He  was  pulling  a  loaded  car,  when  it  caught  a  post  and 
pulled  it  out,  letting  the  slate  fall  on  him.    He  was  instantly  killed. 

July  25,  1911.— Upland  Mine  of  the  Upland  Coal  &  Coke  Co.  Granville 
Pinchback,  Brakeman,  35,  Negro.  He  was  braking  trips  for  the  day  and  two 
cars  were  wrecked.  He  stepped  in  the  narrow  side  and  was  crushed  to  death 
between  the  cars  and  the  rib. 

July  31,  1911.  —No.  11  Mine  of  the  United  States  Coal  &  Coke  Co.  John 
Wietoni,  Miiur,  25,  Roumanian.    Instantly  killed  by  fall  of  "kettle  bottom." 

August  3,  1911. — Reynolds  Mine  of  the  Reynolds  Mining  Co.  John  Miller, 
Miner,  40,  American.    Instantly  killed  by  fall  of  slate. 

August  7,  1911.— No.  11  Mine  of  the  United  States  Coal  &  Coke  Co.  Sher- 
man Stewart,  Driver,  19,  American.  A  car  which  had  been  cut  off  from  a  trip, 
wrecked,  knocking  out  three  posts  and  causing  slate  to  fall  on  Stewart  and  he 
was  instantly  killed. 

August  14,  1911. — Blackstone  Mine  of  the  Superior  Pocahontas  Coal  Co. 
John  Trosky,  Miner,  35,  Hungarian.  He  disobeyed  orders  to  set  timbers  and 
was  instantly  killed  by  fall  of  slate. 

August  14,  1911. — Indian  Ridge  Mine  of  the  Indian  Ridge  Coal  &  Coke  Co. 
J.  R.  Wade,  Miner,  35,  Negro.  Instantly  killed  by  fall  of  slate.  This  slate  fell 
without  warning  and  seemed  perfectly  safe. 

August  19,  1911.— No.  10  Mine  of  the  United  States  Coal  &  Coke  Co. 
Joseph  Aleck,  Loader,  32,  Hungarian.  Fatally  injured  by  fall  of  slate  and  died 
on  the  25th. 

August  21,  1911. — No.  2  Mine  of  the  Pulaski  Iron  Co.  Joe  Bess,  Slateman. 
55,  Italian.  He  was  cleaning  up  after  a  fall  of  slate,  when  a  second  fall  oc- 
curred and  he  was  instantly  killed  by  it. 

August  21,  1911. — No.  2  Mine  of  the  Pulaski  Iron  Co.  Sam  Fremont,  Slate- 
man,  26,  Italian.  He  was  cleaning  up  after  a  fall  of  slate,  when  a  second  fall 
occurred  and  he  was  instantly  killed  by  it. 

August  25,  1911. — Lick  Branch  Mine  of  the  Pocahontas  Cons.  Collieries  Co. 
Sam  Berger,  Miner,  33,  Negro.    Instantly  killed  by  fall  of  slate. 

August,  28,  1911.— No.  1  Mine  of  the  J.  B.  B.  Coal  Co.  Will  Wadwell, 
Miner,  25,  Hungarian.    Instantly  killed  by  fall  of  slate. 


19121 


Department  of  Mines. 


.",  1  1 


August  31,  1911.— No.  4  Mine  of  the  United  States  Coal  &  Coke  Co. 
Ernest  King,  Machine  Helper,  23,  Negro.    Instantly  killed  by  fall  of  slate. 

September  5,  1911. — Keystone  Mine  of  the  Keystone  Coal  &  Cokt  Co 
Frank  Bori,  Miner  25,  Italian.  While  climbing  into  motor,  his  hand  in  some 
•way  came  in  contact  with  a  live  wire  and  he  was  electrocuted. 

September  6,  1911.— No.  3  Mine  of  the  United  States  Coal  &  Coke  Co.  Julia 
C.  Czamattai,  Bock  Foreman,  27,  Polish.  He  had  charged  four  holes,  three  of 
them  went  off,  but  one  failed  to  fire1,  In  his  hurry  to  set  off  the  shot,  he  con- 
nected wires  from  mis  shot  without  disconnecting  his  cable  wire  from  the 
machine  wire  and  did  not  send  any  one  to  guard  against  the  switch  bein^  put 
in.  The  motorman  following  his  instructions,  put  in  the  switch,  the  shot  went 
off  and  instantly  killed  Czamatta. 

September  9,  1911. — Lick  Branch  Mine  of  the  Pocahontas  Cons.  Collieries 
Co.  George  Slozaski,  Miner,  30,  Polish.  Fatally  injured  by  fall  of  coal.  He 
died  later. 

September  18,  1911. — Empire  Mine  of  the  Empire  Coal  &  Coke  Co.  Tom 
Kitson,  Bratticeman,  28,  English.  Instantly  killed  by  fall  of  "  kettle  bottom" 
while  preparing  to  put  up  a  canvas.  The  place  had  been  examined  by  the  fire 
boss  just  before  the  accident  and  reported  safe.   An  unavoidable  accident. 

October  2,  1911. — Henrietta  Mine  of  the  Henrietta-Pocahontas  Coal  Co. 
Charles  O.  Bowles,  Miner,  28,  American.  Although  there  were  plenty  of  props 
in  his  roomi,  he  neglected  to  set  them  in  spite  of  frequent,  warnings  from  the 
mine  foreman,  and  was  instantly  killed  by  fall  of  slate. 

October  2,  1911. — No.  2  Mine  of  the  New  River  &  Pocahontas  Cons.  Coal  Co. 
George  Wilson,  Miner,  23,  American.    Instantly  killed  by  fall  of  slate. 

October  5,  1911. — No.  1  Mine  of  the  New  River  &  Pocahontas  Cons.  Coal  Co. 
Simon  Crutchfield,  Brakeman,  19,  Negro.  He  was  riding  on  top  of  locomotive 
and  was  warned  by  the  motorman  of  a  low  place  in  the  roof,  which  they  were 
approaching  and  advised  to  change  his  position.  This,  he  failed  to  do  and  was 
caught  between  roof  and  locomotive  and  killed. 

October  5,  1911. — Rolfe  Mine  of  the  Pocahontas  Cons.  Collieries  Co.  Edward 
Boles,  Machine  Helper,  21  American.  He  was  riding  on  motor  and  when  pass- 
ing under  trolley  wire  at  entry,  failed  to  lower  his  head,  came  in  contact  with 
wire  and  was  electrocuted. 

October,  6,  1911. — Mohawk  Mine  of  the  Mohawk  Coal  &  Coke  Co.  John 
Saunders,  Slateman,  17,  American.  Fatally  injured  by  fall  of  slate  and  died 
later  on  the  same  day.  The  roof  appeared  to  be  perfectly  safe,  and  the  acci- 
dent was  unavoidable. 

October  9,  1911. — Tidewater  Mine  of  the  Tidewater  Coal  &  Coke  Co.  Sam 
Kesboris,  Slateman,  20,  Russian.  This  man  was  'standing  between  two  car 
tracks  while  the  driver  was  going  in  with  his  team.  The  driver  called  to  the 
man  to  get  over  on  the  other  track,  but  instead  he  went  in  the  opposite  direction 
causing  the  mule  to  turn  off  the  track  pulling  car  off  and  mashing  Kesboris 
against  the  rib.    He  died  in  the  Miners'  Hospital  at  Welch  the  same  day. 

October  11,  1911.— Gilliam  Mine  of  the  Gilliam  Coal  &  Coke  Co.  Obie  Jones, 
Brakeman,  17,  American.  His  duty  was  to  cut  mules  loose  from  cars  at  a 
certain  place  in  the  mines  and  get  off.  He  failed  to  do  either  and  the  car 
wrecking,  killing  him. 

October  13,  1911.— Powhatan  Mine  of  the  Powhatan  Coal  &  Coke  Co.  Nick 
Lusivanis,  Miner,  45,  Greek.    He  was  crushed  between  mine  car  and  rib.  while 
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loading  car,  the  car  shipping  back  and  catching  him  between  the  face  of 
place. 

October  13,  1011. — Eureka  Mine  of  the  Eureka  Coal  &  Coke  Co.  William 
Hoskon,  Miner,  30,  Russian.  Was  working  under-cut  when  coal  fell  on  him 
with  fatal  results. 

October  14,  1911. — Empire  Mine  of  the  Empire  Coal  &  Coke  Co.  James 
Guthrie,  Contractor,  51,  Scotchman.    Instantly  killed  by  fall  of  slate. 

November  6,  1011.— Piney  Drift  of  the  Algoma  Coal  &  Coke  Co.  Wash 
Stratton,  Miner,  33,  Negro.    Instantly  killed  by  fall  of  slate. 

November  6,  1911. — Indian  Ridge  Mine  of  the  Indian  Ridge  Coal  &  Coke  Co. 
John  Shaak,  Miner,  30,  American.    Instantly  killed  by  fall  of  "kettle  bottom". 

November  7,  1911. — Shamokin  Mine  of  the  Pocahontas  Cons.  Coal  Co. 
Salvatore  Bekast,  Slateman,  37,  Italian.  He  was  removing  slate  without  ex- 
amininfi  slate  overhead,  when  the  latter  fell  and  death  resulted  instantly. 

November  14,  1911. — Shamokin  Mine  of  the  Pocahontas  Cons.  Coal  Co. 
William  Harris,  Loader,  30,  Negro.  This  accident  happened  on  the  outside  of 
the  mine.  He  was  standing  on  larry  track  and  saw  the  larry  coming.  The 
larry  runner  called  to  him  to  get  off  the  track,  cut  off  the  current  and  applied 
brake,  but  Harris  waited  until  the  larry  was  close  to  him  before  jumping  'and 
he  fell  between  rails  and  larry  ran  over  him,  killing  him. 

November  17.  1911.— Elk  Ridge  Mine  of  the  Elk  Ridge  Coal  &  Coke  Co. 
William  Davis,  Miner,  35,  American.  Instantly  killed  by  fall  of  slate  while 
trying  to  dislodge  it. 

November  18,  1911,  at  11  o'clock  A.  M.  the  following  men  were  killed  in  the 
Bottom  Creek  Mine  operated  by  the  Bottom  Creek  Coal  &  Coke  Co.  The  accident 
was  caused  by  an  explosion  of  dust  in  an  abandoned  room  on  No.  11  entry, 
which  was  ignited  by  an  open  lamp  carried  by  some  member  of  an  engineering 
corps  then  working  in  Room  No.  7  of  Entry  11: 

Martin  Golish,  Miner,  29,  Harwatt. 

Frank  Golish,  Mliner,  33,  Harwatt. 

Peter  Krozinski,  Miner,  51,  Lithuanian. 

Philip  Zalenik,  Miner,  57,  Harwatt. 

Gregor  Amola,  Trackman,  22,  Russian. 

Frank  Holavaca,  Slateman,  18,  Russian. 

Joe  Vanco,  Miner,  50,  Slav. 

Frank  Mollica,  Miner,  38,  Italian. 

Dan  Campbell,  Miner,  28,  Negro. 

Guy  Brateher,  Driver,  23,  Negro. 

R.  C.  Hubbard,  Miner,  27",  Negro. 

Henry  Hubbard,  Miner,  21,  Negro. 

Burton,  Moore,  Miner,  29,  Negro. 

Steve  Arouchik,  Miner,  24,  Russian. 

W.  H.  Henderson,  Mining  Engineer,  Engineer,  28,  American. 
C.  L.  Brewer,  Mining  Engineer,  23,  American. 
Tarben  Williams,  Mining  Engineer,  34,  American. 
Eugene  T.  Hervey.  Mining  Engineer,  23,  American. 

November  22.  1911. — Peerless  Mine  of  the  Peerless  Coal  &  Coke  Co.  Mike 
Fewitch,  Miner.  30,  Slav.    Instantly  killed  by  fall  of  slate. 

November  22,  1911.  No.  4  Mine  of  the  Virginia-Pocahontas  Coal  Co. 
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De  Witt  Epperly,  Miner,  20,  American.  He  neglected  to  timber  loose  slate  and 
it  fell  on  him  killing  him  instantly. 

November  28,  1911. — Zenith  Mine  of  the  Zenith  Coal  &  Coke  Co.  Emory 
Bowers,  Brakeman,  19,  NegTO.  This  accident  occurred  out  side  the  mine  on 
the  grade  from  mine  to  tipple.  Bowers  attempted  to  jump  back  on  trip  after 
getting  off  to  take  brakes  off  of  cars,  fell  between  cars  and  was  instantly 
killed. 

November  30,  1911.— McDowell  Mine  of  the  McDowell  Coal  &  Coke  Co.  F. 
Ollicson,  Miner,  37,  Polish.  He  fired  shot  and  worked  under  loose  coal  without 
waiting  for  it  to  fall  and  instantly  killed  by  its  fall. 

December  2,  1911. — Powhatan  Mine  of  the  Powhatan  Coal  &  Coke  Co.  J.  A. 
Harvey,  Miner,  52,  Negro.    Instantly  kiljed  by  fall  of  "horseback." 

December  2,  1911. — Powhatan  Mine  of  the  Powhatan  Coal  &  Coke  Co. 
Miner,  26,  Negro.    Instantly  killed  by  fall  of  "horseback." 

December  18,  1911.— No.  1  Mine  of  the  J.  B.  B.  Coal  Co.  Richard  Toler, 
Miner,  34,  Negro.  He  wras  cutting  coal  with  machine  when  the  slate  broke  over 
coal,  and  caught  his  head  between  slate  and  machine,  causing  instant  death. 

December  22,  1911. — Roanoke  Mine  of  the  Roanoke  Coal  &  Coke  Co.  Miner, 
42,  Slav.    Instantly  killed  by  fall  of  "kettle  bottom. " 

January  3,  1912. — Norfolk  Mine  of  the  Pocahontas  Cons.  Coal  Co.  Miner,  35, 
Hungarian.    Fatally  injured  by  fall  of  slate,  death  ensuing  next  day. 

January  3,  1912. — Lick  Branch  Mine  of  the  Pocahontas  Cons.  Coal  Co.  Dem 
Pevwrick,  Miner,  32,  Russian.  He  knocked  out  a  prop  which  caused  another  one 
to  fall.    The  slate  gave  way  and  fell  on  him  causing  instant  death. 

January  4,  1912. — McDowell  Mine  of  the  McDowell  Coal  &  Coke  Co.  James 
R.  Heath,  Miner,  44,  Negro.    Instantly  killed  by  fall  of  slate. 

January  4,  1912.— McDowell  Mine  of  the  McDowell  Coal  &  Coke  Co.  O.  W. 
Holly,  Miner,  44,  Negro.  Instantly  killed  by  fall  of  roof  as  he  was  going  out 
of  the  mine  after  finishing  his  day's  work.  This  was  bastard  sandstone  and 
the  roof  had  not  shown  any  evidence  of  working  and  was  supposed  to  be 
perfectly  safe.    This  was  the  same  fall  of  slate  that  killed  James  R.  Heath. 

January  5,  1912. — No.  1  Mine  of  the  New7  River  &  Pocahontas  Cons.  Coal  Co. 
Mike  Turk,  Miner,  31,  Italian.  Killed  by  fall  of  roof,  which  swung  out  of 
props.    It  was  evidently  not  very  well  tightened. 

January  5,  1912.— East  Mine  of  the  United  States  Coal  &  Coke  Co.  Clinton 
Lester,  Car  Dropper,  19,  Roumanian.  He  was  cleaning  coal  out  from  under  the 
conveyor  belt,  when  a  piece  of  the  machinery  caught  his  clothing  and  pulled  him 
into  the  belt,  killing  him  instantly. 

January  13,  1912— No.  4  Mine  of  the  United  States  Coal  &  Coke  Co.  Frank 
Falfi,  Miner,  20,  Hungarian.    Instantly  killed  by  fall  of  "horseback." 

January  15,  1912. — Pocahontas-Smokeless  Mine  of  the  Poeahontas-Smokeless 
Coal  Co.  James  Robinson,  Miner,  29,  American.  Instantly  killed  by  fall  of 
slate. 

February  2,  1912.— Maher  No.  4  Mine  of  the  J.  B.  B.  Coal  Co.  Charles 
Smith,  Driver,  19,  American.  He  crawled  under  a  ledge  of  slate  and  it  fell  on 
him  and  instantly  killed  him. 

February  5,  1912. — North  Mine  of  the  Dixon-Pocahontas  Fuel  Co.  John 
Commith,  Shooting  Coal,  39,  Slav.  Instantly  killed  by  fall  of  draw  slate.  The 
draw  slate  in  this  place  is  very  treacherous  and  gives  no  warning. 
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February  5,  1912— Jed  Mine  of  the  Jed  Coal  &  Coke  Co.  W.  R.  Oottrell, 
Pumper,  24,  American.  Instantly  killed  by  fall  of  slate  while  traveling  in  an 
old  entry. 

February  19,  1912.— No.  4  Mine  of  the  J.  B.  B.  Coal  Co.  William  O.  Riley, 
Miner,  44,  Scotch.  He  began  to  load  coal  too  soon  after  firing  shot  and  was 
killed  by  fall  of  slate. 

February  15,  1912.— Flkhorn  Mine  of  the  Elkhorn  Coal  &  Coke  Co.  Earl 
Pedat,  Miner,  18,  American.  Fatally  injured  by  fall  of  slate  and  died  on 
February  20th. 

February  23,  1912.— Piney  Mine  of  the  Algoma  Coal  &  Coke  Co.  Alex 
Carter,  Slate  Helper,  21,  Negro.  Instantly  killed  by  fall  of  slate.  The  roof 
seemed1  safe  and  the  slate  fell  with  very  little  warning. 

March  1,  1912. — No.  3  Mine  of  the  Virginia- Pocahontas  Coal  Co.  Paul 
Dovelschak,  Miner,  32,  I  lungarian.    Instantly  killed  by  fall  of  "horseback." 

March  1,  1912. — No.  3  Mine  of  the  Virginia- Pocahontas  Coal  Co.  John 
Parrish,  Tracklawer,  32,  American.    Instantly  killed  by  fall  of  "horseback." 

March  5,  1912. — North  Mine  of  the  Dixon-Pocahontas  Fuel  Co.  Jake  Rollins, 
Trip  Rider,  24,  Negro.  He  was  riding  on  empty  trip  and  his  head  struck  cross 
timber,  which  resulted  in  his  death. 

March  8,  1912. — Lick  Branch  Mine  of  the  Pocahontas  Coal  Co.  Charley 
Brantz.    Fatally  injured  by  fall  of  slate  and  died  later  in  the  hospital  at  Welch. 

March  9,  1912. — Piney  Mine  of  the  Algoma  Coal  &  Coke  Co.  Ben  Turner, 
Driver,  24,  Negro.  He  was  in  front  end  of  loaded  car  and  had  unhitched  team 
from  car  and  lost  his  balance,  fell  in  front  of  car  and  was  killed. 

March  11,  1912. — Big  Sandy  Mine  of  the  Solvay  Collieries  Co.  Sid  Brooksr 
Driver,  22,  American.    He  worked  under  loose  slate  and  was  killed  by  its  fall. 

March  11,  1912.— Big  Sandy  Mine  of  the  Solvay  Collieries  Co.  S.  G.  Foster, 
Miner,  29,  American.    He  worked  under  loose  slate  and  was  killed  by  its  fall. 

March  20,  1912.— No.  4  Mine  of  the  J.  B.  B.  Coal  Co.  Emil  McGrath,  Miner, 
17,  American.  Assuming  the  duties  of  brakeman  without  authority,  he  jumped 
from  car  over  motor  and  ran  to  turn  switch,  slipped  and  fell  on  outside  of 
track.  The  motor  ran  over  him  and  he  was  injured  so  seriously  that  he  died 
from  results  of  accident  on  April  2nd. 

March  21,  1912.— No.  11  Mine  of  the  United  States  Coal  &  Coke  Co.  Henry 
Gilbert,  Laborer,  23,  American.  Fatally  injured  by  fall  of  slate  and  coal,  from 
which  injuries  he  died  eight  hours  later. 

March  26,  1912  at  eight  o  'clock  A.  M.,  in  the  Jed  Mine  operated  by  the  Jed 
Coal  &  Coke  Co.,  the  following  persons  met  their  death  by  an  explosion  of  gas 
and  coal  dust: 

John  Fleshman,  Track  Layer,  35,  Negro. 

Nick  Sted,  Miner,  38,  Italian. 

Andy  Varga,  Miner,  26,  Hungarian. 

James  Hoynes,  Shot  Firer,  37,  American. 

Steve  Szatmare,  Miner,  27,  Hungarian. 

R.  E.  Pennington,  Miner,  38,  American. 

Jacob  Sawalski,  Miner,  26,  Russian. 

Sam  B.  Jefferson,  Miner,  28,  Negro. 

Steve  Havart,  Miner,  50,  Hungarian. 

William  Seledia,  Miner,  40,  Hungarian. 
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Robert  Gillispee,  Trackman,  38,  American. 
Adam  Mussick,  Miner,  35,  Russian. 
Steve  Mutta,  Miner,  32,  Hungarian. 
John  Sammy,  Miner,  27,  Italian. 
William  Dembronski,  Miner,  33,  Russian. 
Mike  Guydluek,  Miner,  25,  Italian. 
Alex  Celaski,  Miner,  47,  Hungarian. 
Joe  Ross,  Miner,  30,  Italian. 
Steve  Yorkonich,  Miner,  22,  Slav. 
Andy  George,  Miner,  30,  Italian. 
Romina  George,  Miner,  22,  Italian. 

Andrew  Zavreszki,  Trackman  and  Bratticeman,  21,  Hungarian. 

Frank  Galya,  Trapper,  17,  Hungarian. 

Alex  Gerantella,  Miner,  27,  Italian. 

Bruna  Recase,  Trapper,  21,  Italian. 

James  S.  Parsons,  Miner,  32,  American. 

William  Bell,  Miner,  30,  American. 

Lee  Gil  man,  Miner,  24,  American. 

Victor  Steele,  Miner,  22,  American. 

Valley  Lash,  Driver,  21,  Negro. 

Frank  Rice,  Miner,  26,  Not  known. 

I.  C.  Gelman,  Miner,  28,  American. 

E.  D.  McClure,  Miner,  30,  American. 

Will  Harris,  Miner,  27,  American. 

William  Green,  Driver,  25,  Negro. 

Jack  Chandler,  Trapper,  17,  American. 

William  F.  Helton,  Miner,  28,  American. 

Frank  Hill,  Driver,  25,  Negro. 

John  Mutto,  Miner,  24,  Hungarian. 

Chas.  Chandler,  Motorman,  19,  American. 

Will  Chandler,  Motorman,  24,  American. 

James  Leeper,  Brakeman,  24,  Negro. 

Sam  Hampton,  Miner,  28,  Negro. 

Henry  Harris,  Trapper,  40,  Negro. 

Green  Terry,  Miner,  30,  Negro. 

Thomas  D.  Saunders,  Bratticeman,  29,  American. 

W.  J.  Woodward,  Driver  Boss,  28,  American. 

Sol  Agnew,  Driver,  19,  Negro. 

Alex  Sabo,  Miner,  28,  Hungarian! 

Houston,  Jones,  Driver,  24,  Negro. 

William  Denton,  Turnkeeper,  18,  American. 

Sterling  Martin,  Driver,  20,  Negro. 

Edward  Johnson,  Driver,  28,  Negro. 

Kalmon  Pop,  Miner,  28,  Hungarian. 

Dominic  Flex,  Miner,  27,  Italian. 

Reynolds  Flex,  Miner,  30,  Italian.  . 

Paul  Martin,  Miner,  28,  Hungarian. 

Nick  Golya,  Sr.,  Brattice  and  Slateman,  55,  Hungarian. 
John  Agocs,  Brattice  and  Slateman,  21,  Hungarian. 
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Mike  J.  Pat,  Miner,  20,  Italian. 
Roney  Harendoe,  Miner,  28,  Italian. 
Sam  Flex,  Miner,  22,  Italian. 
Mjke  Golya,  Track  Helper,  22,  Hungarian, 
Alex  Kesvoieh,  Miner,  •'!•">,  Hungarian. 
Frank  Molnar,  Miner,  35,  Hungarian. 
Giovanni  Sovanini,  Miner,  36,  Italian. 
Dominico  Perri,  Miner,  32,  Italian. 
Ted  Swaby,  Bratticemian,  30,  Englishman. 
John  Ghlgley,  Miner,  26,  Hungarian. 
Joe  Burvegi,  Trackman,  35,  Hungarian. 
Frank  Spangnola,  Miner,  17,  Italian. 
Charlie  Spangnola,  Miner,  19,  Italian. 
Peter  Solwaski,  Miner,  25,  Russian. 
Mike  Williams,  Miner,  28,  Polish. 
Paul  Bodis,  Miner,  23,  Hungarian. 
Alex  Soloski,  Miner,  24,  Russian. 
Mike  Gogasky,  Miner.  50,  Russian. 
Emmett  Terry,  Miner,  28,  Negro. 
Mike  Synyto,  Miner,  30,  Polish. 
James  Cipery,  Miner,  40,  Italian. 
Wilson  Terryale,  Miner,  33,  Negro. 
Mercer  Agnew,  Miner,  26,  American. 
George.  Smith,  Miner,  18,  American. 
Steve  Mutta,  Miner,  32,  Hungarian. 

April  4,  1912. — King  Mine  of  the  King  Coal  Co.  James  Pool,  Miner,  24, 
Unknown.    Instantly  killed  by  fall  of  slate. 

April  10,  1912. — No.  Mine  of  the  Pulaski  [ron  Co.  Roy  Windsor,  Driver, 
17,  Negro.    Instantly  killed  by  fall  of  slate. 

April  16,  1912.— Peerless  Mine  of  the  Peerless  Coal  &  Coke  Co.  William 
Tomasky,  Miner,  40.  Slav.  He  went  back  of  shot  and  the  slate  fell,  killing  him 
instantly. 

April  18,  1912.— Zenith  Mine  of  the  Zenith  Coal  &  Coke  Co.  Alfredo 
Jiniski,  Miner,  30,  Italian.    Instantly  killed  by  fall  of  slate. 

April  19,  1912. — Lick  Branch  Mine  of  the  Pocahontas  Consolidated  Coal  Co. 
John  Peats,  Miner,  23,  Italian.    Instantly  killed  by  fall  of  "kettle  bottom." 

April  18,  1912.— No.  2  Mine  of  the  Keystone  Coal  &  Coke  Co.  William 
Rolitch,  Miner,  35,  Russian.    Instantly  killed  by  fall  of  slate. 

April  19,  1912. — Bottom  Creek  Mine  of  the  Bottom  Creek  Coal  &  Coke  Co. 
Mike  Colluk,  Machine  Helper.  21,  Russian.    Instantly  killed  by  fall  of  slate. 

April  24,  1912— No.  1  Mine  of  the  Keystone  Coal  &  Coke  Co.  J.  R.  Simp- 
son, Slate  Foreman,  35,  Negro.    Instantly  killed  by  fall  of  slate. 

April  27,  1912.— McDowell  Mine  of  the  McDowell  Coal  &  Coke  Co.  William 
Black,  Trackman  and  Sla.teman,  48,  Negro.  He  was  knocking  out  posts  to  take 
down  draw  slate.  He  was  warned  that  the  slate  was  settling  and  to  come  out 
from  under  it,  but  he  disregarded  the  warning  and  was  caught  by  fall  and 
instantly  killed. 

April  30,  1912.— Peerless  Mine  of  the  Peerless  Coal  &  Coke  Co.  J.  E.  William- 
son, Brakeman.,  18,  Negro.  In  attempting  to  get  off  of  car  his  clothing  caught 
and  he  was  thrown  on  track  and  run  over,  sustaining  injuries  that  proved  fatal. 
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May  16,  1912. — No.  1  Tipple  of  the  West  Virginia- Pocahontas  Coal  Co.  Kid;i 
Rasli,  Car  Dropper,  24,  American.  He  was  dropping  loaded  car  oul  f  rom  under 
tipple  when  the  car  was  about  100  feet  below  tipple  a  bolt  dropped  out  of  brake 
beam  and  it  is  supposed  that  when  the  bolt  gave  way  the  brake  released  so 
quickly  that  he  lost  his  balance  and  fell  under  the  car,  which  passed  over  him 
inflicting  such  serious  injuries  that  he  died  next  day. 

May  20,  1912— No.  2  Mine  of  the  Central  Pocahontas  Coal  Co.  W.  H. 
Wetzel,  Mine  Supt.,  48,  American.  He  was  making  an  examination  of  coal  at 
the  face  of  the  room,  when  he  was  killed  by  fall  of  "  Horseback.  " 

May  23,  .1912. — Big  Sandy  Mine  of  the  Solvay  Collieries  Co.  Mack  Marre, 
Loading  and  cleaning  coal  at  tipple.  He  was  trying  to  block  wheel  of  a  dis- 
abled car  against  instructions,  when  it  rolled  on  him  as  it  was  knocked  from 
under  tipple  by  another  car. 

May  29,  1912.— Delta  Mine  of  the  Pocahontas  Cons.  Collieries  Co.  J.  B. 
Jenkins,  Track  Foreman,  38,  American.  Fatally  injured  by  fall  of  slate  and 
died  a  short  time  after  he  was  taken  from  the  mine. 

May  29,  1912.— Delta  Mine  of  the  Pocahontas  Cons,  Collieries  Co.  Ellis 
Akers,  Trackman,  25,  American.  Fatally  injured  by  fall  of  slate  and  died  a 
short  time  after  he  was  taken  from  the  mine. 

May  29,  1912— No.  2  Mine  of  the  J.  B.  B.  Coal  Co.  John  Dowdy,  M,iner,  22, 
American.  They  were  using  compressed  air  to  drive  away  the  smoke  made  by 
a  shot  and  could  not  hear  the  warning  given  by  the  working  of  the  slate  over 
head.    It  fell  on  Dowdy  and  instantly  killed  him. 

June  1,  1912. — Shawnee  Mine  of  the  Shawnee  Coal  &  Coke  Co.  John  Bahdon, 
Miner,  37,  Russian.    Fatally  injured  by  fall  of  slate  and  died  in  an  hour. 

June  10,  1912.— Elk  Ridge  Mine  of  the  Elk  Ridge  Coal  &  Coke  Co.  Jesse 
Owens,  Miner,  35,  Negro.    Instantly  killed  by  fall  of  "  kettle  bottom." 

June  13,  1912. — No,.  2  Mine  of  the  Pulaski  Iron  Co.  A.  H.  Wilson,  Timber- 
man,  19,  American.    Instantly  killed  by  fall  of  slate. 

June  13,  1912. — No.  2  Mine  of  the  Pulaski  Iron  Co.  Robert  Greeson,,  Slate- 
man,  39,  Negro.  While  preparing  to  replace  a  prop  that  had  been  knocked  out 
by  a  driver,  slate  fell  without  warning  killing  him  instantly. 

June  15,  1912.— No.  9  Mine  of  the  United  States  Coal  &  Coke  Co.  John 
Pettish,  Bone  Picker,  26,  Greek.  Was  electrocuted  by  short  circuiting  the  cur- 
rent while  oiling  switch  at  picking  table. 

June  17,  1912. — East  Side  Mine  of  the  Peerless  Coal  &  Coke  Co.  Dominic 
Vallora,  Miner,  42,  Italian.  This  man  put  off  shot  and  did  not  pull  the  coal. 
He  started  to  bore  another  hole  and  the  coal  fell  on  him  instantly  killing  him. 

June  17,  1912. — Delta  Mine  of  the  Pocahontas  Cons.  Collieries  So.  Sam 
Carpen,  Miner,  20,  Russian.  Fatally  injured  by  fall  of  coal  and  died  in  about 
an  hour. 

June  17,  1912. — Roanoke  Mine  of  the  Roanoke  Coal  &  Coke  Co.  Alonza 
Jones;  Miner,  26,  Negro.    Instantly  killed  by  fall  of  slate. 

MEECEE  COUNTY. 

July  14,  1911.— Mill  Creek  Mine  of  the  Mill  Creek  Coal  &  Coke  Co.  George 
E.  Smith,  Miner,  37,  Negro.    Instantly  killed  by  fall  of  coal. 

July  14.  1911. — Pinnacle  Mine  of  the  American  Coal  Co.  Louis  Averson, 
Miner,  33,  Hungarian.    Instantly  killed  by  fall  of  slate. 
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August  7,  1911. — Caswell  Creek  of  the  Pocahontas  Cons.  Collieries  Co. 
Joseph  Beck,  Driver,  39,  Negro.  Was  pulling  a  car  out  of  room,  when  car 
knocked  out  prop,  letting  top  coal  down  on  him,  killing  him. 

August  28,  1911. — Spring  Mine  of  the  Spring  Coal  Mining  Co.  J.  G. 
Abbott,  Slate  Foreman,  51,  American.  Instantly  killed  by  fall  of  slate.  The 
place  had  been  examined  by  the  mine  foreman  a  few  minutes  before  the  accident 
and  was  pronounced  safe.  This  was  a  case  where  the  danger  could  not  be 
foreseen. 

August  28,  1911. — Spring  Mine  of  the  Spring  Coal  Mining  Co.  James  H. 
Bragg,  Mine  Foreman,  42,  American.  This  man  had  himself  examined  the 
place  a  few  minutes  before  the  accident  and  pronounced  it  safe.  He  was 
instantly  killed  by  fall  of  slate. 

September  1,  1911. — Lynchburg  Mine  of  the  Lynchburg  Coal  &  Coke  Co. 
John  Hall,  Miner,  20,  American.    Instantly  killed  by  fall  of  coal. 

September  11,  1911. — Booth-Bowen  Mine  of  the  Booth-Bowen  Coal  &  Coke  Co. 
Charles  Nowlin,  Pumpman,  42,  American.  He  was  cutting  a  cross  cut  and  had 
fired  two  shots,  one  bottom  and  one  top,  which  liberated  a  piece  of  draw  slate. 
This  fell  on  him,  instantly  killing  him. 

September  14,  1911. — Caswell  Creek  Mine  of  the  Pocahontas  Cons.  Coal  & 
Coke  Co.  John  Roark,  Driver,  22,  American.  There  were  no  witnesses  to  this 
accident,  but  it  is  supposed  that  the  car  jumped  the  track  and  knocked  out  prop, 
letting  slate  and  coal  down,  killing  him  instantly. 

September  22,  1911.— Crystal  No.  1  Mine  of  the  Crystal  Coal  &  Coke  Co.  J. 
L.  Graham,  Miner,  25,  American.    Instantly  killed  by  fall  of  slate. 

September  28,  1911. — Pinnacle  Mine  of  the  American  Coal  Co.  Bruno 
Tassoni,  Bone  Picker,  22,  Italian.  He  was  coupling  two  cars  and  standing  with 
one  foot  on  one  and  one  foot  on  the  other,  when  he  fell  on  to  the  track  and  one 
car  passed  over  him,  killing  him. 

October  13,  1911.— No.  1  Mine  of  the  Thomas  Coal  Co.  Louis  Niato,  Track- 
man, 35,  Italian.  In  dropping  a  car  down  to  the  face,  did  not  get  to  brake  in 
time  and  was  squeezed  between  car  and  face  of  coal. 

October  19,  1911. — Caswell  Mine  of  the  Pocahontas  Cons.  Coal  Co.  George 
Martin,  Miner,  27,  American.    Instantly  killed  by  fall  of  coal. 

October  19,  1911. — Buckeye  Mine  of  the  Buckeye  Coal  &  Coke  Co.  John 
Williamson,  Locomotive  Engineer,  23,  American.  Instantly  killed  by  train 
separating  and  colliding  with  another  train  of  cars.  Body  was  found  under 
the  engine. 

November  13,  1911. — Sagamore  Mine  of  the  Pocahontas  Cons.  Coal  Co.  Andy 
Dabot,  Miner,  25,  Slav.  This  man  was  found  unconscious  and  it  is  supposed  that 
he  came  in  contact  with  live  wire,  though  there  were  no  marks  on  his  body  to 
indicate  such. 

December  18,  1911. — Buckeye  Mine  of  the  Buckeye  Coal  &  Coke  Co.  Levi 
Tabor,  Miner,  42,  American.   Instantly  killed  by  fall  of  " kettle  bottom. " 

January  18,  1912.— Mill  Creek  Mine  of  the  Mill  Creek  Coal  &  Coke  Co.  Frank 
Layer,  Miner,  18,  American.  He  was  cutting  coal  off  side  of  pillar  to  break  uo 
for  ballasting  track  which  caused  an  upper  piece  of  roof  coal  and  slate  to  fall 
on  him. 

February  15,  1912. — South  Pinnacle  Mine  of  the  American  Coal  Co.  Joseph 
Kaltaji,  Miner,  37,  Hungarian.  Disregarding  instructions  to  keep  down  the 
draw  slate,  he  was  caught  by  its  fall  and  instantly  killed. 
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April  1,  1912— Buckeye  South  of  the  Buckeye  Coal  &  Coke  Co.  William 
Ernest  Bennett,  Miner,  35,  American.    Instantly  killed  by  fall  of  "  horseback. ; ' 

April  3,  1912. — Wenonah  Mine  of  the  Wenonah  Coal  &  Coke  Co.  Andrew  B. 
Sisk,  Motorman,  22.  His  motor  collided  with  a  trip  of  empties  and  one  car  was 
knocked  up  on  the  motor  catching  him  and  injuring  him  so  seriously  that  he 
died  next  day  in  the  hospital. 

May  3,  1912.— No.  2  M(ine  of  the  Crystal  Coal  &  Coke  Co.  Lawrence  Zalaski, 
Miner,  35,  Hungarian.    Instantly  killed  by  fall  of  roof. 

May  9,  1912. — Buckeye  South  Mine  of  the  Buckeye  Coal  &  Coke  Co.  Tony 
Rasunar,  Slateman,  20,  Polish,  Instantly  killed  by  fall  of  slate. 

May  23,  1912.— Cephus  Mine  of  the  Godfrey  Coal  Co.  Soloman  Jackson, 
Miner,  28,  Negro.  He  tried  to  take  down  slate  and1  as  it  would  not  come,  he 
went  to  work  under  it.    It  fell  and  instantly  killed  him. 

May  28,  1912.— No.  3  Mine  of  the  Crystal  Coal  &  Coke  Co.  Dolph  Roose, 
Laborer,  33,  Italian.  He  heard  the  slate  breaking,  while  he  was  timbering  room 
and  tried  to  escape,  but  ran  directly  under  it  and  was  crushed  by  its  fall. 

MINGO  COUNTY. 

July  25,  19li. — Red  Jacket  Mine  of  the  Red  Jacket  Cons.  Coal  &  Coke  Co., 
Inc.   Nick  Rehartchuck,  Miner,  25,  Slav.   Instantly  killed  by  fall  of  slate. 

September  13,  1911.— No.  9  Mfrne  of  the  Thacker  Coal  &  Coke  Co.  Obe 
Wilson,  Miner,  32,  Negro.  Wilson  was  riding  in  front  end  of  empty  trip  and 
fell  off,  the  car  running  over  him  and  instantly  killing  him. 

November  17,  1911. — Pappoose  Mine  of  the  War  Eagle  Coal  Co.  John 
Coalmar,  Miner,  48,  American.  He  went  back  on  shot  before  it  had  time  to 
fire,  it  went  off  and  the  falling  slate  crushed  him  to  death. 

December  29,  1911. — No.  1  Mine  of  the  Glen  Alum  Coal  Co.  Thomas  Honners, 
Tippleman,  60,  American.  Hit  by  flying  coal  from  run-a-way  car,  badly  in- 
jured and  died  next  day. 

December  29,  1911. — No.  1  Mine  of  the  Glen  Alum  Coal  Co.  Tony  Cappell. 
Tippleman,  22,  Italian.  Hit  by  flying  coal  from  run-a-way  car  and  badly  in- 
jured.   He  died  on  January  4,  1912. 

January  15,  1912. — No.  11  Mine  of  the  Thacker  Coal  &  Coke  Co.  Dan  Hub- 
bard. Shotfireman,  35,  American.  He  died  from  electric  shock  supposed  to  have 
been  received  while  placing  cable  on  feed  wire. 

February  6,  1912. — No.  1  Mine  of  the  Chattaroy  Colliery  Co.  Grover  Jewell, 
Miner,  19,  American.  This  death  was  caused  by  his  digging  out  coal  from 
under  an  unseen  break  in  the  sandstone.  He  was  instantly  killed  by  fall  of 
same. 

February  21,  1912. — Cinderella  Mine  of  the  Sycamore  Coal  Co.  George  Cox, 
Machine  Runner,  38,  English.  Caught  leg  in  mining  machine  and  was  killed 
instantly. 

February  21,  1912.— No.  2  Mine  of  the  Red  Jacket  Jr.  Coal  Co.  William 
Phillips,  Shotfirer,  21,  American.  In  getting  on  the  locomotive,  he  came  in 
contact  with  the  trolley  wire  and  he  was  electrocuted. 

February  22,  1912. — No.  1  Mine  of  the  Glen  Alum  Coal  Co.  Charles 
Kerekas,  Miner,  28,  Hungarian.  This  man  had  fired  a  shot  and  without 
examining  the  roof,  went  to  work  to  load  a  car.  Slate  fell  on  him  and  instantly 
killed  him. 
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February  22,  1912.— No.  1  Mine  of  the  Glen  Alum  Coal  Co.  John  Dule, 
Miner,  25,  Hungarian.  He  was  notified1  to  leave  the  place,  but  did  not  do  so 
and  was  killed  by  fall  of  rock. 

LOGAN  COUNTY. 

July  20,  1911.— No.  3  Mine  of  the  United  States  Coal  &  Oil  Co.  Stanley 
Sparks,  Laborer,  20,  American.  He  went  down  in  the  tipple  to  oil  the 
shakers  without  notifying  anyone  around  the  tipple  and  while  there  the  shakers 
were  started  and  was  caught  in  the  belt  wheel  and  instantly  killed. 

September  16,  1911. — Cora  Mine  of  the  Cora  Coal  &  Coke  Co.  Mike  Magaski, 
Miner,  35,  Hungarian.    He  came  in  contact  with  live  wire  and  was  electrocuted. 

October  5,  1911. — Johnson  Mine  of  the  E.  R.  Johnson  Coal  Mining  Co.  Hiram 
Stewart,  Minor's  Helper,  17,  American.  The  miner  had  pulled  some  slate  down 
and  was  sounding  it,  when  the  boy  stuck  his  head  under  and  slate  fell  on  him 
and  killed  him. 

November  20,  1911. — Nos.  5  &  6  Mine  of  the  United  States  Coal  &  Oil  Co. 
Herbert  Ellis,  Trapper  and  Brakcman,  American.  He  uncoupled  car  at  end  of 
trij)  and  left  it  standing  on  grade  with  no  brake  set.  He  then  jumped  on  rear 
car  and  was  being  drawn  by  motor  and  when  he  got  to  opposite  switch,  he 
either  jumped  or  fell  off  and  the  car  he  had  left  standing  on  grade  ran  over  him 
and  killed  him  instantly. 

January  1,  1912. — Earling  Mine  of  the  Ferndale  Coal  Co.  C.  W.  Wilson, 
Loader,  28,  American.  Fatally  injured  by  fall  of  slate.  He  died  in  the  Logan 
hospital  next  day. 

March  0,  1912.— No.  10  Mine  of  the  United  States  Coal  &  Oil  Co.  Seva 
Emry,  Loader,  55,  Hungarian.  He  was  moving  his  tools  and  was  carrying  a 
coal  auger  on  his  shoulder.  This  auger  came  in  contact  with  trolley  wire  and  he 
was  electrocuted. 

March  25,  1912. — Earling  Mine  of  the  Ferndale  Coal  Co.  Ben  Camp, 
(Benito  Lapere),  Miner,  30,  Sparish.  He  was  instructed  to  shoot  coal,  but 
instead  proceeded  to  pull  it  down  with  a  pick  and  the  coal  fell  on  him  and 
crushed  out  his  life. 

April  30,  1912. — Earling  Mine  of  the  Ferndale  Coal  Co.  John  Morrisana, 
Mirer,  37,  Italian.    Instantly  killed  by  fall  of  slate. 

May  1,  1912. — Manbar  Mine  of  the  M}anbar  Coal  Co.  Frank  Blair,  Slateman, 
50,  American,.    Instantly  killed  by  fall  of  slate. 

May  29,  1912.— No.  Mine  of  the  United  States  Coal  &  Oil  Co.  Charlie 
Lewis,  Trackman,  60,  Negro.  He  stepped  on  rail  and  struck  his  head  against 
trolley  wire  and  was  electrocuted. 
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District 


NAME  OF  COMPANY 


Scries 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


MARION  COUNTY 

Four  States  Coal  &  Coke  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

Harry  B.  Coal  Co  

Kilarni  Coal  &  Coke  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  

The  Robson  Coal  Co.   

The  Va.  &  Pittsburg  C.  &  C.  Co. 

The  Phillips  Coal  Co  

Jamison  Coal  &  Coke  Co  

Jamison  Coal  &  Coke  Co  

Jamison  Coal  &  Coke  Co  

The  Consolidation  Coal  Co  

Dakota  Coal  &  Coke  Co  

New  Central  Coal  Co   

Federal  Coal  &  Coke  Co  

Parker  Hun  Coal  &  Coke  Co  

The  Consolidation  Coal  Co  

Pittsburg  Steam  Coal  Co  

The  Va.  &  Pittsburg  C.  &  C.  Co. 

Catawba  Coal  Co  

The  Consolidation  Coal  Co  

The  Consolidation  Coal  Co  


HARRISON  COUNTY 

Marion  Gas  Coal  Co  

The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co. . 
The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co.. 
The  Consolidation  Coal  Co.. 
_.|The  Consolidation  Coal  Co.. 
.__|The  Consolidation  Coal  Co.. 
...  The  Consolidation  Coal  Co.. 
...  The  Consolidation  Coal  Co.. 

...  Swiger  Coal  Co  

...  Daniel  Coal  Co..   

...  Duquesne  Coal  Co  

...  Orr  Coal  Mining  Co  

...  Maderia-Hill-Clark  Coal  Co. 
...  Madeira-Hill-Clark  Coal  Co. 
...  The  Consolidation  Coal  Co.. 
...  The  Consolidation  Coal  Co.. 
...  The  Consolidation  Coal  Co.. 
...  The  Consolidation  Coal  Co.. 

...  Rightcr  Coal  &  Coke  Co  

...  The  Consolidation  Coal  Co. 
...  The  Consolidation  Coal  Co_ 
...  The  Consolidation  Coal  Co. 
...  The  Consolidation  Ccal  Co.. 
...  The  Consolidation  Coal  Co. 
...  The  Consolidation  Coal  Co.. 

 The  Consolidation  Coal  Co.. 

 The  Consolidation  Coal  Co. 

...  The  Consolidation  Coal  Co. 
...  The  Consolidation  Coal  Co. 


201 
202 
203 
204 
205 
206 
207 
208 
209 
210 
211 
212 
213 
214 
215 
216 
217 
218 
21!) 
220 
221 
222 
223 
224 
225 
226 
227 
22  s 
229 
231  i 
231 
232 
233 
234 


Annabelle  Nos.  1-2  

Consolidation  No.  67  ... 
Consolidation  No.  84  ... 

Consolidation  No.  28  

Consolidation  No.  47  

Consolidation  No.  36  ... 

Consolidation  No.  59  

Harrv  B.  Nos.  2-3-4-5.  .. 

Nos.  1-2-3...  

Consolidation  No.  63  ... 
Consolidation  No.  63... 
Consolidation  No.  34  ... 
Consolidation  No.  43  ... 
Consolidation  No.  22  ... 
Consolidation  No.  53  ... 
Consolidation  No.  56  ... 
Consolidation  No.  26  ... 

James  

Kingmont  

Phillips   

Jamison  No.  7   

Jamison  No.  8  

Jamison  No.  9.  

Consolidation  No.  38  ... 

Dakota  No.  2  

Stafford   

Federal  No.  1  

Parker  Run  

Consolidation  No.  24  ... 

Elizabeth   

Morgan...  

Catawba  

Consolidation  No.  45  ... 
Consolidation  No.  82  


Bingamon...  

Consolidation  No.  49. 
Consolidation  No.  65. 
Consolidation  No.  21. 
Consolidation  No.  55. 
Consolidation  No.  27. 
Consolidation  No.  54. 
Consolidation  No.  62. 
Consolidation  No.  32. 
Consolidation  No.  35. 
Consolidation  No.  29. 
Consolidation  No.  58. 
Consolidation  No.  46. 

Gilbert  

Gocke  No.  2  

Phoenix  

Miller  No.  1  

Randolph  

New  Chieftain  

Consolidation  No.  23. 
Consolidation  No.  25. 
Consolidation  No.  33. 
Consolidation  No.  39. 

Righter  

Consolidation  No.  40. 
Consolidation  No.  42. 
Consolidation  No.  70. 
Consolidation  No.  44. 
Consolidation  No.  48. 
Consolidation  No.  50. 
Consolidation  No.  51. 
Consolidation  No.  52. 
Consolidation  No.  60. 
Consolidation  No.  66. 


Shaft. 
Slope. 
Slope. 
Drift. 
Drift. 
Drift 
Drift. 
Drift. 
Drift 
Drift. 
Drift. 
Drift. 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Shaft . 
Shalt. 
Shaft. 
Shaft . 
Shaft. 
Shaft. 
Shaft. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift 
Drift. 
Drift. 


Drift- 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift- 
Drift. 
Drift- 
Drift. 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
..  Drift. 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  SHAMS 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTENDENT 


E.  F.  Miller  

K.  D.  Bailey  

K.  D.  Bailey  

Rush  Miller  

Rush  Miller  

Rush  Miiler  

Rush  Miller  

J.  A.  Clark  

C.  E.  Zeek  

Rush  Miller  

P.  J.  McGraw  

P.  J.  McGraw  

T.  R.  Barber  

C.  E.  Peddicord... 
C.  E.  Peddicord... 

H.  B.  Crane  

H.  C.  Ash..  

James  Dennison... 

R.  M.  Hite  

Jos.  Phillips  

0.  E.  Hughes  

G.  H.  Musgrave.. 

Geo.  Morris  

J.  J.  Brennen  

E.  B.  Rowe  

Duncan  Sinclair... 

J.  W.  Devison  

J.  H.  Martin  

H.  M.  Smith  

Jos.  R.  Bailey  

M.  C.  Hite  

G.  T.  Rodheaver.. 

W.  H.  Hess  

Rush  Miller  


Jos.  B.  Weightman. 

H.  B. Ice  

J.  H.  Nuzum  

A.  V.  Morgan  

Thos.  Jarrett  

Luke  Murray  

D.  C. Ice  


NAME  OF  MINE 
FOREMAN 


P.  M.  Connor  

P.  C.  Vernon   

P.  C.  Vernon   

Fred  C.  Girod  

J.  L.  Miller  

J.  0.  Davis  

J.  0.  Davis  

H.  C.  Saunders  

C.  A.  Maze  

George  Bucy  

S.  S.  Davidson  

B.  F.  Freeman  

T.  E.  Brown  

Walter  Brown  

Walter  Brown  

J.  E.  Trickett  

B.  G.  Ash  

James  Dennison  

John  Brown  &  Wm.  Jarrett 

Jos.  Phillips  

M.  E.  Adams  

Max.  E.  Quenon  

Jos.  Green  &  Evan  Griffith. 

Hays  Gaskill  

Homer  Myers  

Thos.  Gleason  

J.  M.  McKenna  

W.  F.  Ash  

Geo.  Hamrick  

Sam  Winnie  

Charles  La  Rue  

Geo.  T.  Rodehaever  

C.  E.  Swisher  


J.  S.  Boydoah  &  John  Dent. 

John  K.  Walters  

Oliver  Bush  

W  vatt  Roush  

C.  D.  Powell  

W.  T.  Ashcraft  


C.  E.  Gaskill  i  Daniel  Oldrisd. 


John  Nolan  &  Oliver  Bush...  Pittsburg.. 


Name  of  Coal 
Bed  Worked 


Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg  . 
Pittsburg. 
Pittsburg . 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg  . 
Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg . 
Pittsburg- 
Pittsburg. 
Fittsburg. 
Pittsburg. 
Fittsburg. 


Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 


Josiah  Keely...  

L.  E.  Dorsey..*.  

A.  W.  Rapp  

A.  W.  Rapp  

L.  C.  Keener  

Stanley  Swiger  

A.  A.  Gray  

J.  S.  Howe  

J.  M.  Orr  

J.  M.  Hicka  

J.  M.  Hicks  

A.  C. Ice  

John  C.  Riggins  

P.  J.  McAndrews  

L.  C.  Keener  

B.  H.  Monroe  

Bland  Courtney  

J.  H.  Bainbridge  

Luke  Murray  

P.  B.  Robinson.  

Luke  Murray  

C.  E.  Gaskill  

J.  H.  Nuzum  

D.  A.  Reed  

Thos.  Smith  

C.  H.  Higginbotham. 


E.  Vincent  

John  T.  Martin . 
M.  J  Rooney... 
L.  E.  Henderson. 


Pittsburg. 
Fittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Fittsburg. 
Pittsburg. 
Pittsburg. 
Fittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg.. 
Pittsburg-. 
Pittsburg.. 
Red  stone. 

John  Ouinn  | Pittsburg.. 


J.  C.  Swiger  

A.  A.  Gray  

J.  S.  Howe  

F.  E.  Dawson  

W.  H.  Artis  

W.  H.  Artis  

L.  C.  Dent  <fc  Walter  Rowe. 

Thos.  Pollock  

M.  A.  Haley  

W.  B.  Blacksmith  

Grant  White  


C.  L.  Kinney. 


Pittsburg. 
Pittsburg, 
/"ittsburg. 
Pittsburg. 
Pittsburc. 


N.  McMasters  

C.  W.  Reeves  

David  Wilkins  

Lou  Lewis  |  Pittsburg, 

F.  H.  Brooks  .  Pittsburg. 

Jos.  M.  Matheny  Pittsburg. 

A.  K.  Parsons   I  Pittsburg. 


Thickness 


9— 
8— 
8— 
8— 
8— 
7—  G 

7-  8 

8—  6 
8— 
6—  6 
6—  8 


9— 
7— 


7-10 
7—  3 
7-  7 
S—  6 
7—  6 
7—  2 
7—  2 
7—  3 
7 — 
7—  4 
7—  6 

5—  8 
8 

8— 
6— 
7— 
7— 

6—  8 


6— 
8— 


6—  6 

7—  0 
7— 
7-  S 
7—  6 
7— 
7—  8 


Kind  of 
Ventilation 


Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Natural. 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace. 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan..-- 

Fan  

Fan  

Fan  

Fan  

Fan  

Natural. 

Fan  

Natural. 
Natural. 
Natural. 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan.... 

Fan  

Fan  

Fan... 

Fan  

Fan  

Fan  

Furnacp 
Furnace 

Fan  

Furnace 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan..... 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Natural. 
Fan  


Total 
Inside 
Employees 
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District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS 


Second. 
Second. 
Second. 
Second- 
Second. 
Second . 
Second . 
Second. 
Second. 
Second. 
Second. 
Second. 
Second 
Second. 
Second. 
Second. 
Second. 
Second. 
Second. 
Second. 
Second. 
Second. 
Second. 
Second  . 
Second. 
Second . 
Second. 
Second. 
Second. 
Second. 
Second . 
Second. 


Second. 


Second. 
Second. 
Second. 


Second. . 
Second.. 
Second.. 
Second.. 
Seventh. 


Second. 


Third 
Third 
Third 
Third 
Third 
Third 
Third 

Third 
Third 
Third 
Third 
Third 
Third 
Third 
Third 
Third 


HARRISON  COUNTY— Con. 

The  Consolidation  Coal  Co  

Va.  &  Maryland  Coal  Corp  

Hutchinson  Coal  Co   

Corona  Coal  &  Coke  Co..  _. 

Central  Fairmont  Coal  Co  

Vincent  Coal  Co  

Haywood  Coal  Mining  Co  

Hutchinson  Coal  Co..  

Hutchinsou  Coal  Co  

Hutchinson  Coal  Co  

Harrison  County  Coal  Co  

Lambert  Run  Coal  Co  

Hero  Coal  &  Coke  Co  

Blue  Ridge  Coa!  Co  

Rosebud  Fuel  Co  

Kosebud  Fuel  Co  _  

National  Coal  Co  

Fayette  Coal  Co  

The  Monongah  Fuel  Co  

Short  l  ine  Coal  Co  

Fairmont  &  BfJtimcre  C.  &  C.  Co.. 

Madeirn-IIill-Clark  Coal  Cc  

Madeini-IIill-Clark  Coal  Co  

Hutchinson  Coal  Co   

O'Gara  Coal  Mining  Co  

Harry  B.  Coal  &  Coke  Co  

Marshall  Coal  Co  

Daniel  Coal  Co.  

Clarksburg  Gas  Coal  Co..  

Byron  Coal  Co  

Hygrade  Coal  Co   

Bernard  Coal  Co  

LEWIS  COUNTY 
Kroker  Gas  Coal  Co   

UPSHUR  COUNTY 

Red  Rock  Fuel  Co.   

Newcomer  Coal  Co  

Buckhannon  River  Coal  &  Coke  Co 

NICHOLAS  COUNTY 

Pardee  &  Curtin  Lumber  Co  

Pardee  &  Curtin  Lumber  Co  

The  Saxman  Coal  &  Cokp  Co  

The  Saxman  Coal  &  Coke  Co  

Greendale  Colliery  Co   

GREENBRIER  COUNTY 
Elk  Lick  Coal  Co  

MONONGALIA  COUNTY 
The  Great  Scott  Coa'  &  Coke  Co.. . 

Antler  Coa'  Co  

The  Consolidation  Coal  Co  

Pittsburg  Steam  Coal  Co  

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co   

Elkins  Coal  &  Coke  Co  

PRESTON  COUNTY 

Elkins  Coal  &  Coke  Co  

Elkins  Coal  &  Coke  Co  

Preston  County  Coke  Co  

Elkins  Coal  &  Coke  Co   

Irona  Coal  Co_.  

Borgman  Coal  Co  

King  wood  Coal  Co  

Atlantic  Coal  &  Coke  Co   

S.  H.  Jordan  


23, 
236 
237 
238 
239 
2  in 
241 
242 
243 
244 
24o 
246 
247 
248 
249 
250 
251 
252 
2o3 
254 
2.»5 
256 
257 
258 
259 
260 
261 
262 
263 
264 
265 
266 


267 

268 
269 
270 


275 


Consolidation  No.  64.. 

Willard  Nos.  1-2  

McCandlish..  

Harrld   

Snake  Hill  

Grasselli   

Monroe.  

Erie  

Delta  

Hutchinson   

Overholt  

Clauson.  

Hero   _  

Thompson   

Rosebud  No.  1  

Rosebud  No.  2  

National  

Fayette  

Gallihue  

Giraid   

Fiiirmore   

Goff  

Waldo...   

York  

O'Gara   

Pitcairn  

Marshall.  

Gocke  No.  1  

McWhorter  

Althea   

Page  

Burk....  

Polar  

Red  Rock  No.  1  

Newcomer   

Florence   

Panther  Creek  

Hominy  

Saxman  Nos.  1-2  

Saxman  No.  ?■  

Greendale  

Spruce  Knob  

Great  Sdott  

Grant  

Consolidation  No.  30... 

Opekiska   

Saberton  

Richard  No.  1  

Elkins  No.  3  

Brentz  No.  2   

Masontown   

Cascade  Nos.  1-2-3. ... 
Kingwood  Nos.  1-2-4.. 

Irona  No.  2   

Borgman  No.  1  

Howesville  

Atlantic  

Corinth  


Drift.. 
Drift- 
Drift.. 
Drift.. 

Drift.. 

Drift.. 
Drift- 
Drift.. 
Slope. 
Drift- 
Slope  . 
Drift.  . 
Drift  .. 
Drift  .. 
Drift  .. 
Drift. . 
Drift- 
Drift.  . 
Drift- 
Drift  . 
Drift.. 
Drift 
Drift- 
Drift  .. 
Slope . 
Drift  .. 
Drift  .. 
Drift.  . 
Drift- 
Drift.. 
Drift. . 
Drift  .. 


Drift. 


Drift. 
Drift  . 
Drift. 


Slope . 
Drift. 
Drift . 
Drift. 
Drift- 


Drift- 


Drift. 
Drift- 
Drift. 
Drift- 
Drift. 
Drift- 
Drift. 


Drift. 
Drift- 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 


Interstate  

Adamston  

Meadowbrook. 

Clarksburg  

Clarksburg  

Clarksburg  

Shinnston  

Hepzibah  

Reynoldsville . 

Mt.  Clare  

Hepzibah  

Meadowbrook. 
Lumberport.... 
Lumberoort... 

Rosebud  

Rosebud  

Doia   

Dola  

Monongah  

Dola  

Adamston  

V-  ilsouburix  

Wilsonburg  

Reynoldsville. . 
Reynoldsville. . 

Clarksburg  

Mt.  Clare  

Mt.  Clare  

McWhorter.... 

Mt.  Clare  

McWhorter.... 
Clarksburg  


McWhorter.... 


Red  Rock. 

Teter  

Adrian  


Curtin. .. 
Curtin. .. 
Saxman . . 
Saxman.. 
Vaughan . 


Richwood. 


Morgantown... 
Round  Bottom 

Beechwood  

Opekiska  

Morgantown... 
Morgantown... 
Morgantown  .. 


Brent?  

Masontown. 

Cascade  

Kingwood.. 
Kingwood.. 
Tunnel  ton.. 
Howesville- - 
Tunnel  ton.. 
Corinth  


1912] 


Department  of  Mines. 


351 


NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  SEAMS 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


Thickness 

Kind  of 
Ventilation 

Total 
Inside 
Employees 

No. 

7_ 

Fan 

72 

69 

8 — 

159 

70 

7 —  6 

Fan 

114 

71 

8 — 

Fan 

78 

72 

9 — 

Furnace 

35 

73 

8 — 

Furnace 

51 

74 

9 — 

Fan 

64 

75 

7—  6 

116 

76 

6 — 

Fan 

36 

77 

7—  6 

Fan 

118 

78 

9 — 

Fan 

52 

79 

7— 

Fan 

42 

80 

9— 

Fan 

25 

81 

8— 

Fan 

9 

82 

8—  8 

Fan 

24 

83 

8—  8 

Fan 

59 

84 

5—  6 

Furnace.  __ 

31 

85 

6—  4 

Fan 

44 

86 

7—  3 

Furnace  

29 

87 

8— 

Fan  

38 

88 

6 — 

Fan  &  Furn. 

72  89 

8— 

Fan  I'. 

64 

90 

8 — 

Fan 

44 

91 

7— 

Fan 

12 

92 

6— 

Fan  

91 

93 

7— 

Fan 

116 

94 

8— 

Fan  

144 

95 

8— 

Natural 

10 

96 

6 — 

Fan 

14 

97 

8 — 

Fan 

30 

98 

6—  6 

Furnace 

19 

99 

7— 

Furnace  . 

13 

100 

6— 

Fan  

52 

101 

4 — 

Fan 

50 

102 

6 — 

Furnace 

20 

103 

5 — 

Fan 

23 

104 

4 — 

Furnace 

8 

1C5 

2-  2 

Furnace..  _  . 

3 

106 

3 —  6 

Fan 

65 

107 

3—  6 

Furnace.   

14 

108 

3—  4 

Fan 

26 

109 

4 — 

Fan 

46 

110 

9  

in  aturai  — .  _ 

6 

111 

a 

o — 

Furnace  

30 

112 

6—  6 

Natural 

57 

113 

7 — 

21 

114 

8— 

Fan  

115 

115 

4— 

Fan  

106 

116 

4— 

Fan  

15 

117 

4— 

Fan  

104 

118 

4— 

Fan  

64 

119 

4-  2 

Fan  

99 

120 

4— 

Fan  

61 

121 

4— 

Fan   . 

45 

122 

4—  8 

Fan  

32 

123 

4—  6 

Furnace  

55 

124 

4—  4 

Fan  

125 

4— 

Fan  

32 

126 

NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


L.  Thomas  

T.  J.  Westmoreland- 
Fred  Weise...  

Thomas  Horton  

D.  M.  Harr  

J.  J.  Malloy  

Isaac  Martin  

Eli  Morris  

C.  D.  M.  Kramer.. 

Ward  Malone  

Tony  Starr  

W.  Ashcraft  

Harry  Hough  

Willis  Sandridge  

James  Dennison  

James  Dennison  

Brooks  Pattony  

Lock  Vincent  

John  Prunty  

J.  M.  Stires  

Cleo  Monk  

0.  J.  Fowler  

A.  G.  Coburn  

Walter  Miller  

James  Cummings— 

Milton  Coburn  

William  Gantz  

H.  S.  Huber  

J.  J.  Sharfnecker  

W.  L.  Price  

Marshall  Limer  

P.  J.  Donnelly  


C.  F.  Limer. 


Mike  Fahey. 
S.  F.  Weber.. 
Wade  Corley 


Jos.  Boggs  

A.  W.  Smith  

M.  F.  Allenbaugh. 
E.  S.  Buzzard— 
Newt.  Elkins  


Harry  P.  Jones . 


A.  G.  Tate  

Charles  Grandy. 
C. H.  Johnson. . 
Samuel  Whinnie. 
Floyd  Gandy... 
C.  T.  Barnard.. 
John  Hall  


Joseph  Hanford.  _. 

Albert  Spencer  

T.  T.  Haney  

J.  B.  Bowermaster. 

Edward  Jones  

F.  W.  Borgman  

C.  W.  Martin  

B.  B.  Plum  

Homer  Koontz  


Name  of  Coal 
Bed  Worked 


Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg  . 
Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg- 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg . 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pit+sburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Redstone. 
Pittsburg. 
Redstone. 
Pittsburg. 


Redstone- 


Redstone.  . 
Redstone.. 
Up.  Fr'pt . 

Sewell  

Sewell  

Sewell—. 
Sewell.—. 
Coalburg. . 

Sewell.  —  . 


Pittsburg. 
Pittsburg. 
Pittsburg- 
Pittsburg- 
Pittsburg. 
Up.  Fr'pt, 
Up.  Fr'pt. 


Up.  Fr  pt... 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport. 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freteport 
Up.  Freeport 
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District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS 


Third 
Third. 
Third. 
Third. 
Third. 
Third. 
Third. 

Third  . 
Third. 
Third. 

Third. 
Third. 
Third. 
Third. 
Third. 
Third. 
Third. 

Third. 
Third. 
Third. 
Third. 
Third 
Third. 
Thml 
Third. 
Third . 
Third. 
Third  . 
Third. 
Third. 
Fourth 


Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Foutrh. 
Fourth. 
Fourth. 


Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth  . 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 
Fourth. 


PRESTON  COUNTY — Con. 

Merchants  Coal  Co  

Gorman  Coal  &  Coke  Co  

The  Austen  Coal  &  Coke  Co.. 
The  Austen  Coal  &  Coke  Co.. . 

Hite  Coal  &  Coke  Co  

Hiorra  Coke  Co    

Hamilton  Coal  &  Coke  Co  

TAYLOR  COUNTY 

Winona  Coal  &  Coke  Co  

McOraw  Coal  Co   

Grafton  Coal  &  Coke  Co  

Maryland  Coal  Co.  of  W.  Va.... 

T.  B.  Davis  Coal  Co   

Fittsvein  Coal  Co.  

Rosemont  Coal  Co   

Harrison  Coal  Co  

Sterling  Coal  Co.  

Sunnyside  Coal  Co.  

BARBOUR  COUNTY 

Laurel  Creek  Coal  Co  

Tvgarts  River  Coal  Co  

Midland  Coal  &  Coke  Co  

The  Consolidation  Coal  Co  

Meriden  Coal  Mining  Co  

Grafton  Fuel  Co  

The  Century  Coal  Co.  of  W.  Va 

Gage  Coal  &  Coke  Co  

Davis  Colliery  Co   

Humphreys  Coal  Co...  

Luella  Coal  &  Coke  Co  

Luella  Coal  &  Coke  Co.  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

RANDOLPH  COUNTY. 

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Colliery  Co  

Davis  Colliery  Co   

Davis  Colliery  Co  

Davis  Colliery  Co  

W.  H.  Green  

Brady  Coal  Co  

J.  H.  Jenkins  Coal  &  Coke  Co. . 

W.  Va.  Pulp  &  Paper  Co  

Rich  Mountain  Coal  Co  

Rich  Mountain  Coal  Co  

TUCKER  COUNTY. 

Cumberland  Coal  Co  

Cumberland  Coal  Co  

Cumberland  Coal  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  k  Coke  Co  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co  

Gatzmer  Coal  &  Coke  Co  

Beacon  Coal  &  Coke  Co  

Davis  Coa!  &  Coke  Co  


317 
318 
319 
320 
321 
322 
323 


324 
325 
326 

327 
328 
329 
33;) 
331 
332 
333 


334 

335 

336 

337 

:  3 

339 

340 

341 

342 

343 

344 

345 1 

346! 

401 1 


Tunnelton  

Gorman  No.  2. 
Austen  No.  1 . . 
Austen  No.  3. . 

Dixie  

Vulcan  

Newburg  Shaft. 


Winona. .. 
Now  York. 
Sand  Lick. 


Wc„  del  Nos.  1-2-3-5. 

T.  B.  Davis  

Farmington  No.  4. .. 

Rosemont   

Harrison.  

Cecil  

Sunnyside  


Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift- 
Shaft 


Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 


Laurel  Creek  

Arden  

Midland   

Consolidation  No.  37. 
Meriden  Nos.  1-2-3-4. 

Lillian  Nos.  1-2  

Century  Nos.  1-2  

Sara  

Junior  No.  4  

Humphreys  

Adam   

Luella   

Dartmour  No.  4  

Weaver  No.  3  


402 1  Weaver  No.  2. 


414 

415 
416 
417 
418 
419 
420 
421 
422 
423 
424 
425 
42^ 
427 
428 
420 
430 
431 


Weaver  No.  1.. 
Harding  No.  3. 

Sivad  No.  5  

Sivad  No.  2— . 
Coalton  No.  1. 
Leroy  No.  1 . . . 

Klondike  

Jenkins  No.  1.. 
Hopkins  No.  1. 

Beech  Run  

Hartridge  


Douelas  No.  5— 
Douglas  No.  1 . . 
Douglas  No.  2. . 
Coketon  No.  37. 
Coketon  No.  36. 
Francec  No.  41  _. 
Coketon  No.  26. 
Coketon  No.  24. 
Benbush  No.  38. 
Thomas  No.  34. 
Thoroas  No.  23. 
Pendleton  Run.. 
Thomas  No.  25. 
Pierce  No.  39... 
Pierce  No.  40. .. 

Gatzmer  

Beacon  

Thomas  No.  28. 


Tunnelton  

Austen.  _ 

Austen  _ 

Austen  

Hiorra  _ 

Hiorra.  

Newburg  

Grafton  

Simpson  

Grafton,  R.F.D 

6...  

Grafton.  _ 

Flemington  

Flemington  

Tryconnell  

Try  conn  ell  

Cecil  

Independence.. 

Arden  

Arden  

Boylen  

Berryburg  

Meriden  _ 

Lillian.  _ 

Century  ... 

Junior  

Junior..  

Phillipi  

Phillipi  

Arden  

Weaver  

Weaver  

Weaver  

Weaver  

Harding  

Harding  

Harding  

Coalton  

Coalton  

Mabie  

Mabie  

Cass  

Hartridge  

Hartridge  

Albert  

Albert  

Albert  

Coketon  

Coketon  

Thomas  

Thomas  

Thomas  

Benbush  

Thomas  

Thomas  

Thomas  

Thomas  

Pierce  

Pierce  

Gatzmer  

Davis  

Thomas  
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN, 
WORKED  AND  TIIICKN ESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


Thickness 


Kind  of 
Ventilation 


P  Total 
i  Inside 
Employee 


Thos.  Stiff  

Thos.  Murphy  

F.  W.  HorcMer  

F.  W.  Horchler  

M.  C.  Hite. ------- 

Goe.  L.  Humphries . 
L.  C.  Stevenson  


F.  S.  Tarr.. 
James  Blair. 


Ed.  Fahey  

E.  R.  Clayton... 

W.B.Wolfe  

Geo.  S.  Brackett. 
Jas.  S.  Starford . . 

H.  G.  Smith  

J.  C.  Lewis  

L.  B.  Brydon  


W.  S.  Brydon  

Chas.  Cook  

P.  D.  Costello  

W.  W.  Furguson.. 
Lee  J.  Sandridge. . 

W.  S.  Brydon  

John  Phillips  

H.  C.  Haskins  

A.  N.  Humphrey.. 

A.  E.  Shannon  

Herbert  Crawford. 
Herbert  Crawford. 

W.  W.  Brewer  

W.  W.  Brewer  


W.  W.  Brewer. . . 
W.  W.  Brewer... 

P.  J.  Stanton  

Robt.  Pollock.... 
Robt.  Pollock.... 
Jos.  Hoyleman... 

W.  H.  Green  

A.  P.  Brady  

D.  L.  Coulter  

E.  P.  Shaffer  

H.  F.  Loftus  

E.  P.  McOlvin... 


J.  B.  Jenkins  

J.  B.  Jenkins  

J.  B.  Jenkins  

P.  J.  Brennan... 
P.  J.  Brennan... 
P.  J.  Brennan... 
P.  J.  Brennan... 
P.  J.  Brennan. 
M.  L.  Garvey-. . 
M.  L.  Garvey... 
M.  L.  Garvey... 
M.  L.  Garvey... 
M.  L.  Garvey... 
Chas.  Connor... 
Chas.  Connor... 


David  Jack  

B.  F.  Williams... 
Ed.  Whitakcr.... 

John  Cook  

Crawford  Temple- 
Frank  Dehl  

John  Humphreys. 


J.  B.  Coburn  

Charles  Vv  ilhelm 


John  P.  McGraw.. 

W.  J.  Keefe  

Wm.  Draner  

G.  R.  W.  Johnson. 

W.  Starford  

David  Smith  

S.  H.  Wilson  

Ira  Hoffman  


Ira  Hoffman  

George  Gatian. . 
P.  D.  Costdlo- 

Lee  Cottrill  

H.  D.  Hursckms 

Thos.  Jones  

Wm.  Wat  keys. . 
H.  C.  Haskins.. 

William  Lee  

John  Swick  

J.  H.  Robinson. 
J.  H.  Robinson. 

J.  E.  Ott  

Jas.  Coberly  


J.  H.  Davis.... 

Ora  Shoma  

Leslie  Wilmuth. 
Conwell  Booth. 
Robt.  Pollock.  _ 
Wm.  F.  Reilly. 
W.  H.  Green... 
John  Condry_-_ 
D.  L.  Coulter-. 
Ed.  Seamons... 
Harley  Davis . . 
M.  B.  Kittle... 


E.  E.  Mclntyre.. 

A.  I.  Jenkins  

Dick  Jenkins  

E.  J.  Brennan  

William  Hale  

Alex  WaddelL... 

J.  T.  Foreman  

J.  T.  Foreman  

Thomas  Fleming. 

J.  A.  Lake  

J.  J.  Garvey  

J.  J.  Garvey. i... 
W.  B.  Riggleman. 
Edd.  Williams... 
A.  I.  Jenkins  


Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Lo.  Kit's  


Lo.  Freeport. 
Pittsburg  

Pittsburg  

Pittsburg  

Pittsburg  

Pittsburg  

Pittsburg.... 

Pittsburg  

Up.  Freeport 
Up.  Freeport 


Up.  Freeport 
Up.  Freeport 
Up.  Freeport 

Pittsburg  

Up.  Freeport 
Up.  Freeport 

Redstone  

Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Lo.  Kittaning 
Lo.  Kit'ng.  __ 


Lo.  Kit'ng 
Lo.  Kit'ng 
Lo.  Kit'ng 
Lo.  Kit'ng. 
Lo.  Kit'ng 
Lo.  Kit'ng 
Lo.  Kit'ng 
Lo.  Kit'ng 
Lo.  Kit'ng 

Sewel  

Sewell  

Beckley... 


M.  L.  Garvey  W.  B.  Riggleman 


Kit'ng... 
Kit'ng... 
Kit'ng... 
Kit'ng... 
Kit'ng... 
Kit'ng-.. 
Freeport 
Freeport 
Kit'ng..  _ 
Kit'ng... 
Freeport 
Freeport 
Freeport  _ 
Kit'ng... 
Kit'ng.  __ 
Kit'ng... 
Kit'ng... 
Freeport 


7—  6 
G — 
7 — 
7 —  0 
8— 
7— 
5— 

A  — 


G— 
5—10 

5—  3 
7 — 
6— 

6—  2 
5—  6 
5— 
5— 
5— 
7— 
6— 
5— 
5— 


7— 
6— 
6— 
7— 
6—  6 
8—  6 
8—  6 
8—  9 
5— 
2—  8 
3— 


lO- 
ll — 
11 — 

5— 

3—  6 

3—  6 

5— 

6— 

6— 

5 — 

6— 

6— 

5— 

6—  6 
6— 

7—  6 
7— 
5— 


Fan  

Fan  

Fan  

Fan  

Furnace. 

Fan  

Fan  


Fan. 


Furnace- 
Fan  

Fan  

Fan  

Fan  

Fan  

Furnace. 
Fan  


Furnace- 
Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace- 
Furnace. 

Fan  

Fan  


Fan  

Fan  

Fan  

Furnace. 
Furnace. 

Fan  

Furnace. 
Furnace. 
Furnace. 
Furnace. 
Furnaee. 
Furnace. 


Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace. 

Fan  

Fan  
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District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS  * 


Fourth... 
Fourth... 
Fourth... 


Fourth... 

Fourth... 

Fourth... 

Fourth . . . 

Fourth... 

Fourth... 

Fourth... 

Fourth  . 

Fourth... 

Fourth.. 

Fourth.. 

Fourth.. 

Fourth.. 

Fourth. . 

Fourth.. 

Fourth.. 

Fourth.. 

Fourth.. 


Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth . 


Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 


Fifth. 
Fifth. 
Fifth. 
Fifth. 


Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 


Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 


Fifth. 
Fifth. 
Fifth. 


GRANT  COUNTY 


Davis  Coal  &  Coke  Co...  

Davis  Coal  &  Coke  Co....  

Buffalo  Creek  Cumberland  Coal  Co. 

MINERAL  COUNTY. 

Gleason  Coal  &  Coke  Co.  

Hamill  Coal  &  Coke  Co..   

Western  Maryland  Coal  Co..  

Abrams  Creek  Coal  &  Coke  Co  

Big  Vein  Coal  Mining  Co  

Mastellar  Coal  Co  

Mastellar  Coal  Co  

Mastellar  Coal  Co  

Mastellar  Coal  Co...  

Davis  Coal  &  Coke  Co  

Desman  Coal  Co   

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co...  

Davis  Coal  &  Coke  Co  

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co   

Davis  Coal  &  Coke  Co.  

Davis  Coal  &  Coke  Co..  


BROOKE  COUNTY. 
W.  Va.-Pittsburg  Coal  Co. 
W.  Va.-Pittsburg  Coal  Co. 
W.  Va.-Pittsburg  Coal  Co. 

Beech  Bottom  Coal  Co  

LaBelle  Iron  Works  


BRAXTON  COUNTY. 

Davis  Colliery  Co.  

Davis  Colliery  Co  

Braxton  Coal  &  Coke  Co.. 

Copen  Creek  Coal  Co  

The  Elliot  Splint  Coal  Co. 


CLAY  COUNTY. 

Clay  Coal  Co   

Elk  Manor  Coal  Co...  

Queen  Shoals  Coal  Co  

Elk  River  Coal  &  Lumber  Co. 


MARSHALL  COUNTY 

Hitchman  Coal  Co.  

Mound  Coal  Co  

Ben  Franklin  Coal  Co  

Parrs  Run  Coal  Co  

Glendale  Coal  Co  

Wheeling  Steel  &  Tron  Co. . 
Kuntz  Bros.  &  Miller   


Fifth. 
Fifth. 
Fifth. 


OHIO  COUNTY. 
Peter  Storch  &  Sons.. 
Elm  Grove  Coal  Co... 

J.  S.  Creighton  

Whitaker-Glessner  Co. 
Richland  Coal  Co  


MASON  COUNTY. 
Hartford  Coal  &  Mining  Co. 
Jackson  Coal  <$r  Mining  Co. . 
Hutchinson  Coal  Co  


PUTNAM  COUNTY. 

Plymouth  Coal  &  Mining  Co  

The  Otto  Marmet  Coal  &  MiningCo 
Black  Betsy  Coal  &  Mining  Co  


432 
433 
434 


435 
436 
437 
4'iS 
439 
440 
441 
442 
443 
441 
445 
440 
447 
448 
449 
450 
451 
452 


Henry  No.  22  

Henry  No.  33  

Buffalo  Creek  No.  1 . 


Shaft . 
Shaft. 
Drift. 


Gleason  

Smith  

Wabash  Nos.  1-2-3-4.... 

Oakmont  No.  1  

Bakcrstown  

Hampshire  No.  1  

Hampshire  No.  2  

Hampshire  Six  Foot  

New  Creek  

Kittanning  No.  14  

Black  Diamond  

Elk  Garden  No.  6  

Elk  Garden  No.  5  

Tyson  No.  10.  

Ott  No.  20  

Montgomery  Run  No.  19 

Hampshire  No.  51  

Hampshire  No.  50  


Locust  Grove  No.  1.. 

Number  Three  

Number  Four  

Beech  Bottom  No.  1. 
Labelle  Shaft  


Bower  No.  10. 
Copen  No.  11. 

Braxton  

Van  with  

York  


511 1 Bradley  White  Ash. 

512  Dorfee   

513  Burn/well  

514  Rich  Run.  


515 
516 
517 


Hitchman. . 

Mound  

Panama  

518] Parrs  Run.. 
519  Glendale... 
52C I  Benwood. . 
521  Boggs  Run. 


522  Storch  

523  Elm  Grove  . 

524  Creighton.. 

525  Carter  

526  Richland... 


Hartford  

Jackson  Furnace. 
Linden  No.  3  


Plymouth  

Big  Otto  Nos.  1-2-3. 
Black  Betsy  


Drift. 

Drift. 

Drift. 

Drift 

Drift. 

Drift. 

Drift. 

Drift. 

Drift. 

Drift. 

Drift. 

Dirft. 

Drift. 

Drift. 

Drift. 

Drift. 

Drift. 

Drift. 


Drift- 
Drift. 
Drift 
Drift. 
Shaft. 


Drift. 
Drift. 
Drift- 
Drift. 
Drift- 


Drift. 
Drift . 
Drift. 
Drift- 


Slope. 
Shaft. 
Shaft. 
Shaft. 
Shaft. 
Drift  . 
Drift. 


Drift. 
Shaft. 
Slope. 
Drift. 
Drift. 


Drift. 
Drift- 
Drift. 


Drift. 
Drift. 
Drift. 


Henry  

Henry  

Bayard  

Up.  Potomac  . . 

Blaine.  

Blaine.  

Oakmont  

Shaw.  

Hampshire  

Beryl  

Hampshire  

Beryl  

Elk  Garden.... 

Emoryville  

Elk  Garden.... 
Elk  Garden.... 
Elk  Garden.... 
Elk  Garden... - 

Beryl  

Bervl.  

Beryl  

Collier  

Wellsburg  

Wellsburg  

Wellsburg  

Steubenville,  O. 

Bower  

Copen  

Braxton.  

Gilmer..  

Clay   

Barren  Creek. . 

Dorfee.  

Queen  Shoals  .. 
Widen  

Benwood  

Moundsville. .. 

Freeport  

Moundsville... 

Glendale  

Benwood  

Wheeling  


Edington  Lane. 

Elm  Grove  

Elm  Grove  

Wheeling  

Wheeling  

Hartford  

Hartford  

Mason  

Plymouth  

Raymond  City- 
Black  Betsey  .. 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  SEAMS 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


Thickness 


Kind  of 
Ventilation 


Total 
Inside 
Employees 


Robt.  Grant. 


R.  D.  WaddelL 


Thos.  Welch    Up.  Freeport 

Lo.  Kit'ng... 

R.  D.  WaddelL  __   Lo.  Kit'ng.  _. 


J.  M.  Davis 
V.  G.  Pew 
B.  Seamons 
Jas.  Christofer 
Chas.  Bashore  I  William  Harvey 


J.  M.  Davis. . 
R.  A.  Smith. . 
H.  P.  Brydon. 
A.  Spates  Brady. 


J.  C.  Watson  

J.  C.  Watson  

J.  C.  Watson  

J.  C  Watson  

H.  H.  Harrison  

Thos.  Taylor  

H.  H.  Harrison  

H.  H.  Harrison  

Robt.  Grant  

H.  H.  Harrison  

0.  Tibbetts  

0.  Tibbetts  

0.  Tibbetts  


G.  W.  Gordon  

E.  M.  Finley  

0.  L.  Marquet  

Elmer  Hough  

R.  W.  McCasland. 


Lawson  B'.enkinsopp. 
Lawson  Blenkinsopp. 

Chas.  Boyer  

H.  S.  Huber  

H.  E.  Taylor  


W.  E.  Davis.. 
L.  C.  Beirne.. 
W.  R.  Morris. 
R.  T.  Price. .. 


E.  C.  Pickett  

William  Young... 
M.  F.  McQuade.. 

J.  W.  Berry  

E.  C.  Pickett  

Chalkey  Dawson . 
Phillip  Kuntz.... 


George  Storch.. 
J.  B.  Chambers . 
J.  S.  Creighton.. 
W.  H.  Kasley... 
J.  P.  Leonard... 


G.  W.  Coyle  

E.  A.  Smith  

E.  P.  McOlvin  


W.  C.  Mitchell.... 
Edw.  Schonebaum. 
Thos.  Woodward.. 


F.  H.  Tibbets 
F.  H.  Tibbets 
F.  H.  Tibbets. 
F.  H.  Tibbets. 
B.  S.  Coleman 
Geo.  Shugars. 
Elmer  Sheets. 
Elmer  Sheets. 
John  McNally 
John  Kenney. 
J.  A.  Tibbetts. 
J.  A.  Tibbetts. 
J.  A.  Tibbetts. 


Newt  Rutman. 
John  Roxby. . . 
Wm.  Gulley.. 
J.  E.  Wallace.. 
Allan  Baillie... 


Claud  Starr. .. 
Worthy  Riggs. 
Chas.  Boyer. . 
H.  S.  Huber.. 
Harry  Charles  . 


Geo.  W.  Kilburn. 

Fred  Mandt  

Tom  Bostie  

William  Wagner  . 


Isaac  Murray  

Seth  Stephens  

Chas.  E.  McCabe. 

Frank  Clegg  

Mike  Freeman... 

R.  E.  Roush  

Eugene  Miller  


John  Storch  

Albert  Eikey.... 
Frank  Burdette. 
W.  E.  McGlone. 
E.  S.  Wade  


— .  L.  Riffle.. 
Earl  Ewing... 
Robt.  Knight. 


Joseph  Virgin. 
Andrew  Utt. . 
Chas.  Cawley. 


Lo.  Kit'ng. ._ 
Lo.  Kit'ng.., 
Up.  Freeport 
Up.  Freeport 
Up.  Freeport 
Bakertown 
Bakertown  .. 
Kittanning  .. 
Kittanning  .. 
Up.  Freeport 
Up.  Freeport 

Pittsburg  

Pittsburg  

Tyson.  

Up.  Freeport 
Lo.  Kit'ng... 
Bakertown  .. 
Bakertown  .. 


Pittsburg  

Pittsburg  

Pittsburg  

Pittsburg  

Up.  Freeport 


Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Winifrede. 


Number  Five 
Winifrede  . . . 
Number  Five 
Number  Five 


Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 


Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 
Pittsburg. 


Pittsburg. 
Pittsburg. 
Pittsburg. 


Pittsburg. 
Pittsburg. 
Pittsburg. 


6— 
7— 


6-  6 
6— 

4—  10 

5—  6 

2—  2 
4— 
4— 

3—  6 
5— 

3—  6 

4—  6 
11— 
11— 

5— 
3—  6 
4— 
3—  6 
3—  6 


7— 
6—  6 


6—  6 


Fan. 
Fan. 
Fan. 


Fan  

Fan  

Furnace. 

Fan  

Fan  

Furnace. 

Fan  

Furnace. 

Fan  

Fan  

Furnace. 
Natural. 
Natural. 
Natural. 

Fan  

Fan  

Fan  

Fan.... 


Fan. 
Fan. 
Fan. 
Fan. 
Fan. 


Fan.... 

Fan  

Furnace. 
Natural  . 
Furnace. 


43 

191 

30 

192 

31 

193 

491 

194 

37 

195 

12 

196 

47 

197 

2;  198 

25 

199 

17 

200 

12 

201 

26 

202 

30 

203 

33 

204 

37 

205 

80 

206 

59 

207 

34 

208 

185 

209 

38 

210 

82 

211 

105 

212 

195 

213 

121 

214 

74 

215 

216 

12 

217 

7 

218 

35 

219 

60 

220 

11 

221 

88 

222 

256 

223 

95 

224 

97 

225 

44 

226 

68 

227 

101 

228 

10 

229 

4 

230 

4 

231 

4 

232 

41 

233 

258 

234 

44 

235 

65 

236 

10S 

237 

229  23S 
310  239 
310.  240 
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DIBECTOBI  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIBGINIA 
FOR  THE  YEAR  ENDING  JUNE  30TH.  19  J  J. 


District 


NAME  OF  COMPANY 


Scries 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


Fifth. 
Fifth 
Fifth. 


GILMER  COUNTY. 

McCaa  Coal  Co..  

Katherine  Coal  Co  

Gilmer  Fuel  Co  


244 

Fifth  

245 

Fifth  

24  C 

Fifth  

247 

Fifth 

24S 

Fifth 

24!) 

Fifth  

250 

Fifth  

251 

Fifth 

252 

Fifth 

253 

Fifth  

254 

Fifth  

255 

Seventh  

256 

Seventh . . . 

257 

Seventh . . . 

258 

Scnvcth.. . 

259 

Seventh. .. 

260 

Seventh . . . 

261 

Seventh . . . 

262 

Seventh... 

263 

Seventh... 

264 

Seventh-.. 

265 

Seventh... 

266 

Seventh . . . 

267 

Seventh . . . 

268 

Seventh . . . 

269 

Seventh... 

270 

Seventh... 

271 

Seventh... 

272 

Seventh... 

273 

Seventh  .. 

274 

Seventh  

275 

Seventh... 

276 

Seventh... 

277 

Eighth.... 

278 

Eighth.... 

279 

Eighth.  .. 

280 

Eighth.... 

281 

Eighth.... 

282 

Eighth.... 

283 

Eighth..  _  . 

284 

Eighth-... 

285 

Eight  h__._ 

286 

Eighth.... 

287 

Eighth... . 

288 

Eighth. ... 

289 

Eighth.... 

290 

Eighth.. 

291 

Eighth.... 

292 

Eighth..  __ 

293 

Eighth.... 

294 

Eighth.... 

295 

Eighth... . 

296 

Eighth.... 

297 

Eighth.... 

298 

Eighth.... 

299 

Eighth.... 

FAYETTE  COUNTY. 
Boomer  Coal  &  Coke  Co. 
Boomer  Coal  &  Coke  Co. 


Boomer  Coal  &  Coke  Co. . 
Boomer  Coal  &  Coke  Co. . 

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co  

Columbus  Iron  &  Steel  Co. 
W.  R.  Johnson  Coal  Co... 


W.  R.  Johnson  Coal  Co. 
Solvay  Collieries  Co  


Milburn  Coal  &  Coke  Co. 
Christian  Colliery  Co  


Paint  Creek  Colliery  Co  

The  Great  Kanawha  Colliery  Co. 

Mecca  Colliery  Co    

Mecca  Colliery  Co  0  

\V.  R.  Johnson  Coal  Co.  


Mecca  Colliery  Co  

St.  Clair  Colliery  Co   

M.  B.  Coal  &  Coke  Co  

M.  B.  Coal  <fe  Coke  Co.  

M.  B.  Coal  &  Coke  Cc  

M.  B.  Coal  &  Coke  Co..  

The  Mount  Carbon  Co  

The  Great  Kanawha  Colliery  Co. 
Loup  Creek  Colliery  Co..  


Herbert  Collieries  Co.  

Ft.  Defiance  Coal  &  Coke  Co. 
Lynchburg  Colliery  Co  


Gamoca  Coal  Co  

Deitz  Co'liery  Co  

Mill  Creek  Colliery  Co  

The  Gaulev  Mountain  Coal  Co. 


The  Signal  Knob  Coal  Co  

Michigan  Coal  Co  

Manufacturers  &  Consumers  Coal 

Co  

G.  M.  Blume  Estate  

Nuttalburg  Smokeless  Fuel  Co  

Holliday  Coal  Co  

Keeney6  Creek  Colliery  Co  

Keenevs  Creek  Colliery  Co  

Ballinger  Coal  Co  

Ballinger  Coal  Co  

Rothwell  Coal  Co  

Blume  Coal  &  Coke  Co  

Lookout  Coal  &  Coke  Co  

Sewell  Colliery  Co  , 

Glade  Coal  Works  

Fire  Creek  Coal  &  Coke  Co  

Beury  Bros.  Coal  &  Coke  Co  

Big  Bend  Coal  Co  

Stone  Cliff  Coal  &  Coke  Co  

Beechwood  Coal  &  Coke  Co  

Beech  wood  Coal  &  Coke  Co  


536 
537 

538 
539 
540 
541 
542 
543 
544 
545 

546 
701 

702 
703 

704 

70o 
706 
70 
708 

709 
710 
711 
712 
713 
714 
715 
716 
717 

71S 
719 

720 

721 
722 
8C1 
802 

803 
804 

805 
806 


McCaa  No.  1 

Katherine  

Gilmer.  


Boomer  No.  1  

Boomer  No.  2,  North 

and  South.  

Boomer  No.  3  

Boomer  No.  4  

No.  Ill   

No.  112..  

No.  114  

No.  115  

No.  1  

Oakland  Nos.  1-2  


Kanawha  Gas. 
No.  1  A  &  B.. 


No.  1  

Christian  No.  1. . 

Hickory  Camp.. 
Eureka  No.  14.. 

Mecca  Gas  

Mecca  Splint  

Crescent  Nos.  5-f 


Diamond..  

St.  Clair  

Kimberly  No.  3... 
Columbia  Block... 
Elk  Ridge  No.  1... 
Elk  Ridge  No.  2... 

Vulcan.  

Great  Kanawha. . . 
Loup  Oeek  No.  2. 


Herberton.. 
Ft.  Defiance 
No.  2  


No.  5  Splint  

Nos.  2-5   

Mill  Creek  

Nova  Scotia  <fc  Turkev 

Creek   

Signal  Knob  

Michigan  


Newlyn  

Fayette  

NuttaU  

Keeneys  Creek... 

Boone  

Smokeless  

Ballinger  No.  1... 
Ballinger  No.  2... 

Dubree  

Blume  

Lookout  

Sewell    

Cliff  Top  

Buffalo  

Echo  

Big  Bend  

Stone  Cliff  

Beechwood  No.  1. 
Beechwood  No.  2. 


Drift 
Drift 
Drift 


Drift. 

Drift. 

Drift 

Drift. 

Drift. 

Drift  . 

Drift. 

Drift 

Drift. 

Drift. 

Drift. 
Drift. 

Drift. 
Drift  . 

Drift. 
Drift. 
Drift. 
Drift  . 
Drift  . 

Drift. 
Drift. 
Drift. 
Drift. 
Drift  . 
Drift. 
Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift  . 

Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift  . 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN, 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


hickness 

Kind  of 
Ventilation 

Total 
Inside 
Employees 

No. 

6—  6 

Natural  

10 

241 

7 —  6 

Natural  

5 

242 

7 —  8 

Fan  

62 

243 

5 — 

Fan._  

230 

244 

5 —  6 

r  an  

492 

245 

5 — 

Fan  

147 

246 

5 —  6 

Fan  

136 

247 

5— 

Fan  

139 

248 

4—  9 

Fan  

215 

249 

5— 

Fan  

156 

250 

5 —  6 

Fan   .. 

257 

251 

5 —  6 

Fan  

159 

252 

5 — 

Fan  . 

89 

253 

5 —  6 

Natural.^  .. 

20 

254 

6 — 

Furnace  & 

Fan  

155 

255 

7 — ■ 

Fan  

124 

256 

5 —  6 

Fan  &  Fur- 

nace  - 

61 

257 

4 — 

Fan.  . 

34 

258 

5 —  2 

Fan  

49 

259 

4—  4 

Fan  

50 

260 

6— 

Fan          .  . 

36 

261 

5 —  6 

Furnace  - 

26 

262 

4 —  6 

Fan  

67 

263 

5— 

Fan..  . 

66 

T64 

4— 

Fan  

50 

265 

6 — ■ 

Fan..   

28 

266 

6 — 

Fan  

63 

267 

5—  6 

Fan  

64 

268 

6—  6 

Fan  

102 

269 

4 — 

Natural.  ... 

26  270 

6— 

Fan  (fe  Fur- 

nace  

259 

271 

3 —  6 

Fan  

80 

272 

4 —  5 

Furnace.  _.. 

75 

273 

5— 

Furnace    .  . 

120!  274 

5 —  6 

Fan_  

86 

275 

5 — 

turnace.  ... 

75  276 

3 — ■ 

Fan  . 

60 

277 

4 — 

Fan  

200 ;  278 

5 — 

Fan  

50  279 

3 — 

Fan  

40  280 

3 — 

Fan  

60 

281 

3 — 

Fan  

50 

282 

4— 

Fan_._  .  .  . 

73 

2S3 

g   g 

Fan.. 

36 

2S4 

3—  4 

Fan  

84 

3—  6 

Fan. 

93 

2S6 

3—  8 

Fan..  

82 

2S7 

3—  8 

Natural  

6 

3—  8 

Fan  

43 

2S9 

3— 

Fan  

100  290 

4— 

Fan  

47 

291 

4 

Fan  

85 

292 

3— 

Fan  

92  293 

3—  6 

Fan  

50 

294 

4— 

Fan  

47 

295 

3— 

Fan  

22 

296 

3— 

Fan  

297 

4— 

Fan  

% 

29S 

4— 

Fan  

1  42 

299 

NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


B.  M.  Green... 
W.  G.  Colburn. 
W.  B.  Simms. . 


T.  H.  Huddy - 


T.  H.  Huddy.  - 
T.  H.  Huddy.. 
T.  H.  Huddy.. 
W.  F.  Mandt. . 
W.  F.  Mandt- . 
W.  F.  Mandt.. 
W.  F.  Mandt. . 

C.  M.  Fenton._ 
T.  A.  Bartlam  _ 

T.  A.  Bartlam. 
A.  B.  Rawn  

D.  H.  Morton. 
H.  A.  Hereford. 

J.  F.  Hale  

Fred  Dixon  

H.  T.  Smarr... 
H.  T.  Smarr... 
T.  A.  Bartlam. 


H.  T.  Smarr... 
Louis  Atkinson. 
L.  C.  Tippett.. 
L.  C.  Tippett.  _ 
L.  C.  Tippett-. 
L.  C.  Tippett. . 
M.  Hansford... 
Fred  Dixon,  Jr. 
J.  R.  Taylor... 

John  Connell  _ . 
T.  R.  Ragland. 
T.  A.  Deitz-.. 


J.  M.  Campbell. . 

T.  A.  Deitz  

R.  H.  Massey  

R.  C.  Taylor..... 
R.  M.  Massey. . . 
Jas.  D.  Boone  

P.  H.  Henry  

E.  Blume  

F.  L.  Ramev  

C.  McHolIiday. 
J.  Wade  Bell... 
J.  Wade  Bell... 
Geo.  Holland... 
Geo.  Holland... 
H.  H.  Roth  well.. 

D.  W.  Boone... 
D.  W.  Boone... 

D.  W.Boone... 
W.  L.  Herndon.. 
H.  H.  Blackburn 
H.  B.  Beury.... 
J.  H.  Dempsey.. 
J.  H.  Dempsey.. 

E.  L.  Hawley  

E.  L.  Hawley. .. 


B.  M.  Green  

W.  G.  Colburn. . 
W.  H.  Mathena. 


John  Porter. 


John  Huddy  &  H.  T.  Woods 

John  Elswick  

Sam  Kimberly  

Lee  Jenkins  

W.  H.  Thompson  

J.  C.  Evans  

William  Martin  

H.  A.  Jenson  

Ben  Hill  


Ben  Hill  

C.  A.  Warden. 


R.  Roberts. 
G.  T.  Wall. 


W.  T.  Stull... 
T.  G.  Hall..._ 
T.  E.  Sutton.  _ 
C.  E.  Starrett. 
Tom.  Pierce  -  _ 


James  Frazier___ 

C.  C.  Fultz  

William  Holmes. 

W.  W.  Gill  

Louis  Hornsby__ 

L.  M.  Payne  

J.  E.  Burke  


D.  S.  Dooley- 


Cleve  May  nor  - . . 
A.  B.  Thompson. 
J.  C.  Grisinger. . 


J.  M.  Campbell. 

L.  D.  Moran  

W.  W.  Johnson. 


J.  A.  Martin... 
R.  A.  Furloine. 
C.  E.  Simms... 


J.  W.  Simms  

L.  D.  Rhodes- 

F.  L.  Ramey  

C.  McHolIiday.- 
H.  B.  Conwav. . 
T.  H.  Seacrist... 
John  Ohlinger... 

C.  E.  Small  

Chas.  Higgins... 
A.  R.  Jones  

D.  H.  Lucas  

J.  W.  Tully  

E.  Moore  

J.  W.  Rhodes... 

Peter  Wolf  

O.  C.  Wiseman.. 

G.  D.  McDaniel. 
R.  B.  Hanns.... 
John  O'Daniel. . 


Pittsburg. 
Pittsburg. 
Pittsburg. 


No.  2  Gas.__ 

No.  1  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas._- 
No.  2  Gas--_ 
No.- 2  Gas__. 
No.  2  Gas... 
No.  2  Gas___ 
No.  2  Gas  & 
No.  1  Eagle 
No.  2  Gas._. 
No.  2  Gas-_- 


Eagle  

Big  Eagle - 


Eagle  

No.  5  Block 
No.  2  Gas.. 
No.  5  Block 
Nos.  5  &  6 

Splint.-. - 
No.  2  Gas. _ 

Eagle  

No.  2  Gas-. 
No.  5  Block 
Powellton  _  _ 
Powellton. . 
Powellton.  _ 
No.  2  Gas-. 
No.  2  Gas_. 


Eagle  

No.  2  Gas._. 
No.  2  Gas  & 

No.  5  

No.  5  Splint 

Nos.  2-5  

Sewell  


No.  2  Gas_ 
No.  2  Gas. 
Sewell  


Sewell.... 

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  

Sweell.... 

Sewell  

Sewell  

Sewell  

Fire  Creek . 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 


358 


Annual  Report  of 


[W.  Va. 


DIRECTORY  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30TH,  1912. 


District 


Eighth. 

Eighth. 

Eighth 

Eighth. 

Eighth. 

Eighth 

Eighth. 

Eighth 

Eighth 

Eighth. 

Eighth. 

Eighth 

Eighth 

Eighth. 

Eighth 

Eighth 

Eighth 

Eijhth 

Ei  jhth 

Eighth 

Eighth 

Eighth. 

Eighth. 

Ninth.. 

Ninth.. 


325  Ninth. 

326  I Ninth. 

327  Ninth. 

328  Ninth. 

329  |  Ninth. 

330  ;  Ninth. 


Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 
Ninth. 


Fifth. 
Fifth. 
Fifth. 

Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 
Fifth. 


NAME  OF  COMPANY 


FAYETTE  COUNTY— Con. 

Alaska  Coal  &  Coke  Co   

Ephraim  Creek  Coal  &  Coke  Co  

Export  Coal  Co...  

Laurel  Creek  Coal  Co  

Glendale  Colliery  Co  

Quinnimont  Coal  Co  

Greenwood  Coal  Co   

Hemlock  Hollow  Coal  Co..  

New  River  &  Pocahiontas  Coal  Co. 
The  Low  Moor  Iron  Co.  of  Virginia 
The  Low  Moor  Iron  Co.  of  Virginia 

Brown  Coal  Co  

Branch  Coal  &  Coke  Co  

South  Side  Co  

Scotia  Coal  &  Coke  Co  

Scotia  Coal  &  Coke  Co  

Scotia  Coal  &  Coke  Co  

The  Thurmond  Coal  Co  

The  Thurmond  Coal  Co..  

New  River  &  Poca.  Cons.  Coal  Co.. 
New  River  &  Poca.  Cons.  Coal  Co.. 
New  River  &  Poca.  Cons.  Coal  Co.. 
New  River  &  Poca.  Cons.  Coal  Co.. 

Mac  Donald  Colliery  Co  

Sugar  Creek  Coal  &  Coke  Co  


White  Oak  Fuel  Co.. 
White  Oak  Fuel  Co.. 
Wjhite  Oak  Fuel  Co. 
White  Oak  Fuel  Co.. 
White  Oak  Fuel  Co.. 
Prudence  Coal  Co... 


Stuart  Colliery  Co  

Stuart  Colliery  Co  

Turkey  Knob  Coal  Co  

Turkey  Knob  Coal  Co   

Laura  Mining  Co   

Meadow  Fork  Coal  Co  

Dunloop  Coal  &  Coke  Co  

The  Mt.  Hope  Coal  &  Coke  Co. 

McKell  Coal  &  Coke  Co..  

McKell  Coal  &  Coke  Co  

Nichol  Colliery  Co  

Newlyn  Coal  Co  

Harvey  Coal  &  Coke  Co  

Collins  Colliery  Co  

The  Star  Coal  &  Coke  Co  

Dunglen  Coal  Co  

New  River  Collieries  Co  


KANAWHA  COUNTY. 
Cannelton  Coal  &  Coke  Co. 
Cannelton  Coal  &  Coke  Co. 
Hughes  Creek  Coal  Co  


Kellys  Creek  Colliery  Co  

Kellys  Creek  Colliery  Co  

Sunday  Creek  Co  

Sunday  Creek  Co  

Sunday  Creek  Co  

The  Marmet  Coal  Co  

Quincy  Coal  Co  

The  Campbells  Creek  Coal  Co. 
The  Campbells  Creek  Coal  Co. 

Virginia  Coal  Co  

Morris  Fork  Coal  Co  

Villa  Coal  Mining  Co   

Williams  Coal  Co   


Series 
No. 


824 

82 

826 

827 

828 

829 

830 

831 

832 

833 

834 

835 

836 

837 

838 

S3!) 

840 

814 

842 

843 

844 

s45 

846 

901 

902 

903 
904 
905 
906 
907 
90  i 


909 
910 
911 
912 
913 
914 
915 
916 
917 
91S 
919 
920 
921 
922 
923 
924 
925 


547 
543 
.5  4  9 

550 
551 
552 
553 
554 
555 
556 
.5.57 
558 
559 
560 
561 
.562 


NAME  OF  MINE 


Alaska   Drift. 

Buffalo  &  Slater  Drift. 

Export...  Drift. 

Laurel  Creek...   Drift. 

Glendale   Drift. 

Big  Q  Mine   Drift- 
Greenwood  Drift- 
Hemlock  Drift. 

Lavland  Nos.  1-2-3-4....  Drift. 

Kay  Moor  No.  1   Drift. 

Kay  Moor  No.  2  Drift. 

Brown  Drift. 

Elverton.  Drift. 

South  Side  Drift- 
Brooklyn   Drift  . 

Rush  Run  and  Oncemore  Drift. 

Red  Ash   Drift. 

Thurmond  No.  1  Drift. 

Thurmond  No.  2.  Drift. 

Minden  No.  2  I  Drift. 

Minden  No.  3  Drift. 

Minden  No.  4   Drift. 

Minden  No.  5  j  Drift. 

Mac  Donald  Drift. 

Sugar  Creek  Nos.  1-2-3  .  Slope. 


Kind  of 
Opening 


Whipple  

Carlisle  

Oakwood  

Wingrove  

Scarbro.  

Prudence,  Jones  & 
Lyman  


Shaft. 
Shaft 
Shaft. 
Shaft. 
Shaft. 

Drift. 


Lochgelly   Shaft. 

Summerlee  Shaft- 
Hickory  Branch..  Drift. 

Turkey  Knob  Drift- 
Laura   Drift - 

Meadow  Fork  Drift. 

Klondyke.-   Drift- 
Baby   ..Slope. 

Derryhale  Drift. 

Kilsythe  Drift. 

Nichol  j  Drift. 

Newlyn  \  Drift. 

Harvey  Nos.  1-2  Drift. 

Collins  Nos.  1-2...  I Drift- 
Star  Drift. 

Dunglen  Drift. 

Sun  Nos.  1-2-3  Shaft. 


Nos.  1-2  Drift. 

No.  3  Drift. 

Nos.  2-3-4  Drift 


No.  1... 
No.  3... 
No.  101. 
No.  104. 


Drift_ 
i  Drift. 
Drift. 
Drift. 


No.  105  Drift. 

Monarch  Nos.  1-2  Drift. 

Quincy  No.  2  Drift- 
No.  1  Drift. 

No.  3  Drift. 

No.  1  Drift. 

Turner  Nos.  1-2  .  Drift. 

Mill  Creek  Drift- 
Williams  Drift. 


POST  OFFICE 
ADDRESS 


Claremont... 

Thayer  

Export  

Laurel  Creek 
Buck  Lick... 

Lawton  

Lawton  

Lawton  

L3yland  

Kay  Moor... 

Kaymoor  

Nuttallburg.. 

Elverton  

Caperton  

Finlow  

Rush  Run  

Red  Ash  

Concho.  

Concho  

Minden  

Minden  

Minden  

Minden  

Mac  Donald.. 
Mt.  Hope... 


Whipple.. 
Carlisle.. 
Carlisle. . 
Wingrove. 
Scarbro. . 


Prudence. 


Lochgelly.. 

Parral  

Macdonald. 
Macdonald. 

Redstar  

Newlyn  

Dunloop. . . 
Mt.  Hope.. 
Derryhale.. 
Kilsythe. .. 
Glen  Jean. . 

Newlyn  

Harvey  

Glen  Jean.. 
Red  Star... 
Thurmond. 
Sun  


Cannelton  . 
Cannelton. 
Hugheston. 


Ward  

Ward  

Shrewsbury.. 
Cedar  Grove- 
Mammoth-  -. 

Monarch  

Quincy  

Dana  

Dana  

Coal  Fork... 
Heatherman . 

Villa  

Sanderson... 


1912J 


Department  of  Mines. 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  HE  A  MS 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTENDENT 


G.  Lawton   

William  Warner  

E.  E.  Huddleston... 
E.  E.  Lawton  

C.  B.  Hilwig  

J.  C.  Gallaudette... 

W.  A.  Brown  

J.  A.  Brown  

A.  K.  Wood  

Geo.  H.  Esser  

G.  H.  Esser  

J.  A.  Boone  

W.  R.  Zimmerman. . 

Robt.  Boyd  

J.  H.  Carter  

G.  H.  Caperton,  Jr._ 

G.  H  Caperton,  Jr._ 

Gilbert  Smith  

Gilbert  Smith  

John  Clapperton  

John  Capperton  

John  Clapperton  

John  Clapperton  

B  .C.  Shoemaker  

N.  S.  Blake  

John  Porter  

Edward  Graff  

Edward  Graff  

John  Porter  

John  Porter  

J.  W.  Wedgwood  

J.  K.  Hobaugh  

J.  K.  Hobaugh  

J.  E.  Beury  

J.  E.  Beury  

Thos.  Niehol  

Edw.  Thomas  

B.  C.  Shoemaker  

H.  W.  Bailey  

Lewis  Lewis  

H.  H.  Oneal  

Stanley  Spoor  

Edw.  Thomas  

J.  K.  Gentry....  

J.  K.  Gentry  

D.  Evendolle  

William  Brown 

M.  E.  Kent  

F.  0.  Harris  

F.  0.  Harris  

J.  C.  Gilmour  

Chas.  Gressang  

Chas.  Gressang  

E.  L.  Miehie  

E.  L.  Miehie. ...  

E.  L.  Miehie  

W.  H.  Morris  

J.  C.  Gilmour,  Jr  

W.  V.  Rensford  

W  V.  Rensford  

T.  A.  Kay  

A.  H.  Lee  

H.  A.  Jepson  

William  Crichton  


NAME  OF  MINE 
FOREMAN 


S.  M.  Peters   

Elmer  Bretzman  

C.  E.  Chamberlain  

J.  A.  Atkinson  

Geo.  L.  Moran   

Edw.  Gordon   

H.  C.  Peters  &  J.  H.  Wood. 

D.  S.  Brown  

Louis  Nahodil  

A.  B.  Reese  .  

Mike  Blythe  

J.  R.  Eraser  

W.  D.  Crickmer  

Robt.  Boyd  .  

W.  S.  Williamson  

W.  Cuthbertson  

J.  W.  Cuthbertson  

T.  E.  Maroney   

H.  J.  Leflin  

J.  A.  Forbes  

D.  C.  Lindsey   

William  Rothwell  

John  Lindsey  

W.  D.  Lewis   .  . 

Allan  Hoffer  


Samuel  Frye  

"  H.  Hall  

William  Pilkington. 

J.  R.  Porter  

J.  R.  Porter  


E.  J.  Robertson. 


Gus  Pilling  

John  E.  Powell.  . 

J.  M.  Price  

J.  M.  Price  

A.  L.  Nelson  

Hogue  Meadows. 

R.  J.  Martin  

T.  L.  Pugh  

J.  M.  Hastings.  _ 

John  Warren  

M.  Barron  

H.  P.  Thomas... 
J.  A.  McAlister. . 

Henry  Blake  

Andrew  Easton.. 
William  Brawn. . 
Thos.  Kent  


Henry  Deem.. 
Henry  Deem.. 
T.  H.  Gosnay. 


J.  W.  Cooper  

Harry  E.  Vaughn.  __ 
James  Kennedy... 

J.  H.  Miller  

J.  W.  Frazier  

Lew  Roach  

Jas.  Hemmings  

Andrew  Calderwood. 
Andrew  Calderwood. 
Thos.  Bovd.. 

A.  W.  DeWitt  

Henry  Matheny  

R.  L.  Miller  


Name  of  Coal 
Bed  Worked 


Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 
Fire  Creek. 

Sewell  

Sewell  

Sewell ..... 

Sewell  

Sewell  

Sewell  

Fire  Creek- 
Fire  Creek  . 

Sewell  

Fire  Creek. 

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  

Sewell  


Sewell. 
Sewell. 
Sewell. 
Sewell. 
Sewell. 


Sewell  &  Fire 

Creek  

Sewell— 
Sewell.... 

Sewell  

Sewell-... 
Sewell.... 
Sewell.... 
Sewell.— 
Sewell— 
Sewell.... 
Sewell.... 
Sewell.... 
Fire  Creek 
Sewell.... 
Sewell.... 
Sewell.... 

Sewell  

Sewell  


No.  2  Gas... 

Eagle  

Coalburg  & 
No.  2  Gas. 

Coalburg  

Coalburg  

Coalburg  

Coalburg  

Coalburg  

Cedar  Grove 

No.  5  

No.  5  

No.  5  

No.  2  Gas... 

No.  5  

Cannel  

No.  5  


Total 

Thickness 

Kind  of 

Inside 

No. 

Ventilation 


Employees 

4— 

Fan...  

23 

300 

4— 

Fan.  

12o 

301 

3—  6 

Fan.  

43 

302 

3—  8 

Fan  

64 

303 

4— 

Fan  

31 

304 

4— 

Fan.  

62 

305 

4— 

Fan  

142 

306 

3—  8 

Fan  

71 

307 

3—10 

Fan  

302 

308 

3—  6 

Fan  

165 

309 

3— 

Fan  

33 

310 

4—  4 

Fan  

105 

311 

4— 

Fan  

45 

312 

4— 

Fan  

93 

313 

4— 

Fan  

85 

314 

5—  2 

Fan  

62 

315 

5—  6 

Fan.  

37 

316 

3—10 

Fan  

147 

317 

3—  2 

Fan..  

5 

318 

4— 

Fan.  

169 

319 

4— 

Fan  

169 

320 

4— 

Fan  

192 

321 

4— 

Fan  

188 

322 

4— 

Fan  

102 

323 

5—  6 

Fan  and  Fur- 

nace  

93 

324 

4—  6 

Fan  

65 

325 

3—  6 

Fan  

98 

326 

3—  6 

Fan  

92 

327 

4—  4 

Fan  

145 

328 

4—  4 

Fan  

100 

329 

5— 

Fan  

222 

330 

4— 

Fan  

85 

331 

4— 

Fan  

126 

332 

5—10 

Fan  

333 

5— 

Fan  

115 

334 

5—  6 

Fan....  

41 

335 

5 — 

Furnfl.ee 

35 

336 

5—  6 

Fan  

160 

337 

6— 

Fan  

34 

338 

5—  6 

Fan  

83 

339 

5—  6 

Fan   ... 

261  340 

5—  6 

Fan  

65 

341 

3—  6 

Fan  

24 

342 

4—  4 

Fan  

108| 

343 

5— 

Fan   _ 

140 

344 

5— 

Fan  

144 

345 

4—  6 

Natural  

213! 

346 

5—  6 

Fans   . 

350 

347 

6— 

Fan   ... 

412  348 

4—  6 

Fan  

66 

349 

4—  6 

Fan  

155 

350 

6— 

Fan  

261 

351 

5—  6 

Fqn  

183:  352 

6— 

Fan   .. 

102! 

353 

4—10 

Fan  

98 

354 

5—  2 

Fan  

220 

355 

3—  6 

Fan  

105 

356 

5—  6 

Fan  

o5 

357 

5— 

Fan   

213 

35S 

5—  6 

Fan  

125 

359 

4— 

Fan  

48 

360 

4— 

Fan..  

53 

361 

4— 

Fan  

20 

362 

4—  6 

Fan  

2li 

363 

360 
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District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS 


Fifth  

Fifth  

Fifth..... 

Fifth  

Fifth  

Fifth.... 

Fifth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth..... 

Sixth  

Sixth  

Sixth  

Sixth  

Sixth.... 
Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth.... 
Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth.... 
Sixth.. .. 

Sixth  

Sixth  

Sixth  

Sixth  

Sixth.... 
Sixth.... 

Sixth  

Sixth  

Sixth  

Sixth.... 

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth  

Sixth.  ... 

Sixth  

Sixth  

Sixth  

Sixth. . . . 
Sixth.... 
Sixth  

Sixth  

Sixth  

Sixth  

Seventh.. 
Seventh-. 

Seventh-. 


KANAWHA  COUNTY— Con. 
Standard  Kanawha  Coal  Mining  Co 
Standard  Kanawha  Coal  Mining  Co. 

Queen  Shoals  Coal  Co   

Blue  Creek  Coal  <k  Land  Co  

Blue  (-reek  Coal  &  Land  Co  

Coopers  Creek  Coal  Co   

Pen  Mar  Mining  Co  

The  Olcott  Coal  &  Iron  Co  

The  Olcott  Coal  &  Iron  Co........ 

Paint  ('reek  Collieries  Co  

Paint  Creek  Collieries  Co  

The  Marmet  Coal  Co  

The  Marmet  Coal  Co  

The  Marmet  Coal  Co  

Winifrede  Coal  Co   

Winifrede  Coal  Co  

Winifrede  Coal  Co  

Lewis  ('oa'  <fc  Coke  Co   

Dry  Branch  Coal  Co   

Dry  Branch  Coal  Co  

Ooalburg  Colliery  Co   

The  Persinger  Coal  Co  

Wvatt  Coal  Co...  

Wyatt  Coal  Co  

Wyatt  Coal  Co  

Wyatt  Coal  Co  

Southern  Collieries  Co   

The  Holley  k  Stephenson  C.&C.Co. 
The  Holley  &  Stephenson  C.&C.Co. 

Wake  Forest  Mining  Co.  

Carhon  Coal  Co   

Carbon  Coal  Co  

Carbon  Coal  Co  

Carbon  Coal  Co  

West  Virginia  Colliery  Co.  

West  Virginia  Colliery  Co  

West  Virginia  Colliery  Co.  

West  Virginia  Colliery  Co  

Republic  Coal  Co  

Republic  Coal  Co  

Republic  Coal  Co  

Republic  Coal  Co  

Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  ConsolidatediCoal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creel  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 

Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 
Cabin  Creek  Consolidated  Coal  Co. 

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  

Paint  Creek  Collieries  Co  


563 
564 
565 
566 
567 
568 
569 
612 
613 
614 
615 
616 
617 
618 
619 
620 
621 
622 

623 
624 
625 
626 
627 
628 
629 
630 
631 

632 

633 

634 

635 

636 

637 

638 

639 

640 

641 

642 

643 

644 

645 

646 

647 

64° 

649 

650 

651 

652 

653 

654 

655 

Go  6 

65 

658 

659 

660 

661 

662 

663 

664 

665 
666 
667 
723 
724 


No.  1  

No.  2   

Queen  Shoals  

Wills  Hollow  Nop.  1-2. 

Blakeley  No.  3  

Peacock  

Pen  Mar   

No.  1   

No.  2  

Reynolds   

Knickerbocker  

New  Butler  

Lens  Creek  

Black  Band  

North  

West  

South  

Lewiston  


Drv  Branch  

Belmont  No.  3. 

Honda  

Wfflton.  

Horton  No.  1.. 
Horton  No.  2. . 

Oakley  

Berlin.  

Lament  No.  3.. 


Drift- 
Drift. 
Drift 
Drift. 
Drift. 
Drift. 
Drift- 
Drift 
Drift- 
Drift  . 
Drift 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 

Drift. 
Drift- 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift- 
Drift  . 


Stephenson  No.  2   Drift. 

Stephenson  No.  5   Drift. 

Wake  Forest...   Drift. 

North   Drift. 

Carbon  Cas  or  South   Drift. 

Carbon  Splint   Drift. 

Low  Sulphur   1  Drift- 
No.  1   Drift  . 

No.  2   Drift. 

No.  3   Drift. 

No.  4   Drift- 
No.  1    Drift. 

No.  2   Drift. 

No.  3   Drift. 

No.  5   Drift- 
Caledonia   Drift- 
Davis   Drift- 
Holly   Drift. 

Quarrier   Drift. 

Belleclare   Drift. 

Ruby   Drift. 

United  Splint   :  Drift- 
United  Gas   Drift- 
Red  Warrior   Drift. 

Cherokee   i  Drift . 

Buckeye  [Drift 

Empire  

Black  Tulip  

Keystone  

Acme  

Shamrock  

Raccoon  Gas  

Raccoon  No.  2  East  A 

West  

Kavford  

Thistle  

Rose  

Scranton  

Paint  Creek  


725  Wacomah. 


Quick  

Quick  

Queen  Shoals. 

Blikeley  

Blakeley  

Bream.  

Bream  .  

Olcott.  

Olcott  

Olcott  

DungrifT  

Marmet  

Marmet.  

Marmet  

Winifrede  

Winifrede  

Winifrede  

Chelyan  

Dry  Branch  . . 
Dry  Branch  .. 

Ronda  

Miami  

Sharon  

Sharon  

Eventon  

Laing  

Esksdale  

Eskdale  

Esksdale  

Wake  Forest.. 

Nabob  

Carbon.  

Carbon..  

Nabob  

Wevaco  

Wecaco  

Wevaco  

Wevaco  

Carbon  

Carbon  

Carbon  

Carbon  

Warrior  

Ohley  

Leewood  

Wake  Forest.. 

Decota  

Decota  

Wevaco  

Wevaco  

Warrior  

Leewood  

Acme  

Acme  

Acme  

Acme  

Acme  

Kavford  

Kavford  

Kavford  

Kavford  

Kavford  

Kavford  

Mucklow  

Mucklow  

Mucklow  
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NAME  OF  SUPERINTENDENT,  SAME  OF  MINE  FOREMAN,  SEAMS 
WORKED  AND  THICKNESS.  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


Thickness 


Kind  of 
Ventilation 


Total 

Inside  No. 
Employees 


R.  M.  Leyshon  

R.  M.  Leyshon  

W.  R.  Morris  

Wm.  Crichton,  Jr  

Wm.  Crichton,  Jr  

O.  D.  Strader  

J.  Householder  

W.  C.  Lingle  

W.  C.  Lingle  

A.  J.  Hale  

Lee  Scott  

W.  H.  Morris  

W.  H.  Morris  

W.  H.  Morris  

F.  D.  Barron  

F.  D.  Barron  

F.  D.  Barron  

S.  A.  Lewis  

L.  D.  Burns  

L.  D.  Burns  

L.  D.  Burns  

A.  W.  Persinger  

A.  W.  Laing  

A.  W.  Laing  

A.  W.  Laing  

Jas.  Laing  

C.  S.  White  


F.  H.  McClung... 
F.  H.  McClung, . 

J.  C.  Grymes  

C.  A.  Pierce  

C.  A.  Pierce  

C.  A.  Pierce  

C.  A.  Pierce  

K.  D.  Quarrier,.  _ 
K.  D.  Quarrier.  __ 
K.  D.  Quarrier... 
K.  D.  Quarrier.., 
M.  W.  Murphy.  _ 
M.  W.  Murphy,  _ 
M.  W.  Murphy.  _ 
M.  W.  Murphy,  _ 

V.  A.  Miller  

Harry  Davis  

V.  A.  Miller  

V.  A.  Miller  

A.  P.  Sherer  

A.  P.  Sherer  

H.  G.  Howell,.., 
H.  G.  Howell..., 

V.  A.  Miller  

V.  A.  Miller  

W.  A.  Otey  

W.  A.  Otey  

W.  A.  Otey  

W.  A.  Otey  

W.  A.  Otey  

H.  L.  Fisher  

H.  L.  Fisher  


H.  L.  Fisher, 
H.  L.  Fisher. 
H.  L.  Fisher, 
H.  L.  Fisher, 
John  Green.. 
John  Green.. 

John  Gre:n.. 


Sam  Roebuck  

J.  M.  Ross  

Chas.  Leftwich  

Harry  Rowland. , , 

T.  H.  Carlin  

0.  D.  Strader  

Chas.  Johnson  

Walter  Dale  

C.  E.  Griffith  

W.  H.  Clendennin. 

Will  Miller  

T.  J.  MacAllister. . 
T.  J.  MacAllister.. 

Robt.  Taylor  

W.  L.  Harless  

C.  A.  McKee  

W.  L.  Harless  

D.  B.  Howery  


C.  F.  Slack..., 
C.  F.  Slack.... 
S.  M.  Smith... 

J.  C.  Price  

A.  E.  Thomas.  . 
A.  E.  Thomas., 
Ed.  Haywood., 
W.  A.  Gilchrist, 
C.  C.  Parker,,. 


J.  A.  Williams  

D.  W.  Williams .... 

Jesse  Gardiner  

Henry  Clendennin.. 

H.  L.  Patterson  

S.  L.  Thorn  s  

G.  D.  Smedley  

Geo.  Buckley  

Wm.  Coiner  

C.  L.  Petty  

Chas.  Frazier  

C.  A.  Hughes  

S.  E.  Thomas  

John  Shawhan  

Owen  Meadows  

R.  L.  Caviness  

Harry  Davis  

D.  H.  Phielps  

J.  W.  Gray  

H.  C.  Young  

W.  H.  Kirby  

Chas.  Montgomery  . 

J.  E.  Shafer  

R.  L.  Caviness  

J.  C.  Slegh  

John  Eads  

Wm.  Batton  

F.  E.  Sherer  

Chap  Cash  

John  Dower  

John  Armentrouth.. 
Jas.  A.  Cole  


Geo.  Hogue,,, 
Morev  Darbv, 
P.  L.  Rose .... 
Sam  Hogue... 

John  Cox  

T.  M.  Burke.. 


Geo.  Hudnall 


No.  5  

No.  5  

No.  5  

No.  5  

No.  5  

No.  5.  

No.  5  

Black  Band 
Black  Band  . 
Black  Band  . 
Black  Band  . 

No.  2  

Cedar  Grove 
Black  Band  . 
Winifrede. . . 
Winifrede  ... 
Winifrede  ... 
Lewiston  

Coalburg  

Belmont  

Coalburg  

Cedar  Grove 

Coalburg  

Coalburg  

Lewiston  

No.  2  Gas... 
No.  2  Gas  & 
Coalburg.. 
No.  2  Gas... 

Lewiston  

No.  2  Gas., _ 
No.  2  Gas... 
No.  2  Gas... 

Coalburg  

No.  1  Gas... 
No.  2  Gas... 
No.  2  Gas,.. 

Coalburg  

No.  2  Gas.,. 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 

Coalburg  

No.  2  Gas... 

Belmont  

No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 

Coalburg  

Coalburg  

No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 

Coalburg  

No.  2  Gas... 
No.  2  Gas... 

Coalburg  

No.  2  Gas... 
No.  2  Gas... 

Coalburg  

Coalburg  

Coalburg  & 
Lewiston... 
Coalburg  


5—  2 
5—  8 
4— 

4—  6 
5— 

5—  4 
4—  2 
3— 
3—  9 
3—10 
3-  2 
7— 
3—10 

3—  10 

4—  10 

4—  2 

5—  4 
4—  6 

4—10 

4—  2 

5—  11 

3—  6 
6— 
4— 
4— 

5—  8 

6—  4 
5— 

5 — 
5— 
5—  6 
5—  6 
5—  6 
6— 
5—10 
5—  6 
7— 
5—  6 
5—  2 
5—  1 
5— 
5—  6 
4— 
5— 

4—  6 
5— 
4—  6 
5 — 
6— 
5— 
4— 

4—  6 

5—  6 

4—  8 

5—  3 
5— 
5—  4 
5—  8 
5—  6 

6— 
5—  8 
5—  3 
6— 
5 — 


Fan  

Fan  

Furnace.. 

Fan  

Fan  

Natural. . 
Furnace,. 

Fan  

Fan  

Fan  

Furnace.. 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace  & 
Fan,,,. 

Fan  

Fan  

Fan  

Natural. . 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace., 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan.  

Fan  


362 


Annual  Report  of 


[W.  Va. 


DIEECTOBY  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  80TH,  1912. 


District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS 


Seventh . 


Seventh . . 
Seventh . . 
Seventh.. 
Seventh . . 

Seventh. . 
Seventh . . 
Seventh.. 
Seventh . . 

Seventh . . 
Seventh.. 
Seventh.. 
Seventh.. 
Seventh.. 
Seventh.. 

Seventh.. 
Seventh... 


Sixth. 
Sixth. 
Sixth. 

Sixth. 
Sixth  . 
Sixth. 
Sixth. 
Sixth. 


Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth.... 
Sixth... 
Sixth... 
Sixth.... 
Sixth.... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth.... 
Sixth... 
Sixth... 
Sixth.... 
Sixth... 
Sixth... 
Sixth... 
Sixth... 
Sixth.  _. 
Sixth... 
Sixth... 


Sixth. 
Sixth. 
Sixth. 
Sixth. 
Sixth. 


KANAWHA  COUNTY — Con. 
Paint  Creek  Collieries  Co  


Paint  Creek  Collieries  Co. 
Paint  Creek  Collieries  Co. 
Paint  Creek  Collieries  Co. 
Paint  Creek  Collieries  Co. 


Paint  Creek  Collieries  Co..  

Imperial  Colliery  Co  

Imperial  Colliery  Co  

The  Coalburg  Kanawha  Coal  Co. 


East  Bank  Mining  Co  

Southwestern  Splint  Fuel  Co.. 

Belmont  Coal  Co   

Crown  Hill  Kanawha  Coal  Co. 

Cheaspeake  Mining  Co  

Chesapeake  Mining  Co  


Montgomery  Coal  Co  

Morris  Creek  Colliery  Co.. 

BOONE  COUNTY. 

The  Coal  River  Co  

The  Spruce  River  Coal  Co. 
Peytona  Block  Coal  Co. . . 


Peytona  Block  Coal  Co. . . 
The  Hickory  Ash  Coal  Co. 

Seng  Creek  Coal  Co  

Webb  Coal  Mining  Co  

Anchor  Coal  Co  


LOGAN  COUNTY. 
The  Coal  Valley  Mining  Corp.. 
Coal  River  Coal  &  Coke  Co.... 

Spruce  Bend  Coal  Co  

Mifflin  Coal  Co  

Black  Hawk  Colliery  Co  

Stone  Branch  Coal  Co  

Guyandotte  Coal  Co  

E.  R  Johnson  Coal  Mining  Co. 

Draper  Coal  &  Coke  Co  

H.  T.  Wilson  Coal  Co  

Fort  Branch  Coal  Corporation. 

Price  Coal  Co  

Rex  Coal  &  Coke  Co  

The  Logan  Coal  Co  

Manitoba  Coal  Co  

The  Ethel  Coal  Co  

The  Monitor  Coal  &  Coke  Co.. 
The  Yuma  Coal  &  Coke  Co.... 

The  Gay  Coal  &  Coke  Co  

Shamrock  Coal  Co..   

Cora  Coal  &  Coke  Co  

United  States  Coal  &  Oil  Co... 
United  States  Coal  &  Oil  Co... 
United  States  Coal  &  Oil  Co.... 
United  States  Coal  &  Oil  Co.._. 
United  States  Coal  &  Oil  Co.... 
United  States  Coal  &  Oil  Co.... 
United  States  Coal  &  Oil  Co... 
United  States  Coal  &  Oil  Co.... 


Manbar  Coal  Co  

Ferndale  Coal  Co  

Kohinoor  Coal  &  Coke  Co. 

Aracoma  Coal  Co  

McGreagor  Coal  Co  


726 


7L>7 
728 
72fl 
730 

731 
732 
733 
734 

735 
736 
737 
738 
739 
740 

741 
742 


Banner  Nos.  1-2. 


Standard  

Detroit  

Morton  No.  1.. 
Grose  Nos.  1-2. 


No.  2  or  Greenbrier. 
Imperial  No.  1  

Nos.  2-3  

"A"  &  "B"  


East  Bank  

Black  Cat...  

Belmont  

Crown  Hill  No.  8  

Chesapeake  Nos.  1-2  

Chesapeake  No.  3  


Kanawha  

Morris  Creek. 


Ottawa  No.  1. 

Ramage  

No.  1  Cannel. 

No.  2  CanneL 
Nos.  1-2-3.... 

Blue  Star  

Webb.  

Anchor  


668 
669 
670 
071 
672 
673 
674 
675 
576 
677 
678  , 


Sylvia   

Dobra...   

Sharpies  No.  1  

No.  1...   

Black  Hawk  

Stone  Branch  

Guyandotte  

Johnson  Nos.  1-2.. 

Draper  

Wilson  

Fort  Branch  

679  Wanda  

680  Rex  

681  Logan  

682  Manitoba  

683  Ethel  Nos.  1-2  

6S4  Monitor  

685  Yuma  

686  Gay  

687  Litz  No.  1  

688  Cora  

6S9  Island  Creek  No.  1. 
690  Island  Creek  No.  2. 
691 
692 


697 
698 
699 
699-A 
699-B 


Island  Creek  No.  3  

Island  Creek  No.  4  

Island  Creek  Nos.  5-6.. 

Island  Creek  No.  7  

Island  Creek  No.  8  

Island  Creek  Nos.  9-10. 


Manbar. . . 

Earling  

Big  Vein. . 
Nos.  1-2... 
McGregor. 


Drift. 


Drift. 
Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift- 
Drift. 

Drift. 
Drift. 
Drift. 
Drift  . 
Drift. 
Drift. 

Drift. 
Drift. 


Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 
Drift. 
Drift. 


Drift. 
Drift. 
Drift. 
Drift  . 
Drift. 
Drift. 
Drift. 
Drift. 
Drift . 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 
Drift. 
Drift. 


Mucklow. 


Standard.. 
Tomsburg. 
Tomsburg. 
Tomsburg . 

Burnwell. . 
Burnwell. . 
Burnwell. . 
Coalburg. . 


East  Bank.... 
Crown  Hill... 
Crown  Hill... 
Crown  Hill... 

Handley  

Handley  


Montgomery 
Don  wood  


Jeffrey.. 
Ramage. 
Peytona. 


Peytona  

Peytona  

Jarrolds  Valley 

Garrison  

Highcoal  


Clothier  

Dobra  

Sharpies  

Clothier  

Big  Creek.... 
Stone  Branch. 

Kitchen  

Hughey  

Logan  

Logan  

Fort  Branch.. 

Ethel  

Ethel  

Ethel  

Ethel  

Ethel  

Logan..  

Logan.  

Logan.  

Logan  

Cora..  

Holden  

Holden  

Holden  

Holden  

Holden  

Holden  

Holden  

Holden....... 


Manbar. 
Ethel  ... 
Craneco. 
Logan... 
Yolyn... 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN, 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


Thickness 


Kind  of 
Ventilation 


Total 
Inside 
Employees 


John  Green . 


Walter  Wood. 
John  Green... 
John  Green. _. 
J.  F.  Hale... 


J.  F.  Hale  

F.  H.  Morton.. 
F.  H.  Morton.. 
J.  A.  Willis.... 

A.  M.  Howery. 
S.  B.  Brydon.. 
F.  B.  Stewart.. 
E.  L.  Brewer.. 
C.  C.  Lovett... 
C.  C.  Lovett... 


S.  H.  Montgomery. 
Gordon  S.  Seal.... 


J.  M.  Moore.. 
J.  B.  Ramage. 
.H.  Mead.. 


C.  H.  Mead  

C.  E.  Voglesang. 
Frank  Facnola.. 

John  Holmes  

G.  H.  Hornickel. 


D.  C.  Thomas.. 

B.  J.  Hiner  

Sam.  Butler  

R.  B.  Whitman. 
J.  L.  Dawson. .. 

C.  W.Jones--.. 
W.  J.  Smith--.. 
John  Early  


J.  G.  Bolton... 
James  Somers.. 
B.  L.  Flynn.... 
T.  0.  Deaumer. 
R.  E.  Chatfield. 

B.  L.  Flynn.... 

L.  Epperly  

J.  E.  Barlow... 

C.  Robertson. . 

H.  Gay  

C.  W.  Jones.  _. 
C.  W.  Jones. .. 
F.  A.  Sharp.... 
F.  A.  Sharp.. ... 
F.  A.  Sharp.... 
F.  A.  Sharp.... 
F.  A.  Sharp.... 
F.  A.Sharp.... 
F.  A.  Sharp.... 
F.  A.  Sharp.... 


P.  J.  Riley  

A.  N.  Jenkins.. 
T.  J.  Davis... 
F.  E.  King.... 
A.  Boyd  


D.  L.  Walters 


Ed.  Foster.... 

Geo.  Hogue  

Dick  Gill  

V.  D.  Johnson. 


Lee  Patrick  

L.  R.  Howell... 
M.  D.  Boulden. 
J.  N.  Burgraff.. 


Edw.  Clark.  __ 
G.  C.  Bailey.. 
C.  B.  Stewart. 
R.  E.  Mitchel. 
C.  C.  Lovett.. 


S.  P.  Johnson. 
J.  Ab  olam  


Ed.  Zwilling. 
Ed.  Stanley. 
A.  Stover  


R.  A.  Snead  

Thos.  Waters  

B.  Facnola  

Robt.  Walker  

Robt.  Cadwalender. 


H.  Poirrier  

G.  W.  Lax  

W.  B.  Parks  

Chas.  Walton  

J.  L.  Dawson  

W.  Hunter  

W.  J.  Smith  

John  Early  

E.  M.  Stephens  

J.  G.  Bolton  

Robert  Gee   ... 

C.  D.  Hylton  

G.  H|  Bolen  

W.  W.  Bradley  

0.  I.  Jenkins  

A  0.  Cooper  &  C.  D.  Hylton. 

R.  B.  Barlow  

W.  L.  Stevens  

F.  Kellerman  

Eli  Roberts  

F.  S.  Richards  

J.  W.  Snyder  

W.  A.  Jones  

Joe  Snodgrass  

J.  White  

J.  W.  Hair  

G.  L.  Davis  

W.  G.  Whitman  

Geo.  Thompson  


M.  J.  Riley.... 
G.  E.  Sanford.. 
Thos.  Evans. ._ 
M.  McParland. 
A.  Boyd  


Coalburg  & 
Lewiston. 

Coalburg  

Eagle  

Eagle  

Eagle  & 

Powellton 
No.  2  Gas... 

Eagle  

Eagle  

Coalburg  & 

Belmont  .. 
Cedar  Grove 

Coalburg  

Coalburg  

Coalburg  

No.  2  Gas... 
Coalburg  & 

No.  2  Gas. 

Coalburg  

Winifrede  . . . 


No.  1  Gas... 
No.  1  Gas... 
Peytona 

Cannel  

Cedar  Grove 

No.  2  

Coalburg  

Coalburg  

Winifrede  .  _ . 


No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 
No.  2  Gas... 

Powelton  

Draper  

Powelton  

Winifrede  .  _ . 
Winifrede  . . . 
Winifrede  . . . 
Winifrede  .  _  _ 
Island  Creek 
Winifrede  . . . 
No.  2  Gas... 
Island  Creek 
Island  Creek 
Island  Creek 
No.  2  Gas... 
Island  Creek 
Island  Creek 
Island  Creek 
Island  Creek 
Island  Creek 
Island  Creek 
Island  Creek 
Island  Creek 
&  Draper  . 

Eagle  

Eagle  

No.  2  Gas... 
Island  Creek 
Thacker  


6—  2 


5— 
5—  3 
6— 
5— 

5— 

2—  8 

4—  6 

5—  5 
5— 
5—  4 

5— 
5— 
4—  6 


5— 
5—  6 

2—  6 

4—  2 
4— 

5—  6 
7—10 
7— 


5— 
5— 
5— 
5—  6 
7— 
4—  8 
5— 
4— 
4—  6 
4—  6 

4—  10 
5— 

5-  2 
5— 
5— 

5-  2 

6-  7 
6-  2 

5-  8 
6— 
6— 

6-  6 
6-  6 
6-  6 
6-  6 
6-  6 
6—  6 

6—  6 

5— 
5— 
5— 

7—  4 
6— 
6— 


Fan  &  Fur 

nace  

Fan  

Fan  

Furnace... 

Fan..  

Fan  

Fan  

Fan  

Fan  

Furnace... 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace... 
Furnace... 

Fan  

Fan  

Fan  

Fan  

Fan.  

Fan  

Fan  

Fan  

Furnace... 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace... 

Fan  

Fan  

Fan  

Natural... 
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TDIEEt  TOHY  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIRGINIA 
FOR  TEE  YEAR  ENDING  JUNE  SOT II.  1912. 


District 


Sixth... 
Sixth... 
Sixth... 
Eighth.. 
Eighth.. 
Eighth.. 
Eighth.. 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Ninth... 
Tenth... 
Tenth... 
Tenth  .. 
Tenth  . . 
Tenth  .. 
Tenth... 

Tenth  .. 
Tenth  .. 


NAME  OF  COMPANY 


532 

Tenth  I... 

533 

Tenth  .... 

534 

Tenth 

535 

Tenth 

536 

Tenth  

537 

Tenth  

538 

Tenth  

539 

Tenth  

540 

Tenth  

541 

Tenth  

542 

Tenth 

543 

Tenth 

544 

Tenth 

545 

Tenth 

546 

Tenth  

547 

Tenth 

548 

Tenth 

549 

Tenth 

550 

Tenth 

551 

Tenth 

552 

Tenth 

553 

Tenth  

RALEIGH  COUNTY. 

Clear  Fork  Coal  Co  

Four  States  Coal  &  Coke  Co. 
Four  States  Coal  &  Coke  Co. 
Stonewall  Coal  &  Coke  Co... 
Stonewall  Coal  &  Coke  Co... 

Wright  Coal  &  Coke  Co  

Wright  Coal  &  Coke  Co  

City  Coal  Co.  

Price  Hill  Fuel  Co  

Raleigh  Goal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Raleigh  Coal  &  Coke  Co  

Slab  Fork  Coal  Co  

Pemberton  Coal  &  Coke  Co. 

McKell  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

McKell  Coal  &  Coke  Co  

Blue  Jay  Lumber  Co  

Mabscott  Coal  &  Coke  Co... 
Beckley  Coal  Delivery  Co... 

E.  E.  White  Coal  Co  

Beckley  Coal  &  Coke  Co  

Sullivan  Coal  ;&  Coke  Co... 

Wood  Peck  Coal  Co  

Cranberry  Fuel  Co   

Cranberry  Fuel  Co.  

New  River  Collieries  Co  

New  River  Collieries  Co  

New  River  Collieries  Co  

New  River  Collieries  Co  

Piney  Mining  Co   

Piney  Mining  Co  

Piney  Mining  Co   

Lanark  Coal  Co..  

E.  E.  White  Coal  Co..  

Gulf  Smokeless  Coal  Co  

MacAlpin  Coal  Co.  

Bailey  Wood  Coal  Co  

Pemberton  Coal  &  Coke  Co. . 
The  Gulf  Coal  Co....  


Lvnwin  Coal  Co  

Winding  Gulf  Colliery  Co. 


MERCER  COUNTY. 
Coaldale  Coal  &  Coke  Co. . . 
Mill  Creek  Coal  &  Coke  Co. 


Buckeye  Coal  &  Coke  Co  

Booth-Bowen  Coal  &  Coke  Co  

Pocahontas  Consolidated  Coll.  Co.. 
Pocahontas  Consolidated  Coll.  Co.. 
i Pocahontas  Consolidated  Coll.  Co.. 

Louisville  Coal  &  Coke  Co  

Godfrey  Coal  Co  1... 

Crystal  Coal  &  Coke  Co  

Crystal  Coal  &  Coke  Co  

American  Coal  Co.  of  Allegheny  Co. 
American  Coal  Co.  of  Allegheny  Co. 
American  Coal  Co.  of  Allegheny  Co. 

The  Thomas  Coal  Co  

Thomas  Coal  Co  

Pawama  Coal  &  Coke  Co  

Weyanoke  Coal  &  Coke  Co  

Smokeless  Coal  &  Coke  Co  

Hiawatha  Coal  &  Coke  Co..  

Spring  Coal  Mining  Co  

Wenonah  Coal  &  Coke  Co.  


Scries 
No. 


609 
610 
611 

847 

848 
849 
850 
926 
927 
92 
92 
930 
931 
932 
933 
934 
935 
936 
937 
938 
939 
940 
941 
942 
943 
944 
945 
946 
947 
94  S 
949 
950 
951 
952 
953 
1001 
1002 
1003 
io:»4 
1005 
1006 

1007 
1008 


1009 
1010 

1011 
1012 
1013 
1014 
1015 
1016 
1017 
1018 
1019 
1023 
1021 
1022 
1023 
1024 
1025 
1026 
1027 
1023 
1029 
1030 


NAME  OF  MINE 


Leevale  

Dorothy  

Sarita..  

Terry  

Stonewall  

Wright  No.  2  

Wright  No.  1  

City  Coal  Co  

Price  Hill  

Raleigh  No.  3  

Raleigh  Nos.  1-2-4  

Raleigh  No.  5  

Raleigh  No.  6  

Nos.  1-2-3-4-5  

Pemberton  No.  1  

Tamroy   

Oswald  Nos.  1-2  

Graham  Nos.  1-2  

Blue  Jay  No.  4  

Mabscott   

Beckley.  

Nos.  1-2  

Beckley  Slope.  

Sullivan  North  &  South 

Wood  Peck  

Sprague   

Cranberry  &  Prosperity 

Eccles  Nos.  1-2  

Eccles  Nos.  3-4  

Eccles  No.  6  

Eccles  No.  5  

Nos.  1-2  

Piney  No.  4  

Piney  No.  3  

Lanark  No.  4  

No.  3  

Tarns  

MacAlpin  

Bailey  Wood  

Big  Stick  

Gulf  &  Beaver  

Lynwin  

Winding  Gulf  Nos.  1-2. 


Coaldale  

East,  West,  W.  Fork, 

Tug  River  

Buckeye  

Booth  Bowen  

Caswell  Creek-Hemlock 

Sagamore  

West  

Goodwill  

Cephus  

Crystal  No.  1  

Crystal  No.  2  

Crane  Creek  

Pinnacle  

Piedmont  

Thomas  No.  1 . ..  

Thomas  No.  2  

Nos.  1-2  

Weyanoke  &  Elihu  

Smokeless  

Hiawatha  

Spring  

Wenonah  


Kind  of 
Opening 


Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Shaft. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Shaft. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Slope. 
Shaft . 
Slope. 
Drift. 
Drift. 
Slope. 
Shaft. 
Shaft 
Shaft 
Shaft. 
Shaft. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift  . 
Drift. 

Slope. 
Drift. 


Drift. 

Drift. 
Drift. 
Drift. 
Drift- 
Drift  . 
Drift- 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
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Department  op  Mines. 


NAME  OF  SUPERINTENDENT,  NAME  OF  MINK  FOBEMAN,  8EAM8 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTEND  NT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


ThickneHs 


Kind  of 
Ventilation 


Total 
Inside 
Employee! 


John  Branham  

Wm.  Wolf....'.... 

Wm.  Wolf  

F|  M.  Lee  

F.  M.  Lee  

A.  Boyd  

A.  Boyd  

E.  E.  Hendrichson. 

Wm.  Farrell  

Jas.  White  

Jas.  White  

Jas.  White  

Jas.  White  

W.  G.  Caperton... 

G.  A.  Hinterlitner. 

C.  G.  Wood  

W.  R.  Ballard  

C.  G.  Wood  

P.  McQuade  

W.  E.Griffiths.... 
John  Burns  

F.  McHugh  

W.  E.  Griffith  

J.  A.  Wood  

L.  Peck  

W.  E.  Griffith  

W.  E.  Griffith  

Thos.  Petkoski  

Thos.  Petkoski  

Thos.  Petkoski  

Thos.  Petkoski  

Jas.  Stirrah  

C.  Binford  

C.  Binford  

John  Burns  

C.  R.  Stahl  

W.  P.  Tarns  

Wm.  Laing  

J.  C.  Baker  

G.  A.  Hinterleitner. 
Harvey  Ingles  


E.  J.  Flanagan.. 
W.  J.  Elgin  


Tom  Fisher..  

Phillip  C.  Geyer  

Wilson  Ascough   

W.  H.  Cross   

Edgar  Hurt.   

Wm.  Hornsby   

J.  P.  Donaldson  

E.  E.  Hendrichson  

C.  W.  Todd  

Frank  Beard  

C.  W.  Sandridge  

J.  A.  Higgins  

M.  D.  Nidiffer  

Wm.  Hurt  &  W.  M.  Warwick 

F.  H.  Campbell  

I.J.  Boyd  ;  

R.  F.  Townsend  

G.  Stone  

P.  McQuade  

D.  J.  Davies  

John  Burns  

Chas.  Klouger  

John  Shears  

D.  W.  Miller  

W.  Barton  

James  Fink  

Jas.  Granger  

Geo.  Scott  

Thos.  Lewis  

James  Burdis  

Joe  Bishop  

,F.  Clark  

M.  Campbell  

J.  Kuhn  

Thos.  Morgan,  Sr  

Jesse  Blake  

Adam  Lindsey  

John  Burns  

C.  B.  Bryant  

C.  H.  Rhodes  

Wash  Lilly  


E.  J.  Flanagan. 
C.  W.  Bailey... 


C.  E.  Burnley.— 

C.  E.  Burnley.... 

F.  R.  Hewitt  

Harry  Bowen  

J.  K.  Whitehead.. 
J.  C.  Baldwin.... 

J.  E.  Jones  

Jarius  Collins  

E.  V.  Neal  

W.  J.  Prichard... 
W.  J.  Prichard... 

J.  T.  Walker  

J.  T.  Walker  

J.  T.  Walker  

J.  T.  Thomas.. _. 

Jas.  Thomas  

J.  C.  Stras  

H.  L.  Van  Grump 
0.  N.  Moomow. . 
0.  N.  Moomow. . 
M.  J.  Sanders  

D.  H.  Frazier  


J.  W.  Johnson. 


J.  W.  Johnson  

J.  H.  Williams... 

B.  English  

J.  K.  Whitehead.. 
J.  C.  Baldwin. ... 
Jas.  Heatherman. 

Geo.  R.  Scott  

E.  V.  Neal  

E.  R.  Foley!  

Geo.  Smith  

Jas.  Hughes  

J.  L.  Dewese  

C.  B.  Irving  

Evan  Cockburn.. 
Pat.  Brennan  

G.  C.  Buschett... 
J.  S.  Wocdyard.. 
0.  N.  Moomow. . . 

H.  G.  Happersett. 
J.  L.  Berdlie  

D.  H.  Frazier.... 


Poca.  No.  3 


Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 
Poca. 


No.  3 
No.  3. 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 
No.  3 


Coalburg  

Coalburg  

Coalburg  

Fire  Creek __. I 

Sewcll  I 

Fire  Creek 
Fire  Creek 
SewelL... 

Sewell  

Beckley . . 
Beckley... 
Beckley  _. 
Beckley  _ . . 
Beckley... 
Beckley... 

Sewell  

Sewell..... 

Sewell  

Beckley... 
Sewell..... 
Sewell— 
Beckley.-. 
Sewell—. 
Beckley.  _. 
Beckley . . . 
Sewell..... 
Sewell..... 
Sewell.... 
Beckley. 
Sewell..... 
Beckley... 
Beckley. .. 
Beckley . . . 

Sewell  

Sewell  

Beckley... 
Beckley... 
Beckley... 
Beckley... 

Beckley  

Beckley  


Beckley  . 
Beckley. 


5—  6 
11—  6 
11—  6 

4— 

5— 

3—  6 

3—  6 

3—  4 
7— 

4—  6 
4—  6 
3—10 
5— 
4— 

3—  10 

4—  10 
4—  6 

4—  10 
5— 
4— 

3—  1 

5—  6 
4— 

4—  10 

4—  8 
4— 
4— 
4— 

5—  6 
5— 
8—  6 
5—  6 
4—10 

4—  6 
4— 
5— 
8— 
6— 

5-  6 
5—  8 
5— 

5— 
5— 


5—  6 
5—  9 
9  

6— 
10— 
4—  8 
4—  6 
4—  6 
4—  6 
4—  8 
4—  8 
4—10 
4—  8 
4—  6 
4—  5 
4—  6 
5— 
5— 
4—  4 
4—  6 


Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace.. . 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace... 

Fan  

Fan  

Fan  

Furnace.. _ 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan.  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  &  Fur- 
nace. . 

Fan  

Fan  


Fan. 


Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Furnace. 

Fan  

Furnace. 

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan  

Fan... 
Fan.... 

Fan  

Fan  
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DIRECTOBY  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIBGIN1A 
FOB  THE  YEAB  ENDING  JUNE  30TH,  1912. 


District 


NAME  OF  COMPANY 


Series 
No. 


NAME  OF  MINE 


Kind  of 
Opening 


POST  OFFICE 
ADDRESS 


Mcdowell  county. 

Algoma  Coal  &  Coke  Co  

Elk  Ridge  Coal  &  Coke  Co.  

Gilliam  Coal  &  Coke  Co  

Indian  Ridge  Coal  &  Coke  Co  

Roanoke  Coal  &  Coke  Co  

Arlington  Coal  &  Coke  Co  

Greenbrier  Coal  &  Coke  Co  

McDowell  Coal  &  Coke  Co...  

Ashland  Coal  &  Coke  Co  

Pocahontas  Cons.  Collieries  Co.  Inc. 

Pocahontas  (Jons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Pocahontas  (Jons.  Collieries  Co  

Pocahontas  Cons.  Collieries  Co  

Zenith  Coal  &  Coke  Co  

Elkhorn  Coal  &  Coke  Co...  

The  King  Coal  Co   

The  Tidewater  Coal  &  Coke  Co  

Bottom  Creek  Coal  &  Coke  Co  

Bottom  Creek  Coal  &  Coke  Co  

Jed  Coal  &  Coke  Co  

Black  Wolf  Coal  &  Coke  Co  


Page  Coal  &  Coke  Co..  

Central  Pocahontas  Coal  Co. .. 
Central  Pocahontas  Coal  Co... 
West  Va.-Pocahontas  Coal  Co.. 
Pocahontas  Cons.  Collieries  Co. 
Cirrus  Coal  &  Coke  Co  


Tenth.... 

Tenth.... 

Tenth.. 

Tenth.... 

Tenth.... 

Tenth... 

Tenth.... 

Tenth 

Tenth—. 

Tenth.... 

Tenth.... 

Tenth.... 

Tenth 

Tenth.... 

Tenth.... 

Tenth... _ 

Tenth.... 

Tenth 

Eleventh . 

Eleventh . 

Eleventh . 

Eleventh 

Eleventh- 

Eleventh. 

Eleventh . 
Eleventh  . 
Eleventh. 
Eleventh  _ 
Eleventh . 
Eleventh. 

Eleventh . 
Eleventh  . 
Eleventh  _ 
Eleventh. 
Elenenth . 
Eleventh. 
Eleventh. 
Eleventh. 
Eleventh  . 
Eleventh  _ 
Eleventh  _ 
Eleventh. 
Eleventh. 
Eleventh. 
Eleventh  _ 
Eleventh. 
Eleventh. 

Eleventh. 
Eleventh  _ 
Eleventh. 
Eleventh. 
Eleventh  . 
Eleventh. 
Eleventh. 
Eleventh . 
Eleventh. 
Eleventh. 

Eleventh. 
Twelfth.. 
Twelfth.. 
Twelfth.. 
Twelfth.. 
Twelfth.. 
Twelfth.. 


Twelfth. Superior  Pocahontas  Coal  Co. 


The  Middle  States  Coal  &  Coke  Co 

Dixon-Pocahontas  Fuel  Co  

Dixon- Pocahontas  Fuel  Co  

Virginia  Fuel  Co  

Peerless  Coal  &  Coke  Co   

Empire  Coal  &  Coke  Co   

Shawnee  Coal  &  Coke  Co   

Eureka  Coal  &  Coke  Co  

Pulaski  Iron  Co  

Keystone  Coal  &  Coke  Co  

Lynchburg  Coal  &  Coke  Co  

Powhatan  Coal  &  Coke  Co  

Upland  Coal  &  Coke  Co  

Houston  Coal  &  Coke  Co  

Crozer  Coal  &  Coke  Co  

Turkev  Gap  Coal  &  Coke  Co  

United  States  Coal  &  Coke  Co  


Uuited 
United 
United 
United 
United 
United 
United 
United 
United 
United 


States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 
States  Coal  & 


Coke  Co. 
Coke  Co. 
Coke  Co_ 
Coke  Co. 
Coke  Co. 
Coke  Co. 
Coke  Co. 
Coke  Co. 
Coke  Co_ 
Coke  Co_ 


United  States  Coal  &  Coke  Co. 
Pocahontas  Smokeless  Coal  Co. 

Hemphill  Colliery  Co  

Welch  Coal  &  Coke  Co  

Oregon  Coal  Co  

Standard  Pocahontas  Coa!  Co.. 
Pando  Coal  Company  


1031 
10.52 

1033 
1034 
1035 
1036 
1037 
1038 
1039 
1040 
1041 
1042 
1043 
1044 
1045 
1046 
1047 
1048 
1101 
1102 
110:5 
1104 
1105 
1106 

1107 
110S 

1109 
1110 
1111 
1112 

1113 
1114 
1115 
1116 
1117 
1118 
1119 
1120 
1121 


Piney  &  Northfork. .. 

Elk  Kidge  

Gilliam..  

Indian  Ridge..  

Roanoke   

Arlington   

Greenbrier..  

McDowell.   

Ashland  

( 'herokee  

Lick  Branch  

Delta...  

Shamokin   

Norfolk  

Angle  

RoBe   

Zenith  Nos.  1-2  

Elkhorn  

King.  

Tidewater   

Bottom  Creek  No.  1. 
Bottom  Creek  No.  2. 

Jed  

Black  Wolf  


Nos.  1-2-3  

No.  1  

No.  2  

Leckie  Nos.  1-2. . 
Pocahontas  No.  6. 
No.  2  


Helena.  

South  Side  No.  2. 
North  Side  No.  1. 

Virginia  

Peerless  

Empire  

Shawnee  

Eureka.   

Nos.  1-2-3  


1122  Nos.  1-2. 


112: 
1124 
1125 
1126 
1127 
112> 
1129 

1130 
1131 
1132 
1133 
1134 
1135 
1136 
1137 
1138 
1139 

1140 

1201 

1202 

120 

1204 

1205 

1206 

1207 


Lynchburg  

Powhatan  

Upland  No.  1.. 
Houston  No.  1. 

Nos.  1-2  

Turkey  Gap. . 
No.  1  


No.  2.. 
No.  3.. 
No.  4.. 
No.  5.. 
No.  6.. 
No.  7.. 
No.  8.. 
No.  9__ 
No.  10. 
No.  11. 


No.  12  

Pocahontas  Smokeless 

Hemphill  

Welch  

Nop.  2-3  

Standard  

Pando  Nos.  1-2  . 


Blackstone. 


Drift.  . 
Drift 
Drift- 
Drift.. 
Drift.. 
Drift-. 
Drift.. 
Drift- 
Drift.. 
Drift.. 
Drift . . 
Drift- 
Drift.  . 
Drift- 
Drift.. 
Drift- 
Drift. 
Drift . 
Slope. 
Drift- 
Drift- 
Drift.. 
Shaft. 
Drift 

Drift. 
Drift. 
Drift. 
Drift- 
Drift  . 
Slope. 

Shaft  . 
Shaft. 
Shaft. 
Slope. 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift  . 
Drift  . 
Shaft - 

Drift  . 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 

Dnft. 
Drift. 
Drift- 
Drift. 
Drift- 
Shaft  . 
Drift. 

Drift. 


Algoma  

Northfork  _ . 

Gilliam  

Wortli 

Worth  

McDowell. . 
McDowell  . 
McDowell . . 

Ashland  

Ashland  

Switchback. 
Switchback. 
Maybeury.. 
Maybeury.. 
Maybeury.. 

Worth  

Grumpier.  .. 
Maybeury.. 
Kimball.... 

Vivian  

Vivian  

Vivian  

Jed...  

Dearing  


Pageton.. 
Anawalt. 
Anawalt. 
Leckie. . . 
Jenkinjon 
Big  Four. 


Olmstead.. 
Dixapoca. . 
Dixapoca.. 
Big  Four. . 

Vivian  

Landgraff. 
Eckman... 
Eckman... 
Eckman... 
Keystone.. 

Kyle  

Powhatan. 
Elkhorn .  .. 
Elkhorn.  _. 
Elkhorn.-. 

Ennis  

Wilcoe  


Gary... 
Gary... 
Thorpe. 
Thorpe- 
Gary  ... 
Elbert. 
Elbert- 
Elbert.. 
Gary... 
Thorpe. 


Anawalt.. 
Welch.... 
Welch .... 
Welch. ... 
Hemphill. 
Welch.... 
Pando  


Davy. 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  8EAM8 
WORKED  AND  THICKNESS,  AND  TOTAL  A  UMBEB 
OF  INSIDE  EMPLOYES. 


Name  of  Coal 

Thickness 

Kind  of 

Bed  Worked 

Ventilation 

Poca.  No.  3  . 

6 — 

Fan  

Poca.  No.  3  . 

7 — 

Fan.  

Poca.  No.  3  . 

5— 

Fan.  

Poca.  No.  3  . 

4 —  8 

Fan  

Po  ca.No.  3  . 

5 —  2 

Fan  

roca.  JNo.  6  . 

5 — 

Fan   .. 

Poca.  No.  3  . 

6 — 

Fan  

roca.  JNo.  6  . 

5 —  6 

Fan.  

Poca.  No.  3  _ 

4 —  9 

Fan  

Poca.  No.  3  . 

5—  7 

Fan  

Poca.  No.  3  . 

8 — 

Fan  

Poca.  No.  3  . 

8 — 

Fan   . 

Poca.  No.  3  . 

8 — 

Fan  

Poca.  No.  3  - 

9 

Fan  

Poca.  No.  3  _ 

7 — 

Fan  

roca.  JNo.  3  . 

6 —  6 

Fan  

Poca.  No.  3  . 

4—  8 

Fan  

roca.  JNo.  3  _ 

7 — 

Fan  

roca.  JNo.  6  . 

6 — 

Fan   . 

roca.  JNo.  3  . 

6 — 

Fan  

Poca.  No.  3  . 

6— 

Fan  

Poca.  No.  3  . 

5 —  9 

Fan  

Poca.  No.  3  _ 

5 —  3 

Fan  . 

Poca.  Nos.  3 

&  4  

6 — 

Fan  

roca.  JNo.  3  _ 

8 — 

Fan   . 

roca.  JNo.  3  . 

8 — 

Furnace  

roca.  JNo.  3  _ 

5 —  6 

Furnace. _  . 

Poca.  No.  3  _ 

8 —  2 

Fan  

Poca.  No.  3  . 

9 — 

Fan  

Poca.  Nos.  3 

<fc  4.  . 

5 — 

Fan  

roca.  JNo.  4  _ 

5 —  6 

Fan   .. 

roca.  JNo.  4  _ 

5 — 

Fqn  

Poca.  No.  3  . 

5 —  6 

Fan  

Poca.  No.  3  _ 

5 —  8 

Fan  

Poca.  No.  3  _ 

6 — 

Fan  

Poca.  No.  3  . 

5 — 10 

Fan  

Poca.  No.  3  - 

6 —  9 

Fan   . 

roca.  JNo.  6  - 

7 — 

Fan  

T  T    ,  wl     XTrt  9 

roca.  JNo.  o  . 

7 — 

Fan   . 

Poca.  No.  3  _ 

6 — 

Fan  . 

Poca.  No.  3  _ 

12 — 

Fan  

Poca.  No.  3  _ 

7 — 

Fan         .  . 

roca.  JNo.  6  _ 

7 — 

Fan  

Poca.  No.  3  . 

8 — 

Fan  

7),-,  „^    XT«  O 

roca.  JNo.  o  _ 

8 — 

Fan  

roca.  Mo.  3  _ 

8 —  2 

Fan  

TT                XT«  9 

roca.  No.  3 

&  4  

6 — 

Fan  

Poca.  No.  4  . 

6 — 

Fan  

Poca.  No.  4  . 

4 — 10 

Fan  

Poca.  No.  3  . 

6 — 

Fan  

Poca.  No.  3  - 

7— 

Fan   . 

Pocji.  No.  4 

g  

Poca.  No.  4  . 

7— 

Fan  

Poca.  No.  4  . 

6— 

Fan  

Poca.  No.  4  . 

7—  6 

Fan  

Poca.  No.  3  . 

4—  6 

Fan  

Poca.  Nos.  3 

&4  

5—  3 

Fan  

Poca.  No.  3  . 

8—  3 

Fan  

Poca  No.  6  . 

4—  8 

Fan  

Poca.  No.  6  . 

4—  6 

Fan  

Poca.  No.  6  . 

4—  4 

Fan  

Poca.  No.  6  . 

3—  8 

Fan  

Poca.  No.  3  . 

5— 

Fan..   

Poca.  Nos.  6 

&  7  

3—  6 

Fan  

Poca.  No.  6  . 

3—  6 

Fan  

NAME  OF 
SUPERINTENDENT 


Wm.  Beury  

L.  E.  Tierney  

J.  C.  Campbell  

A.  D.  Rice  

Henry  Brooke  

Morris  Watts  

Jairus  Coolins  

H.  W.  Rawson  

T.  O'Neil  

Jas.  Ellwood  Jones... 
Jas.  Ellwood  Jones.  _ 
Jas.  Ellwood  Jones. . 
Jas.  Ellwood  Jones. 
Jas.  Ellwood  Jones. . 
Jas.  Ellwood  Jones. . 
Jas.  Ellwood  Jones... 

A.  D.  Rice  

R.  S.  Ord  

S.  B.  Campbell  

S.  B.  Campbell  

G.  S.  Patterson  

G.  S.  Patterson  

0.  M.  Knouff  

S.  G.  Brally  


Sam  Evans  

H.  T.  Graham  

H.  T.  Graham  

W.  Beale  

Jas.  Ellwood  Jones. 
Jas.  Ellwood  Jones. 


D.  E.  Evans  

H.  Pinkney  

H.  Pinkney  

J.  A.  Staton  

R.  Luther  

W.  D.  Ord  

Morris  Watts  

L.  Tierney  

Floyd  Cunningham. 

F.  B.  Steele  

L.  Tierney  

A.  Dalton  

John  Lincoln  

Benj.  Lewis  

E.  Evans  

E.  McQuail  

C.  M.  Gates  


J.  M.  Tulley.. 
J.  M.  Harman. 

A.  Harris  

T.  A.  Wood... 

Neil  Friel  

F.  Kearns  

F.  Kearns  

W.  Harding... 

J.  Graham  

I.  Dunn  


H.  Graham. 
J.  Taylor.. _ 
F.  Baxter... 
F.  Baxter... 
T.  Brazeal.. 
R.  Simpson. 
C.  Biddison. 


NAME  OF  MINK 
FOREMAN 


Jno.  F.  Logan  

M.  Creakman  

C.  Hughes  

Jesse  Hackworth. 
W.  L.  Marshall.. 

A.  Hall  

W.  A.  Otey  

Allen  Hambrick.. 

H.  Honaker  

W.  T.  Heatherman. 
R.  S.  Whitehead. 
R.  S.  Whitehead. 
R.  S.  Whitehead. 
R.  S.  Whitehead. 
R.  S.  Whitehead. 
R.  S.  Whitehead. 

T.  B.  White  

J.  R.  Little  

Dick  Matthews. . 

J.  0.  Smith  

John  Maurice  

C.  W.  Dillard.... 

P.  Doolan  

Tom  Scott  


J.  Gillimore  

Jas.  Knox  

J.  S.  Money  

W.  Smith  

C.  W  Atkinson. 
T.  T.  Sturm... 

R.  Franklin  

John  Bulmer. 
T.  E.  Weldon. 
J.  Kippinger. 
T.  Barrett. 

D.  Ferguson.. 
M.  A.  Sexton. 
R.  Mathis.... 
J.  M.  Shank.. 
Jas.  Smith  &  T.  F.  Smith. 
Thos.  Fitzsimmons. 
H.  Reid. 

J.  Grantham  

C.  Kershow  

Joe  McCrickard. 
J.  Johnson  


S.  0.  Jones  

John  Gates  

A.  Hahn  

G.  Cameron  

S.  Graham  

J.  Booth  

G.  Williams  

D.  R.  Gates  &  T.  McFarland 

J.  V.  Rhodes  

W.  Morgan  &  J.  Langton  


J.  Mullen  

J.  Taylor  

W.  Spicer  

Geo.  Castle  

Wm.  Quesenbury. 

Jas.  Dillard  

C.  Biddison  


F.  Cook  Frank  Wright 


Total 
Inside 
Employee! 


125 

554 

150 

555 

150 

556 

119 

557 

109 

558 

112 

559 

110,  560 

171 

561 

167 

562 

210 

563 

243 

564 

218 

565 

233 

566 

243 

567 

173 

568 

218 

569 

120 

570 

161 

571 

171 

572 

153 

573 

132 

574 

75 

575 

56 

576 

63 

577 

268 

578 

25 

579 

19 

580 

14'' 

581 

41 

582 

]  & ) 

583 

159 

584 

52 

585 

35 

586 

29 

587 

182 

588 

2.5" 

5?9 

205 

590 

180 

591 

327 

592 

300 

593 

180 

594 

214 

595 

19n 

596 

270 

597 

244 

598 

198 

599 

2 

600 

301 

601 

180 

602 

239 

603 

139 

604 

250 

605 

242 

606 

129 

607 

4  So 

608 

2> 

609 

20S 

610 

149 

611 

80 

612 

32 

613 

60 

614 

113 

615 

41 

616 

37 

617 

50 

61S 
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District 


Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth . 

Twelfth. 
Twelfth. 
Twelfth. 

Twelfth . 

Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth . 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Twelfth. 
Tvelfth. 
Twelfth  _ 


657 

Tweflth. 

658 

Twelfth  . 

659 

Twelfth  - 

660 

Twelfth. 

661 

Twelfth. 

662 

Twelfth. 

663 

Twelfth. 

664 

Twelfth. 

665 

Twelfth. 

666 

Twelfth. 

667 

Twelfth. 

668 

Twelfth. 

669 

Twelfth. 

670 

Twelfth. 

671 

Twelfth. 

672 

Twelfth. 

673 

Twelfth. 

674 

Twelfth. 

675 

Twelfth. 

676 

Twelfth. 

677 

Twelfth. 

678 

Twelfth. 

679 

Twelfth. 

NAME  OF  COMPANY 


Mcdowell  county— Con. 

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

Superior  Pocahontas  Coal  Co  

J.  B.  B.  Coal  Co  

J.  B.  B.  Coal  Co  

J.  B.  B.  Coal  Co....  

J.  B.B.Coal  Co....  

Solvay  Collieries  Co  

Solvay  Collieries  Co  


Vaughan  Coal  &  Coke  Co. 

Flanagan  Coal  Co  

Davy- Pocahontas  Coal  Co. 


Premier  Pocahontas  Collieries  Co. 


Virginia  Pocahontas  Coal  Co  

Virginia  Pocahontas  Coal  Co  

Virginia  Pocahontas  Coal  Co  

Virginia  P  cahontas  Coal  Co  

Virginia  Pocahontas  Coal  Co  

The  Columbus  Pocahontas  Coal  Co 

Imperial  Pocahontas  Coal  Co  

Reynolds  Mining  Co  

Hurricane  Branch  Coal  Co  

Henrietta  Pocahontas  Coal  Co  

Flat  Top  Coal  Co   

Dry  Fork  Colliery  Co   

Buchanon  Coal  Co  

Yukon  Pocahontas  Coal  Co  

Harman  Coal  Co...   

War  Creek  Coal  Co.  

Johns  Branch  Coal  Co —  

Pocahontas  Domestic  Coal  Co  

Excelsior  Pocahontas  Coal  Co  

New  River  &  Poca.  Cons.  Coal  Co. 
New  River  &  Poca.  Cons.  Coal  Co. 
New  River  <fe  Poca.  Cons.  Coal  Co. . 
New  River  &  Poca.  Cons.  Coal  Co. . 

Lathrop  Coal  Co    

Mohawk  Coal  <fc  Coke  Co  


MINGO  COUNTY. 
Margaret  Mining  Co.. 


War  Eagle  Coal  Co. 
War  Eagle  Coal  Co. 


Glen  Alum  Coal  Co  

Thacker  Coal  &  Coke  Co  

Thacker  Coal  &  Coke  Co  

Thacker  Coal  &  Coke  Co  

Red  Jacket  Cons.  Coal  &  Coke  Co. 
Red  Jacket  Cons.  Coal  &  Coke  Co. 
Red  Jacket  Cons.  Coal  &  Coke  Co. 
Red  Jacket  Cons.  Coal  &  Coke  Co. 
Red  Jacket  Cons.  Coal  &  Coke  Co. 
Red  Jacket  Jr.  Coal  Co  


Magnolia  Coal  <fe  Coke  Co  

Maroon  Coal  Co  

Great  Bend  Coal  Co  

The  White  Star  Minine  Co  

Crystal  Block  Coal  &  Coke  Co.... 

Sycamore  Coal  Co  

Superior  Thacker  Coal  &  Coke  Co. 

Williamson  Coal  &  Coke  Co  

E.  L.  Sternberger  Coal  Co  

Chattaroy  Colliery  Co  


Series 
No. 


NAME  OF  MINE 


12U>  Daw  ('rocket. 
120!)  Helena  Nc.  3. 
1210  Cletus  No.  4. 


1211 
1212 
1213 
1214 
1215 
1216 

1217 
121S 
1219 

1220 

1221 
1222 
1223 
1224 
1225 
1226 
1227 
1228 
1229 
1230 
1231 
1232 
1233 
1234 
1235 
1236 
1237 
1238 
1239 
1240 
1241 
1242 
1243 
1244 
1245 


1246 

1247 

1248 

1249 

1250 

1251 

1252 

1253 

1254 

1255 

1256 

125 

1258 


No.  1.  

No.  2  

No.  3  

No.  4...  

Marytown  Plant- 
Big  Sandy.  


Vaughan  

Flanagan  No.  1 . 
Nos.  1-2  


Nos.  1-2-3-4. 


Nos.  1  East  and  West 
No.  2  East  and  West  . 

Nos.  3-4  

No.  6  East  and  West . 

Caretta   

Columbus  

Imperial   

Reynolds  

Hurricane  Branch  

Henrietta   

Flat  Top  of  Thomas.. 

Dry  Fork   

Buchanon.  

Yukon  

No.  1  

No.  1  

No.  1.  

Scorpion  

Excelsior   

Nos.  1,  Berwind  

Berwind  No.  2  

Berwind  No.  3  

Berwind  No.  4  

Lathrop  

Mohawk  


Margaret. 
Mephisto. 
Pappoose. 


Nos.  1-2-3  

No.  10  

Nos.  11-12-13-14. 
Nos.  2-3-6-7-8-9.. 

Grapevine  

Lick  Fork  

Rutherford  

Red  Jacket  

Mitchell  Branch. 
Nos.  1-2  


1259  Magnolia.. _ 

1260  Maroon  

1261 1  Great  Bend. 
1262 1 White  Star. 
1263 
1264 
1265 
1266 
1267 
1268 


Winifrede  No.  1.. 

Cinderella  

Williamson  No.  1. 

Winifrede  

Sternberger  

Chattaroy  


Kind  of 
Opening 


Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 

Drift. 
Drift. 
Drift. 

Drift. 

Drift. 
Drift. 
Drift. 
Drift. 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift 
Slope. 
Slope. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 
Drift. 
Drift. 
Drift- 
Drift. 
Drift. 


Drift-.. 

Drift.. . 

Drift.  .. 

Drift.  .. 
Drift. .  . 
Drift... 
Drift... 
Drift... 
Drift. . . 
Drift. .. 
Drift... 
Drift... 
Drift... 

Drift. . . 
Drift... 
Drift... 
Drift... 
Drift... 
Drift... 
Drift... 
Drift... 
Drift... 
Drift... 


POST  OFFICE 
ADDRESS 


Davy  

Davy  

Davy  

Twin  branch  . 
Twin  Bn  h  . 
Twin  Branch  . 
Twin  Branch  . 

Marytown  

Big  Sandy 

Plant  

Rodcrfield-.-. 

Rodcrfield  

Roderfield.... 

Premier  

Coalwood  

Coalwood  

Coalwood  

Coalwood  

Yukon  

Iaeger..  

Avondale  

Lex  

Lex   

Bartley  

English.  

Yukon  

Yukon  

Yukon  

War  

War  

War...  

War...  

War....  

Berwind  

Berwind  

Berwind  

Berwind  

Panther  

Mohawk  

War  Eagle  

War  Eagle  

War  Eagle.— 

Glen  Alum  

New  Thacker. 
New  Thacker. 
New  Thacker. 

Edgarton  

Thacker  

Red  Jacket ... 
Red  Jacket. .. 
Red  Jacket... 
Red  Jacket... 

Red  Jacket. .. 

Matawan  

Sprigg  

Merrimac  

Rawl  

Cinderella  

Williamson.  -. 
Williamson.  __ 

Goodman  . 

Chattaroy.... 
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NAME  OF  SUPERINTENDENT,  NAME  OF  MINE  FOREMAN,  SEAMS 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


NAME  OF 
SUPERINTENDENT 


NAME  OF  MINE 
FOREMAN 


Name  of  Coal 
Bed  Worked 


Thickness 


Kind  of 
Ventilation 


Total 
Inside 
Employees 


F.  Cook  

F.  Cook  

F.  Cook  

F.  Palmer  

F.  Palmer  

F.  Palmer  

F.  Palmer  

W.  Lilly  

W.  Lilly  

D.  Woody.... 
J.  P.  Flanagan 
P.  A.  Grady.. 

J.  C.  Saunders. 


Geo.  Marrs  

Geo.  Marrs  

Geo.  Marrs  

Geo.  Marrs  

W.  R.  Robinson.. 

J.  Bradfate  

J.  Flanagan  

H.  Shepherd  

J.  Johnson   

C.  Botsford   

J.  Evans  

G.  Lane  

J.  Charles  

H.  Myers   

W.  Brooks  

W.  Brooks  

W.  Brooks  

J.  Nash  

J.  Huddleston  .  . 

W.  Barrick  

W.  Ba  rick  

W.  Barrick  

W.  Ba  rick  

A.  Leckie  

Jas.  Montgomery, 


T.  A.  Shewey. 

G.  Coffey.  .. 

G.  Coffey  

Morris  Watts. 

J.  Lewis  

J.  Lewis  

J.  Lewis  

W.  Wilson  

W.  Wilson.... 

W.  Wilson  

W.  Wilson.... 
W.  Wilson.... 
W.  Wilson.... 


M.  Riblett  

J.  Williams  

J.  Williams  

C.  Parcoll  

J.  Home  

E.  Thomas  

H.  Randolph... 

J.  Jones  

0.  Gould  

E.  W.  Freeman. 


Milt  Cline  

Lane  Hubbard . 

Geo.  Altizer  

R.  Stewart  

Thos.  Melvin.  _ 

Geo.  Cary  

P.  A.  Grant.... 
E.  D.  Walters.. 


Frank  Huffman. 

A.  D.  Short  

M.  Finley  

T.  L.  Booth  


T.  N.  Daugherty,  H.  Fisher 

G.  Ring,  H.  Gonis.   

M.  Simpkins  

J.  Vance  

M.  Simpkins  

P.  Longmire   

W.  White  

Harvey  Rife  

E.  Connelly,   

G.  Cline   

J.  Huffard  

J.  Strickler    

J.  Evans   

Jake  Henry   

M.  Hurley   

H.  Weddington   

H.  Roberts  

C.  Blerins  

H.  Roberts  

W.  Strickler  

G.  Shelton  

Jas.  Reynolds  

P.  Drinan  

J.  Shorthouse  

Jas.  Reynolds.   

J.  Davis.  

Jas.  Montgomery.  


J.  Brumfield. 
S.  Barnett... 


J.  K.  Coffey. 


J.  Gost  

H.  Cox.  

Chas.  Sigmon. 


J.  Williams  &  J.  Massing. 

Floyd  Adkins  

Watt  Stevens  

E.  Boggs  

Geo.  Boyd  

John  Foit  

H.  C.  Boyd  


E.  Simpkens  

Sherman  McCall. 

E.  Preston  

R.  Keesee  

Bent  Mann  

J.  Clarke.  

Bascom  Price  

H.  Kelly  

C.  Anderson  

Hugh  Wellman... 


Davy. 
Davy. 
Davy. 
Davy. 
Da  y. 
Davy. 
Davy. 
Sewell. 


Sewell  

Davy  

Davy  

War  Creek 
&  Davy. 


Welch  

Welch  

W  lch  

Welch  

Sewell  

Was  Creek  . 
Red  Ash... 
Welch 
Welch 
Poca.  No.  6 

Davy  

War  Creek 
War  Creek 
War  Creek 
War  Creek 
War  Creek  . 
War  Creek  . 
War  Creek  . 
War  Creek  . 
War  Creek  . 
Poca.  No.  3 
Poca.  No.  3 
Poca.  No.  3 
Poca.  No.  3 

Eagle  

Eagle  


WTar  Eagle 
No.  1... 
War  Eagle 

War  Eagle 


Thacker  

Thacker  

Thacker  

Thacker  

Thacker  

Thacker  

Red  Jacket. . 
Red  Jacket. . 
Red  Jacket. . 
Red  Jacket 

&  Thacker 
Red  Jacket. . 
Cedar  Grove 
Cedar  Grove 

\lma  

Winifrede.  . 

Winifrede  

Thacker  

Winifrede  .. 
Wini  rede  ... 
Winifrede  . . . 


3— 
3— 
3— 
3—  6 
3—  6 
3—  6 
3—  6 
3—  9 

3—  7 

4— 

6— 

5— 

3—  8 

4— 

4— 

4— 

4— 

3—10 

2—  8 

3—  6 
3— 
3— 
3— 
3—  6 
6— 
3—  2 

5—  6 
4— 

3—  6 
—  6 

4-  2 
6— 
4— 
4— 

4 — 
4— 

6—  5 
5— 


5— 
5-  6 

5-  6 

6— 
7— 
4—  6 
5— 
7-  3 

6-  6 
4-  6 
4-  6 
4—10 

4—  8 
4— 

3-  8 

3—  8 
4— 
6—  6 

5-  2 

4—  4 

5—  6 
6— 
5—  6 


Fan.... 

Fan  

Fan  

Fan  ... 

Fan  

Fan  

Fan  

Fan.... 

Fan  

Fan  

Fan.... 

Fan  

Fan  

Fan  

Fan.... 
Fan.... 
Fan.... 

Fan  

Fan.... 
Furnace 
Fan 

Furnace 

Fan 

Fan 

Fan 

Fan 

Fan  .. 

Furnace 

Furnace 

Fu  nace 

Furnace 

Fan  ... 

Fan  

Fan.  .. 
Fan  ... 
Fan  ... 
Fan.... 
Fan. 


Fan^..  .. 
Fan  &  Fur- 
nace  

Fan  &  Fur- 
nace  

Fan.  

Furnace  

Fan   

Fan  

Furnace  

Natural  

Fan  

Fan  

Fan  


Fan  

Fan  

Fan  

Fan.... 
Fan..  . 
Fan... 

Fan  

Natural. 
Furnace- 
Fan  ... 
Fan  
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DIRECTORY  OF  THE  MINES  IN  THE  STATE  OF  WEST  VIRGINIA 


FOR  THE  YEAR  ENDING  JUNE  30TH,  1912. 


No 

Series 

Wind  r\( 
rvlnQ  01 

ruoi  urriui'j 

No. 

Opening 

ADDRESS 

MINGO  COUNTY-Con. 

680 

Twelfth .  _ . 

The  Buffalo  Collieries  Co  

1269 

Buffalo  

Drift.... 

Chattaroy  

681 

Twelfth... 

Howard  Junior  Coal  Co  

1270 

Howard  Junior...  

Drift.... 

Chattaroy  

682 

Twelfth... 

Howard  Colliery  Co  

1271 

Howard  Mine  

Drift.... 

Chattaroy  

683 

Twelfth  _ . . 

Mary  Helen  Coal  Co    

1272 

Mary  Helen   

Drift.... 

Hatfield.  

684 

Twelfth... 

Gray  Eagle  Coal  Co   

1273 

Gray  Eagle   

Shaft  ... 

Kermit  

685 

Twelfth... 

James  R.  Shanklin  Coal  Co..  

1274 

Naugatuck  

Drift...  . 

Blocton  

WAYNE  COUNTY. 

686 

Twelfth... 

H*st  Lynn  Coal  Co.   

1275 

Drift.... 

East  Lynn  

1912] 


Dki'Artmkxt  of  Minks. 
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NAME  OF  S UPERIN TE N I) K N T,  NAME  OF  MINK  FOBEMAN,  8EAM8 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


Total 

NAME  OF 

NAME  OF  MINE 

Name  of  ( /Oft) 

Thickness 

Kind  of 

No. 

SUPERINTENDENT 

FOREMAN 

Bed  Worked 

Ventilation 

Employees 

S.  V.  Preston    

D.  S.  Holmes  

Winifrede  ... 

4—  4 

5—  6 
6— 
4—  6 
4—  6 
4—10 

5— 

Fan..  

110 

ss 

55 
50 
95 

51 

680 
681 
682 
683 
684 
685 

686 

W.  S.  Esler  

W.  S.  Esler  

W.  S.  Esler  

Winifrede  ... 
Winifrede  ... 

Fan   

John  Ridwell  

Fan  

G.  T.  Farrow  

S.  W.  Perry  

G.  T.  Farrow  

Winifrede  ... 
No.  2  Gas_„ 
Coalburg  

Fan  

L.  J  Blankenship    

Furnace  

S.  W.  Perry  

Okey  Loyd  ... 

J.  F.  Bowles  

Fan  

Okey  Loyd    ... 

Kittanning. . 

Furnace 

THIRD  SECTION 


CONDITION  OF  MINES 


REPORTS 

OF 

DISTRICT  MINE  INSPECTORS 


1912 


Personnel  of  the  Department  of  Mines. 


John  Laing,  Chief  of  Department  of  Mines,  Charleston. 

FIRST  DISTRICT. 
Karl  F.  Schoew,  Inspector,  Fairmont. 

SECOND  DISTRICT. 
F.  E.  Parsons,  Inspector,  Clarksburg. 

THIRD  DISTRICT. 
L.  D.  Vaughn,  Inspector,  Grafton. 

FIFTH  DISTRICT. 
Earl  A.  Henry,  Inspector,  Clifton. 

SIXTH  DISTRICT. 
Bonner  H.  Hill,  Inspector,  Chelyan. 

SEVENTH  DISTRICT. 
James  Martin,  Inspector,  Charleston. 

EIGHTH  DISTRICT. 
R.  Y.  Muir,  Inspector,  Hinton. 

NINTH  DISTRICT. 
Lance  B.  Holliday,  Inspector,  Beckley. 

TENTH  DISTRICT. 
Arthur  Mitchell,  Inspector,  Bluefield. 

ELEVENTH  DISTRICT. 
William  Nicholson,  Inspector,  Bluefield. 

TWELFTH  DISTRICT. 
P.  A.  Grady,  Inspector,  Williamson. 


MINE  INSPECTION  DISTRICTS. 


FIRST  DISTRICT. 
Counties  of  Marion,  Wetzel,  Tyler  and  Pleasants. 

SECOND  DISTRICT. 

Counties  of  Harrison,  Lewis,  Upshur,  Nicholas,  Greenbrier,  Webster,  Dod- 
dridge and  Ritchie. 

THIRD  DISTRICT. 
Counties  of  Barbour  (Part),  Monongalia,  Preston  and  Taylor. 

FOURTH  DISTRICT. 

Counties  of  Grant,  Mineral,  Randolph,  Tucker,  Barbour  (Part),  Hampshire, 
Hardy,  Pendleton,  Pocahontas,  Morgan,  Berkeley  and  Jefferson. 

FIFTH  DISTRICT. 

Counties  of  Braxton,  Clay,  Gilmer,  Fayette  (Part),  Kanawha  (Part),  Mason% 
Putnam,  Brooke,  Marshall,  Ohio.  Calhoun,  Wirt,  Jackson  and  Roane. 

SIXTH  DISTRICT. 
Counties  of  Kanawha  (Part),  Raleigh  (Part),  Boone  and  Logan, 

SEVENTH  DISTRICT. 
Counties  of  Fayette  (Part),  Kanawha  (Part)  and  Nicholas  (Part). 

EIGHTH  DISTRICT. 
Counties  of  Fayette  (Part)  and  Raleigh  (Part). 

NINTH  DISTRICT. 
Counties  of  Fayette  (Part)  and  Raleigh  (Part). 

TENTH  DISTRICT. 
Counties  of  Mercer,  McDowell  (Part),  Raleigh  (Part),  Summers  and  Monroe^ 

ELEVENTH  DISTRICT. 
Counties  of  McDowell  (Part)  and  Wyoming. 

TWELFTH  DISTRICT. 
Counties  of  Mingo,  Wayne,  McDowell  (Part),  Lincoln  and  Cabell. 
('Italicized'  Counties  are  those  in  which  coal  mines  are  operated). 


THE  FOLLOWING  IS  A   GENERAL   SUMMARY  OF   THE  VARIOUS 
MINING  DISTRICTS  FOR  THE  YEAR  ENDING  JUNE  SOTH.  1912. 


76  24 

88  31 

54|  11 

38'  30 

53!  29 

Tenth....!    54  59 

Eleventh.     46  117 

Twelfth..     66  57 


EMPLOYES. 


Inside. 


1,307 
1,053 
1,218 
1,953 
l,o54 
679 
1,065 
2,176 
2,534 
3,334 
3,322 
1,584 


1,212 
1,524 
741 

70 
3,673 
3,404 
985 
588 
771 
1,503 
1,858 
1,423 


388 
474 
175 
29 
575 
688 
209 
203 
251 
170 
292 
491 


1,069 
1,166 
584 
682 
1,616 
1,710 
744 
910 
1,299 
1,563 
1,395 
1,539 


3,976 
4,217 
2,718 
2,734 
7,418 
5,481 
3,103 
3,877 
4,855 
6.570 
6,867 
5,037 


921 
464 
425 
973 
1,190 
609 
618 
760 
1.3C9 
1,355 
968 


Outside. 


3,945!  13,277  56,853  10.46E  2,297  12,758  69,611  59,281,774 


928 
924 
620 
553 
1,231 
1,190 
63C 
742 
813 
1,967 
2,147 
1,013 


4,904 
5,141 

3,33S 
3,287 
8,64!) 
6,671 
3,733 
4,619 
5,66S 
8,537 
9,014 
6,050 


Production  (if 


Coal. 


4,833,652 
4,704,985 
2,634,716 
2,753,156 
6,182,346 
7,215,988 
2,232,745 
3,544,414 
4,953,016 
7,334,553 
7,855,916 
5,036,287 


FIRST  DISTRICT. 


GENERAL  SUMMARY  FOR  THE  FIRST  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TB.,  1912. 


EMPLOYES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

County. 

CU 

No.  of  Openings. 

No.  of  Persons  Kill 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,000  lbs. 

Marion... 

34 

lb 

1,307 

1,212 

388 

1,069 

3,976 

869 

59 

928 

4,904 

4,833,652 

81,147 

Total 

34 

15 

1,307 

1,212 

388 

1,069 

3,976 

869 

59 

928 

4,904 

4.833,652 

81,147 

OFFICE   OF   THE   DISTRICT   MINE  INSPECTOR. 

Fairmont,  W.  Va.  September  30,  1912. 

Hon.  John  Laing, 

Chief  of  Department  of  Mines. 
Charleston,  West  Virginia. 
Dear  Sir: — In  accordance  with  the  requirements  of  Setcion  3  of  the  Mining 
Law,  I  respectfully  submit  the  following  report  of  the  condition  and  progress 
of  the  mines  in  the  First  District,  for  the  fiscal  year  ending  June  30th,  1912: 
The  First  District  embraces  all  mines  in  Marion  county. 

109  inspections,  39  special  visits  and  52  mine  air  analyses  were  made  by  me 
and  reported  to  your  office. 

The  majority  of  the  mines  in  this  District  are  large,  and  it  requires  several 
days  for  each  inspection.  More  attention  has  been  given  to  the  thoroughness 
than  to  the  number  of  inspections  made. 

All  the  openings  are  made  in  the  Pittsburg  Seam  except  the  Parker  Run  mine, 
the  latter  having  made  developments  in  the  Sewickley  seam.  The  roof  in  the 
Pittsburg  Seam  is  of  such  nature  that  constant  attention  by  means  of  timbering 
is  necessary.  The  writer  has  constantly  urged  the  mine  officials  to  keep  all 
working  places  well  timbered. 

The  regulation  of  air  has  received  special  attention  by  the  operating  com- 
panies and  the  writer,  and  in  order  to  properly  adjust  the  mine  air  chemical 
tests  of  same  were  made  periodically  in  gaseous  and  non-gaseous  mines,  for  the 
purpose  of  determining  whether  ample  ventilation  had  been  provided  to  dilute 
the  gases  which  were  being  liberated,  and  whether  the  air  entering  the  various 
splits  could  be  so  adjusted  that  each  split,  in  gaseous  mines,  could  receive  its 
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proper  amount  of  air  in  proportion  to  the  quantity  of  gas  discharged.  By  this 
method,  it  has  been  determined  that  excessive  quantities  of  air  were  permitted 
to  enter  in  some  mines,  while  others  were  found  to  be  in  need  of  additional 

quantities.    The  necessary  adjustments  were  made. 

The  greater  number  of  mines  in  this  District  are  liberating  explosive  gases, 
in  large  and  small  quantities.  In  some  of  these  mines  safety  lamps  are  used, 
while  in  others  open  lights.  I  am  of  the  opinion  that,  as  a  basis,  we  should 
consider  6  per  cent  of  Methane  the  maximum  percentage  of  explosive  gas 
permissible  in  any  current,  in  mines  where  locked  safety  lamps  and  permissible 
explosives  are  being  used,  and  3  per  cent  where  open  lights  and  black  powder 
are  being  used.  Further,  that  the  mine  temperature  should  be  adjusted,  at 
least  during  the  colder  season  of  the  year,  and  maintained  between  57  degrees 
to  60  degrees  Fahrenheit,  and  that  it  contain  from  <)4  per  cent  to  100  per  cent 
humidity,  thereby  eliminating  to  a  large  degree  explosions  from  coal  dust,  mine 
fires, and  organic  matter  which  would  float  in  the  atmosphere,  and  to  a 
certain  degree  injure  the  health  of  the  miners.  I  have  observed  that  moisture 
in  mine  air,  as  recommended  heroin,  has  no  injurious  effect  upon  miners. 

The  following  is  a  blank  form  of  "Mine  Air  Report"  used  by  the  writer  re- 
porting the  percentages  of  mine  gases  and  humidity: 

DEPARTMENT  OF  MINES 
STATE  OF  WEST  VIRGINIA. 
KARL  F.  SCHOEW 

First  District  Mine  Inspector         Date  of  Observations  101.. 

REPORT  OF  M  I  X  E  AIR. 

Name  cf  Mine   Ccunty   

Belonging  to   Address  

Weather.  .  .  . Oulside  Temp.  .  .  .  F   Pan   W.  Gauge.  ..."  Barometer.  .  .  .  Irchrs. 


Remarks. 

Area. 

Vel. 

Cu.  Ft 

Dry 
Bulb 

Wet 
Bulb. 

Dew 
Point. 

Rela- 
tive 
Humi- 
dity. 

Gals, 
per 
1000 

C.  F. 

ch 

% 

ch 
cu.  ft. 

CO 

o. 

CO 
cu.  ft. 

Lab. 
No. 

Main  Intake 

Main  Return 

............ 

1 

Intake..  .. 

Return..  . 

Intake  

Return  

Intake  

1912] 


Department  <  w  Minks. 


!  1 


Is  this  mine  worked  by  shaft?   Drift   or  slope1?  

Maximum  percentage  of  CH4  (Methane  <">'/  permissible  in  any  eur 

rent  where  locked  safety  lamps  and  permissible  explosives  an-  being  used. 

Maximum  percentage  of  CAW  (Methane)  3<#  permissible  in  any  cur- 
rent where  open  lights  and  black  powder  arc  being  used. 

CH4  (Methane)  in  Main  Return  Air  %  Total  CH4  per  min  Cu.  Ft. 

Air  required  per  minute  to  dilute  CH4  and  002  properly  Cu. 

SPLIT  No  

Method  of  Humidifying  !  

Is  humidity  introduced  in  day  time?  and  at  night  

Water  entering  mine  with  intake  air  Gallons  per  min  in  24  hrs. 

Water  leaving  mine  with  Return  air  Gallons  per  min  in  24  hrs. 

Gain  of  water   Gallons  in  24  hrs. 

Less  of  water   Gallons  in  24  his. 

Is  the  roof  dry  or  wet?  Fan  blowing  or  exhausting?  

Mine  working  Or  Idle?  

Fairmont  191.  .  .  . 

Signed  

Mine  Inspector  1st  District. 

Special  visits  were  made  for  the  purpose  of  investigating  fatal  and  serious 
accidents,  and  ascertaining  as  to  whether  my  recommendations  to  prevent  such 
accidents  were  complied  with.  To  the  honor  of  the  operating  comapnies,  I 
am  glad  to  say  that  there  has  been  no  evidence  of  a  disposition  on  their  part 
to  trifle  with  the  requirements  of  the  mining  law,  or  to  ignore  the  recommenda- 
tions made  by  me.  In  every  instance,  the  precautions  recommended  were  com- 
plied with. 

As  an  additional  precaution  for  the  prevention  of  accidents,  the  following 
recommendation,  under  date  of  May  9th,  1911,  was  sent  to  all  operating  com- 
panies in  the  First  District: 

"Mr.  John  Laing,  Chief  of  Department  of  Mines,  has  issued  an  order  to 
'All  District  Mine  Insepctors'  to  enforce  the  following: 

That  the  fans  in  non-gaseous  mines  be  run  regularly,  or  at  least  long  enough 
before  the  men  enter  the  mine  to  clear  it  thoroughly  of  the  gases  that  were  left 
over  from  the  effect  of  powder,  etc.,  of  the  night  before. 

Further,  wherever  gas  is  known  to  be  generated  in  a  mine  at  all,  regardless  of 
the  minimum  amount  that  may  be  liberated,  a  fire  boss  must  be  employed,  so 
that  the  mines  will  be  inspected  and  made  safe  before  the  miners  are  permitted 
to  go  to  work. 

Further,  in  all  mines,  whether  gaseous  or  non-gaseous,  and  where  the  Inspec- 
tor finds  that  the  requirements  of  the  mining  laws  are  not  fully  complied 
with,  in  regard  to  "properly  watering  down  the  coal  dust,"  no  shooting  of  any 
kind  or  character  will  be  permitted  while  the  men  are  in  the  mines,  permissible 
explosives  will  only  be  allowed  to  be  used  for  blasting,  and  the  employment  of 
expert  shot  firers  will  be  insisted  upon. 

Further,  we  urgently  ask  that  you  give  positive  instructions  to  your  sub- 
ordinates, that  no  gases  be  allowed  to  accumulatee  in  any  parts  of  your  mines 
at  any  time,  that  the  coal  dust  be  kept  thoroughly  watered  down,  that  shooting 
coal  off  the  solid  and  overcharging  blasts  be  strictly  prohibited  .and  that  clay 
tamping  be  used  exclusively. 

You  will  fully  realize  the  benefits  your  comapny  will  derive  by  complying 
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with  the  order  of  the  Chief  of  Department  of  Mines,  as  his  order  is  meant  as  a 
protection  to  your  property,  as  well  as  to  the  men  in  your  employ. 

The  writer  recommends  that  you  give  your  prompt  and  continued  attention  to 
the  requirements  of  this  recommendation," 

Six  months  later,  as  a  still  further  precaution  against  accidents,  the  follow- 
ing recommendation  was  sent  to  all  operators,  under  date  of  November  22,  1911: 

' '  It  is  necessary  that  from  now  on,  as  the  cold  weather  is  setting  in,  the  fol- 
lowing be  complied  with  closely: 

Keep  all  parts  of  the  mines  well  ventilated. 

Allow  no  explosive  gas  to  accumulate  in  any  parts  of  the  mines. 

Keep  the  coal  dust  properly  watered  down  at  all  times,  and  do  not  be  &<itis- 
fied  with  having  only  some  parts  of  the  mines  wet, — keep  it  all  wet. 

Have  Ihe  coa\  properly  undercut. 

Far  tamping  shots,  use  clay  exclusively. 

Have  all  places  properly  timbered,  and  do  not  be  sparing  of  the  timber. 
Keep  the  electrical  equipment  in  safe  condition. 

Prohibit  the  men  from  entering  workinug  places  until  the  powder  smoke  has 
cleared  away,  as  it  is  explosive  and  poisonous. 

By  all  means,  provide  for  ample  fire  protection  within  your  mines,  as  well  as 
at  the  entrance  of  it.  Often  a  barrel  of  water  kept  near  the  face  of  a  head- 
ing to  fight  fires  with  will  save  loss  of  lift  and  property. 

I  feel  sure,  if  you  will  make  every  possible  effort  to  carry  out  these 
recommendations,  you  will  materially  add  to  the  safety  of  the  miners  and  your 
property  during  the  coming  winter. 

At  this,  the  end  of  our  fiscal  year,  it  is  my  pleasure  to  report  that,  due  to  care- 
fulness of  all  parties  concerned  in  the  operation  of  mines  in  my  district,  the 
general  conditions  are  good,  and  the  mines  will  bear  close  inspection.  Further, 
that  not  a  man  has  been  killed  or  burned  by  a  gas  or  coal  dust  explosion, 
and  that  fatal  and  non-fatal  accidents  have  been  reduced  over  the  previous  year. 

Fatal  and  non-fatal  accident  reports  have  been  furnished  promptly  by  the 
operating  companies  as  required  by  law. 

A  number  of  visits  were  made  to  Miners  Hospitals  No.  3,  of  Fairmont,  and  it 
was  observed  that  the  very  best  medical  attention  was  given  the  injured  miners, 
for  which  credit  is  due  Dr.  McDonald  and  his  able  staff. 

Mine  operators  and  miners  have  again  suffered  financial  loss,  due  to  a  general 
businers  depression.  It  appears  that  a  sluggish  market,  keen  competition,  short- 
age of  railroad  cars  and  laborers,  in  connection  with  an  incomplete  organization, 
were  the  causes.  Several  mines  have  been  idle  for  several  months,  but  have 
resumed  operation.  Indications  point  strongly  towards  a  more  prosperous  year 
in  the  coal  industry.  All  shipments  are  made  by  rail  except  one,  which  is  made 
by  river. 

Four  new  mines  have  opened, — the  Consolidation  No.  84,  Morgan,  Junior, 
and  the  James.  The  latter,  however,  has  not  as  yet  come  under  the  jurisdiction 
of  the  Mine  Department,  as  less  than  five  men  were  employed  at  the  close  of  our 
fiscal  year.  Many  modern  improvements  have  been  made,  in  ventilation,  water- 
ing coal  dust,  haulage,  hoisting  and  other  electrical  and  compresseed  air  equip- 
ments, miners'  homes,  coke  ovens,  reservoirs,  etc. 

It  is  gratifying  to  note  that  since  you  required  Mine  Foreman  and  Fire 
Bosses  to  pass  an  examination,  improvements  resulting  therefrom  are  very  per- 
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ceptible,  in  the  conditions  of  the  mines.  The  men  who  fill  such  responsible 
positions  are  possessing  now  the  proper  knowledge  of  the  Mining  Law,  and  know 
the  condition  in  which  mines  in  their  charge  should  be  maintain*  d. 

I  wish  to  add  further,  that  as  coal  mining  becomes  more  complex,  competition 
more  severe,  and  the  call  for  experts  more  insistent,  there  is  a  great  demand  for 
schools  furnishing  such  training  as  will  enable  their  graduates  to  come  to  their 
work  with  the  least  loss  of  time,  and  with  the  greatest  possible  efficiency. 
The  call  for  technical  schools  grows  more  imperative  each  year.  The 
time  is  at  hand  when  this  matter  should  receive  more  intelligent  attention. 
"Continuation  Schools"  or  "Miners  Schools"  should  be  maintained  by  the 
State  for  the  purpose  of  aiding  young  people  to  continue,  during  the  hours  they 
are  not  at  work,  the  studies  they  pursued  in  the  day  schools,  or  to  take  those 
studies  which  will  aid  them  in  their  work.  These  schools  should  be  taught  by 
specially  trained  teachers,  and  the  scientific  and  practical  phases  of  the  mining 
subjects  fully  presented  and  illustrated.  It  would  prove  to  be  one  of  the  best 
financial  investments  our  State  has  made  in  the  past.  • 

Sufficient  Legislation  has  not  been  enacted  for  the  protection  of  miners  and 
mines  from  the  ever  present  danger  of  gas  exuding  from  gas  wells  into  the 
mines.  This  matter  should  receive  prompt  attention  from  our  law  making 
bodies. 

In  connection  with  my  regular  duties,  I  have  attended  State  and  National 
Mine  Inspectors'  meetings,  assisted  in  conducting  mine  foreman's  and  fire 
bosses 's  examinations,  and  made  joint  inspections  in  other  districts  when  re- 
quested by  you  to  do  so. 

A  strike  among  the  miners,  of  one  week's  duration  at  onee  mine,  for  an  in- 
crease in  wages,  was  settled  to  the  satisfaction  of  the  parties  concerned. 

Both  permissible  explosives  and  black  blasting  powders  are  being  used  for 
blasting  the  coal.  However,  the  largest  tonnage  is  being  mined  with  per- 
missible explosives. 

To  the  United  States  Bureau  of  Mines,  under  the  able  direction  of  Dr.  J".  A. 
Holmes  and  L;s  able  assistants,  credit  is  due  for  many  important  original  in- 
vestigations, anv.q  educative  work,  which  have  been  of  practical  assistance  in 
mine  explosions,  mine  fires,  resulting  in  protection  of  life  and  property. 

The  meetings  of  Mie  District  Mine  Inspectors  held  at  Charleston,  W.  Va.. 
under  direction  of  Governor  W.  E.  Glasscock  and  Hon.  John  Laing,  Chief  of 
Department  of  Mines;  at  which  matters  pertaining  to  mining  were  fully 
discussed,  have  been  of  speMal  value,  and  have  borne  good  results  for  the  re- 
duction in  the  number  of  deaths  in  the  mines  for  the  past  year  is  gratifying, 
i  I  wish  to  thank  both  coal  operators  and  miners  for  prompt  co-operation  in 
the  performance  of  my  official  duties. 

It  is  with  a  feeling  of  gratitude  (hat  I  express  my  appreciation  to  you  as 
Chief  of  Department  of  Mines,  for  your  wise  counsel,  advice  and  assistance, 
which  at  all  times  you  have  courteously  generously  extended  me,  in  order 
to  broaden  the  scope  of  my  usefulness  in  thv.  interests  of  the  coal  industry. 

Yours  respectfully, 

Karl  F.  Schonw, 

Mine  Inspector.  First  District. 
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MARION  COUNTY. 
FOUR  STATES  COAL  &  COKE  COMPANY. 

WORTHINGTON,  W.  Va. 

General  Office  of  Comapny,  Pittsburg,  Pa.,  No.  412,  Frick  Building. 
No.  101.  Anvabclle  Nos.  1  &  2. — Pittsburg  Seam. — Shaft.  —  This  mine  is  lo- 
cated three  miles  west  of  Worthington,  on  the  M.  R.  Branch  of  the  B.  &  O. 
Railroad.  The  first  shipments  of  coal  were  made  November  24th,  1910.  Two 
shafts,  each  304  feet  deep,  have  been  sunk  to  the  bottom  of  the  Pittsburg  coal 
seam,  which  is  eight  feet  in  thickness,  and  of  an  excellent  quality.  But  a  little 
less  than  seven  feet  of  this  coal  is  being  mined.  The  best  markets  for  this 
coal  are  in  the  East,  where  it  is  in  great  demand  among  the  larger  £as  com- 
panies, for  gas  making.  It  has  also  reached  popularity  in  the  export  trades. 
The  coal  area  at  Annabelle  is  about  6000  acres.  It  has  been  divided  into  two 
parts.  No.  1  Mine  is  opened  by  two  vertical  shafts.  No.  2  Mine  will  be  opened 
by  a  slope,  which  is  now  under  construction.  A  barirer  pillar  of  two  hundred 
feet  thickness  will  separate  the  two  mines.  The  slope  is  being  driven  on  an 
angle  of  25  degrees  of  the  horizontal,  making  its  length  about  1412  feet. 
The  slope  will  have  a  double  track  throughout,  on  which  is  operated  an  endless 
rope  haul,  which  will  put  the  mine  cars  on  the  tipple.  The  manway  is  to  sep- 
arated by  a  fire  proof  wall  from  the  haulage  way.  The  two  shafts  of  No.  1 
are  lined  throughout  with  concrete.  One  of  these  shafts  is  used  for  hoisting, 
coal,  while  the  other  is  used  for  the  main  inlet  air  current  to  the  mine.  These 
two  shafts  are  situated  on  the  line  parallel  with  the  railroad  track,  and  are 
517  feet  apart.  On  the  surface,  between  these  two  shafts  are  located  the  mine 
buildings,  which  practically  form  one  continuous  structure,  housing  the  hoist- 
ing engines,  power  generating  machinery,  and  a  thirty-five  foot  diameter  re- 
versible fan.  This  arrangement  is  very  favorable  for  the  installation  of 
steam  and  compressed  air  piping.  These  are  entirely  under  cover,  and  of 
minimum  length.  The  mine  buildings  are  of  fire  proof  construction,  having 
brick,  walls,  reinforced  concrete  floors  and  steel  roof  trusses,  supporting  con- 
crete tile  roofs.  The  modern  steel  tipple  of  the  No.  1  mine  is  located 
immediately  at  the  coal  hoisting  shaft,  and  adjacent  to  the  power  buildings, 
and  it  contains  the  dump,  kick  backs,  transfers,  and  pushers  for  handling  the 
mine  cars,  shaking  screens,  for  separating  the  lump  from  the  fine  coal,  packing 
bands,  which  receive  the  lump  coal  from  the  shaking  screens  and  deliver  it  to 
the  railroad  cars,  and  revolving  screens,  which  separate  the  nut  and  slack.  The 
repair  shop  is  an  extension  of  the  tipple,  the  floor  of  the  shop  being  at  the  same 
elevation  at  the  tipple  floor.  The  empty  car  tracks  of  the  tipple  extend  entirely 
through  the  shop,  and  to  a  level  yard,  graded  from  the  hillside.  This  makes 
a  very  convenient  arrangement.  There  are  four  loading  tracks  to  the  tipple. 
Besides  these  four  tracks,  there  are  two  tracks  outside  of  the  tipple,  whi'-h  are 
being  used  by  the  railroad  company  as  main  operating  tracks.  Additional 
tracks  will  be  installed,  which  will  serve  the  tipple  of  No.  2  Mine  when  it  is 
finished.  This  will  make  a  total  of  ten  tracks  in  all.  The  two  main  tracks 
beirg  in  the  center.  The  additional  tracks  are  equipped  with  a  full  set  of  cross- 
overs, for  convenience  in  classification,  and  the  entire  yard  is  on  a  favorable 
grade  of  1.2  per  cent,  with  exception  of  about  100  feet,  under  the  tipple.  While 
the  tracks  have  a  grade  of  2  per  cent. 
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The  homes  of  the  officials  and  miners  have  been  built  on  an  attractive  site, 
covering  adjacent  hillsides,  convenient  to  the  plant.  A  concrete  reservoir  has 
been  built  across  a  valley,  in  close  proximity  to  the  mine,  which  furnishes  am- 
ple storage  of  pure  water  for  the  mine.  A  modern  brick  plant  has  also  been 
completed.  This  plant  is  fully  equipped  with  modern  brick  making  machinery, 
and  supplies  a  steady  demand  for  the  mine  and  vicinity.  The  air  shaft  is 
equipped  with  a  small  headframe  and  steel  safety  catch,  running  between  four 
rope  guides.  The  catch  is  operated  by  a  vulcan  geared  hoist.  The  coal  hoist- 
ing shaft  has  two  cage  ways  for  hoisting  in  balance.  The  cages  run  between 
6  inch  by  8  inch  yellow  pine  guides,  placed  flat,  and  supported  at  vertical  in- 
tervals of  five  'feet  by  extra  heavy  steel  channels,  the  latter  being  2  inches  in 
depth,  and  have  been  extended  across  the  shaft,  and  embedded  in  the  walls. 
At  the  bottom  of  the  air  shaft  intersects  the  arched  passage  way  of  the  main 
air  course.  The  approach  of  the  arch  being  inclined  upward  at  the  intersection, 
in  order  to  reduce  the  resistance  to  the  air  current,  due  to  changing  its  direction. 
Similar  intersections  were  formed  at  the  bottom  of  the  hoist  shaft.  However, 
the  inclined  approach  here  is  much  shorter.  The  man  way  around  the  hoist 
shaft  bottom  is  cut  through  the  solid  coal.  Undercutting  the  coal  is  being  done 
with  compressed  air  punchers,  and  blasting  with  permissible  explosives.  Expert 
shot  firers  and  fire  bosses  are  on  duty  day  and  night.  Roof,  timbering  and 
drainage  are  good.  A  35  foot  diameter  reversible  fan  is  in  operation  day  and 
night,  and  produces  the  necessary  ventilation.  The  design  of  the  fan  and 
engines  was  given  the  most  careful  attention.  The  fan  is  attached  to  two 
engires.  By  this  arrangement,  one  is  being  used  constantly  for  its  operation. 
Should  repairs  to  the  engine  become  necessary,  a  change  from  one  engine  to  the 
other  can  be  made  in  a  few  minutes. 

Th  mine  air  is  periodically  examined  by  the  operating  company  and  the  in- 
spector, to  determine  whether  the  coal  dust  is  properly  watered  down,  and  the 
gases  which  are  being  liberated  properly  diluted  and  rendered  harmless.  The 
mine  is  ventilated  by  the  air  splitting  system.  Precautionary  measures  are  used 
to  protect  the  mine  employees  against  accidents. 

The  conditions  of  this  mine  are  good,  and  the  mine  is  operated  in  compliance 
with  the  requirements  of  the  Mining  Law. 

E.  F.  Miller,  General  Manager  P.  M.  Connor,  Mine  Foreman, 

Worthing  ton,  W.  Fa.  George  Fortney,  Mine  Foreman 

John  Hall,  Fire  Boss. 
John  Anderson,  Fire  Boss. 

CONSOLIDATION  COAL  COMPANY,  INCOEPOEA TED. 
Hutchinson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  102.    Consolidation  No.  67 — Pittsburg  Seam — Slope.    This  mine  is  lo- 
cated at  Hutchinson,  W.  Va.,  o  rthe  M.  R.  Branch  of  the  B.  &  O.  Railroad.  A 
seven  foot  seam  of  coal  is  mined  on  the  double  entry  system,  with  pick  and 
electric  chain  machines.    Blasting  is  done  with  black  powder,  and  hauling  with 
string  teams  to  bottom  of  slope.     Shot  firing  is  directed  by  the  Mine  Foreman 
and  Assistant.     The  roof  is  unsound  in  several  sections  of  the  mine,  but  very 
coreful  attention  is  given  to  timbering.     Drainage  is  good.    Pumping  facilities 
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to  eliminate  water  from  the  mine  have  been  doubled  during  the  year.  A 
twelve  xoot  diameter  blow  fan  furnishes  ample  ventilation.  Carbide  lights  are 
used  very  extensively.  This  mine  is  practically  free  from  coal  dust,  but  what 
little  is  left  after  loading  it  out  is  thoroughly  watered  down  by  proper  regula- 
tion of  the  exhaust  steam,  injected  into  the  intake  air.  xhe  most  of  the  coal 
has  been  mined  on  the  south  section  of  the  mine,  in  order  to  rot  the  pillars  on 
a  proper  retreating  system.  The  electric  voltage  inside  of  the  mine  has  been 
changed  from  500  to  250  volts. 

During  the  year,  a  central  power  plant  for  the  West  Virginia  division  was 
designed.  This  plant  is  intended  to  consist  of  eight  1500  II.  P.  gas  engines, 
directly  connected  to  eight  1050  K.  W.  Generators.  The  plant  is  designed  to 
consist  of  two  equal  parts.  Each  half  is  to  contain  four  units.  This  plant  will 
generate  electric  power  at  2300  volts  pressure,  alternating  current,  3  phase, 
60  cycle,  and  the  power  will  be  stepped  up  to  40,000  volts  for  transmission. 

An  independent  line  has  been  installed.  This  line  will  reach  all  parts  of 
the  Consolidation  Coal  Company  in  West  Virginia,  using  alternating  current 
electric  power.  A  tram  road  1300  feet  in  length,  on  the  West  side  of  the  river, 
to  a  stone  quarry,  has  been  completed. 

Every  precaution  is  taken  by  the  officials  to  minimi; e  the  dangers  to  their 
employees,  exceeding  the  requirements  of  the  Mining  Law  in  many  respects,  to 
accomplish  this.    The  conditions  of  the  mine  are  good,  and  full  compliance  with 
the  requirements  of  the  law  is  maintained. 
H.  H.  Watson,  General  Manager, 

Fairmont,  TV,  }'a.  George  R.  Cook,  Mine  Foreman, 

K.  D.  Bailey,  Superintendent,  Wm.  R.  Evans,  Fire  Boss. 

Hutchinson,  TV.  Va. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Hutchinson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  103.  Consolidation  No.  84. — Pittsburg  Seam. — Slope.  This  is  a  new 
mine,  located  at  Hutchinson,  W.  Va.,  on  the  M.  R.  branch  of  the  B.  &  O.  Rail- 
road. A  seven  foot  seam  of  coal  is  mined  on  the  double  entry  system,  with 
electric  chain  machines.  Blasting  is  done  with  permissible  explosives,  hauling 
with  string  teams  to  bottom  of  slope,  and  thence  to  the  railroad  by  trail  rope. 
Expert  shot  firers  blast  the  coal.  The  roof  is  good.  Very  little  timbering  is 
necessary.  Drainage  is  also  good.  A  seven  foot  diameter  blow  fan  provides 
ample  ventilation.  Gases  are  being  liberated,  but  these  are  diluted  and  rendered 
harmless  by  ventilation.  Competent  fire  bosses  are  employed,  and  are  on  duty 
day  and  night.  Open  lights  are  used.  Steam  is  injected  into  the  intake  air, 
for  moistening  what  little  coal  dust  remains  after  it  has  been  loaded  out. 
Every  precaution  is  taken  by  the  officials  to  protect  their  employees  from  acci- 
dents. 

The  construction  work  has  been  completed,  except  the  permanent  steel  tipple. 
After  completion  of  the  bridge  across  the  Monongahela  river  by  the  American 
Bridge  Company,  the  mine  began  dumping  coal  over  he  temporary  wood  tipple. 
Concrete  piers  and  railroad  side  tracks  have  been  completed.    A  blacksmith 
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and  carpenter  shop,  and  large  brick  supply  house  have  been  finished.  A  tem- 
porary sub-station,  furnishing  power  for  Nos.  84  and  07  Mines,  has  been  con- 
structed. Main  haulage  slope  and  manway  have  also  been  completed,  both 
being  lined  concrete  and  steel.  An  additional  air  shaft  is  being  sunk,  which 
is  to  be  used  a  the,  main  air  intake.  The  present  seven  foot  Stein  fan,  produc- 
ing ventilation,  does  not  prevent  egress  from  this  mine.  Chemical  tests  of  the 
mine  air  are  made  periodically,  by  both  the  operating  company  and  the  in- 
spector. The  reports  are  carefully  examined  for  small  percentages  of  explosive 
gases,  or  any  increase  in  the  same,  and  to  determine  whether  the  atmosphere 
is  becoming  dry  and  dusty. 

The  conditions  of  this  mine  are  good,  it  being  well  managed,  and  in  every 
respect  operated  in  compliance  with  the  Mining  Law. 
H.  H.  Watson,  General  Manager, 
Fairmont,  W.  Va. 

K.  D.  Bailey,  Superinendent,  Perry  Vernon,  Mine  Foreman. 

Hutchinson,  W,  Va.  W.  J.  Moore,  Fire  Boss. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Middleton,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  104.  Consolidation  No.  28 — Pittsburg  Seam — Drift.  This  mine  is  lo- 
cated at  Middleton,  on  the  M.  K.  branch  of  the  B.  and  O.  roalroad.  A  seven 
•foot  seam  of  coal  is  mined  with  pick  and  chain  machines,  on  the  double  entry 
system.  The  largest  percentage  of  the  coal  has  been  mined  from  the  pillars, 
and  the  recovery  has  been  good.  Blasting  of  coal  is  done  with  black  powder, 
and  hauling  to  railroad  with  electric  motors.  Shot  firing  is  directed  by  the 
Mine  Foreman  and  Assistant.  Copper  tamping  bars  and  needles  are  used. 
The  roof  is  unsound  in  several  section,  but  careful  attention  has  been  given  to 
timbering,  and  the  places  made  safe  for  the  workmen  by  this  means.  Drainage 
has  been  a  minor  problem,  as  there  is  very  little  water  in  the  mine.  A  twelve 
foot  diamter  exhaust  fan  produces  ample  ventilation.  Mostly  carbide  lights  are 
being  used.  No  explosive  gases  have  been  detected  liberating;  however,  tests 
of  the  mine  air  are  being  made  periodically.  Coal  dust  has  been:  thoroughly 
watered  down.  During  the  colder  season  of  the  year  steam  is  injected  into  the 
intake  air,  and  w7hen  necessary,  water  cars  are  used. 

The  mine  is  kept  in  good  condition,  and  operated  in  compliance  with  the  re- 
quirements of  the  law. 
H.  H.  Watson,  General  Manager, 

Fairmont,  W.  Ya. 
Rush  Miller,  Superintendent,  F.  E.  Girod,  Mine  Foreman 

Fairmont,  W.  Ya.  Charlie  Bircher,  Fire  Boss. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Middleton,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  105.    Consolidation  No.  47 — Pittsburg  Seam — Drift.    This  mine  is  lo- 
cated at  Middleton,  on;  the  M.  R.  branch  of  the  B.  &  O.  railroad.    A  seven  foot 
seam  of  coal  is  mined  on  the  double  entry  system.    Undercutting  is  done  with 
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pick  and  electric  chain  macines.  Blasting  with  black  powder,  and  hauling  to 
railroad  with  electric  motors.  Shot  firing  is  directed  by  Mine  Foreman  and 
Assistant.  Copped  tamping  bars  and  needles  are  used.  A  competent  fire  boss 
is  employed  to  inspect  the  mine  for  gases.  The  roof  is  good  in  general.  Tim- 
bering and  drainage  are  also  good.  During  the  year,  a  new  ten  foot  diameter 
reversible  fan,  steam  connected,  has  been  installed;  also  two  100  H.  P.  Boilers; 
and  14x38  engine.    A  boiler  house  of  brick  was  erected. 

The  developments  were  made  on  the  south  section  of  the  main  heading,  where 
pillars  have  been  started.  The  recovry  of  coal  from  pillars  was  good.  No.  2 
main  butt  heading. 

No  accumulations  of  coal  dust  are  allowed,  as  it  is  being  loaded  out,  and 
what  little  remains  is  thoroughly  watered,  by  inducing  exhaust  steam  into  the 
intake  air. 

This  mine  is  in  very  good  condition,  well  managed,  and  the  law  fully  com- 
plied with. 

H.  H.  Watson,  General  Manager, 

Fairmont,  W.  Va.  Jasper  L.  Miller,  Mine  Foreman, 

Rush  Miller,  Superintendent,  A.  Graves,  Assitant  Mine  Foreman, 

Fairmont,  W.  Va.  C.  D.  Werner,  Fire  Boss. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Middleton,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 

No.  106.  Consolidation  No.  36 — Pitsburg  Seam — Thrift.  This  mine  is  lo- 
cated at  Middleton,  on  the  M.  R.  Branch  of  the  B.  &  O.  Roalroad.  A  seven 
foot  seam  of  coal  is  mined  on  the  double  entry  system.  This  mine  is  on  the 
retreat.  A  large  percentage  of  pillar  coal  has  been  recovered.  Undercutting 
of  the  coal  is  done  with  picks  and  electric  chain  machines.  Blasting  with  black 
powder,  and  hauling  to  the  railroad  with  electric  motors.  Blasting  of  the 
coal  is  directed  by  the  Mine  Foreman  and  his  assistant.  Copper  tamping  bars 
and  needles  are  used  throughout  the  mine.  Timbering  has  received  very  care- 
ful attention,  on  account  of  unsoundness  of  roof  in  several  sections.  The  drain- 
age is  good.  A  large  sump  has  been  completed  at  third  south  face.  A  twelve 
foot  diameter  exhaust  fan  produces  the  necessary  ventilation. 

No  explosive  gases  are  liberating,  and  open  lights,  consisting  of  about  75 
per  cent  carbide,  are  being  used.  This  mine  is  inclined  to  be  wet,  due  to  water 
entering  through  robbings.  Coal  dust  is  not  allowed  to  accumulate  in  the  work- 
ing faces,  as  it  is  being  loaded  out,  and  what  remains  is  being  watered  by  in- 
ducing exhaust  steam  into  the  intake  air. 

The  requirements  of  the  Mining  Law  are  fully  complied  with,  and  the  mine 
is  in  first  class  condition. 
H.  H.  Watson,  General  Manager, 
Fairmont,  W.  Va. 

Rush  Miller,  Superintendent,  John  Davis,  Mine  Foreman 

Fairmont,  W.  Va.  B.  F.  Holdsworth,  Fire  Boss. 
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CONSOLIDATION  COAL  COMPANY,  INC. 

MlDDLETON,  W.  VA. 

General  Office  of  Company,  Fairmont,  W.  Va. 
No.  107.  Consolidation  No.  59 — (Old  Anderson) — Pittsburg  Seam — Drift. 
This  mine  is  located  at  Middleton,  on  the  M.  R.  Branch  of  the  B.  &  O.  Rail- 
road. A  seven  foot  seam  of  first  class  coal  is  mined  on  the  double  entry  system. 
All  coal  mined  is  from  pillar  workings.  Undercutting  is  done  with  pick,  plast- 
ing  with  black  powder,  and  hauling  to  railroad  with  string  teams.  Cooper 
tamping  bars  and  needles  are  used.  Shot  firing  is  done  under  the  direction  of 
mine  fbreman.  The  roof  is  bad  in  several  sections,  but  timbering  is  carefully 
attended  to.  Ventilation,  produced  by  a  twelve  foor  diameter  force  fan  is  good, 
also  drainage  is  good.  No  gasses  are  liberateing,  but  examinations  are  made1 
periodically  of  the  mine  air  for  indications  of  any  irregularities  in  the  quan- 
tities of  air  in  each  split;  of  the  atmosphere  becoming  drw  and  dusty,  or  any 
increase  in  mine  gases.  Open  lights  are  used.  The  requirements  of  the  mining 
laws  are  complied  with.  This  mine  is  in  good  condition  and  well  managed. 
H.  H.  Watson,  General  Manager, 
Fairmont,  W.  Ya. 

Rush  .Miller,  Superintenden,  J.  O.  Davis,  Mine  Foreman. 

Fairmont,  W.  Va. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Middleton,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  107.  Consolidation  No.  59 — (Bryan  Anderson) — Pittsburg  Seam — Drift. 
This  mine  is  located  at  Middleton,  on  the  M.  R.  Branch  of  the  B.  &  O.  Rail- 
road. A  seven  foot  seam  of  first  class  coal  is  mined  on  the  double  entry  system. 
This  mire  is  on  the  retreat.  Undercutting  is  done  with  pick,  blasting  with 
black-powder,  and  hauling  to  railroad  with  string  teams.  Copper  tamping  bars 
and  needles  are  used.  The- Mine  Foreman  and  his  Assistant  direct  the  blasting 
of  coal.  The  roof  is  made  secure  by  taking  the  loose  slate  and  coal  down,  still 
careful  timbering  is  resorted  to  .  Ventilation  is  good,  and  is  produced  by  a 
twelve  foot  fan  blowing.  Drainage  is  also  good.  No  explosive  gases  have  been 
detected  liberating,  but  careful  examinations  were  made  of  the  mine  air,  to 
determine  as  to  whether  small  percentages  of  gases  were  liberated,  and  also 
to  ascertain  the  percentages  of  humidity.  Mostly  carbide  lights  are  used,  there- 
by eliminating  the  smoke  nuisance  from  oil  lights  and  affording  additional  pro- 
tection to  miners  agairst  roof  falls,  as  carbide  gives  a  much  better  light  than 
oil. 

The  requirements  of  the  mining  laws  are  complied  with  in  every  respect,  due 
to  careful  management.    The  safety  conditions  are  good. 
H.  H.  Watson,  General  Manager, 
Fairmont,  IV.  Va. 

Rush  Miller,  Superintendent,  J.  O.  Davis,  Mine  Foreman. 

Fairmont,  W.  Va. 
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BARRY  B.  COAL  COMPANY. 
Everson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  108.    Junior  Mine — Pittsburg  Seam — Dirft,    This  mine  is  located  one 
mile  southwest  of  Everson,  on  the  M.  B.  Branch  of  the  B.  &  O.  Railroad.  The 
first  shipments  of  coal  were  made  April  16th  1912,  over  a  temporary  tipple. 
The  coal  has  an  average  thickness  of  8  ft.  6  in.,  is  a  superior  quality,  and  is 
mined  with  picks  on  the  double  entry  system.    Blasting  is  do-re  with  black 
powder,  under  the  direction  of  the  mine  -foreman.    The  coal  is  hauled  with  string 
teams  to  the  railroad.    The  roof  is  good  nevertheless  the  working  places  are 
carefully  timbered.    Natural  drainage  is  good.    On  account  of  the  favorable  " 
elevation  between  the  drift  openings  and  the  shaft  of  Consolidation  No.  34 
Mine,  the  latter  being  the  main  inlet  for  the  air,  the  natural  ventilation  gives 
good  results.     However,  the  Company  intends  to  install  a  fan  in  the  near 
future.    Coal  dust  is  loaden  out,  but  what  little  remains  is  thoroughly  watered 
down  by  atmospheric  deposit  of  moisture.    The  management  uses  the  necessary 
precautions  to  prevent  accidents  to  employees.    The  requirements  of  the  mining 
laws  are  carefully  observed.    The  permanent  wooden  coal  tipple  has  been  corn- 
completed,  and  has  been  well  arranged  for  dumping  and  preparing  the  coal 
for  the  market.    Comfortable  miners'  houses,  store  and  other  necessary  build- 
ings have  been  completed.    This  plant  looks  attractive  in  every  respect. 
Harry  B.  Clark,  General  Manager, 
Fairmont,  W.  Va. 

J.  A.  Clark,  Jr.,  Superintendent,  H.  C.  Saunders,  Mine  Foreman. 

Fairmont,  W.  Va. 

BARRY  B.  COAL  COMPANY. 
Everson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  108.    Barry  B.  Nos.  5  and  6  Mines — Pittsburg  Seam — Drifts.  Located 
one  and  one-quarter  miles  Southmest  of  Everson,  on  the  M.  R.  Branch  of  the 
B.  &  O.  Railroad.    These  mines  are  on  the  retreat.    A  seven  foot  seam  of  first 
class  coal  is  mined  on  the  double  entry  system.    The  coal  is  mined  with  pick, 
blasted  with  black  powder,  and  houled  to  railroad  with  string  teams.  Shot 
firing  is  directed  by  mine  foreman.    Roof,  timbering  and  drainage  are  good. 
Natural  ventilation  gives  good  results.    Coal  is  loaded  out,  but  wliat  little 
remains  is  properly  watered  down.    Mine  No.  2  has  been  idle  since  May  24fh 
1912.    Proper  precaution  is  exercised  by  the  management  to  prevent  accidents 
to  employees,  and  none  have  occurred. 

This  mine  is  well  managed,  and  operated  in  compliance  with  the  require- 
ments of  the  mining  laws. 
Harry  B.  Clark,  General  Manager, 
Fairmont,  W.  Va. 

J.  A.  Clark,  Jr.,  Superintendent,  H.  C.  Saunders,  Mi/ne  Foreman. 

Fairmont,  W.  Va. 
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KILAEM  COAL  $  COKE  COMPANY, 
Monongah,  W.  Va.,  R.  F.  I).,  No.  8. 
General  Office  of  Company,  Connellsville,  Pa. 
No.  109.    Kilarm  Nos.  1,  2,  tf-  3  Mines — Pittsburg  Seam — Drifts. — Located  at 
Kilarm,  two  miles  Southwest  of  Everson,  on  the  M.  R.  Branch  of  the  B.  &  O. 
Railroad.  A  seven  foot  seam  of  high  grade  coal  is  mined  on  the  double  entry  sys- 
tem.   The  coal  is  undercut  with  pick,  blasted  with  black  powder,  and  hauled  to 
railroad  with  string  teams.    Shot  firing  is  done  under  direction  of  mine  fore- 
man.   Roof,  timbering  and  drainage  are  good.    Ventilation  is  produced  by  a 
fan,  and  natural  which  produce  good  results.    No  explosive  gases  are  liberating. 
Open  lights  are  used,  which  consist  mostly  of  carbides.    Coal  dust  is  not  allowed 
to  acumulate,  but  what  little  remains  after  loading  it  out   is  thoroughly 
watered. 

The  necessary  precautions  are  taken  to  protect  mine  employees  against  acci- 
dents.   The  mine  is  in  good  condition,  and  well  managed. 
C.  E.  Zeek,  Superintendent.  C.  A.  Maze,  Mine  Foreman. 

Monongah,  W.  Va.,  B.  F.  D.  No.  8. 

CONSOLIDATED  COAL  COMPANY.  INC. 

Everson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  110.  Consolidation  No.  68 — Pittsburg  Seam — Drift. — This  mine  is  located 
Everson,  on  the  M.  R.  Branch  of  the  B.  &  O.  Railroad.  A  seven  foot  seam  of 
coal  of  splendid  quality  is  being  mined  on  the  double  entry  system.  About 
eighty  percent  of  pillar  coal  was  mined.  Undercutting  is  done  with  pick,  and 
blasting  with  black  powder.  The  coal  is  hauled  with  string  teams  to  foot  of 
incline,  and  from  there  to  railroad  with  tail  rope.  Shot  firing  is  done  under 
direction  of  mine  foreman  and  assistant.  The  roof  is  unsound  in  several  sec- 
tions of  the  mine,  but  timbering  is  carefully  attended  to.  Ventilation  pro- 
duced by  a  twelve  foot  diameter  force  fan  is  good,  also  drainage  is  good. 
No  gases  are  liberating,  and  open  lights  are  used.  Coal  dust  is  loaded  out  as 
far  as  practical,  but  what  remains  is  thoroughly  saturated  with  moisture  by 
proper  regulation  of  steam  induced  into  the  intake  air.  This  mine  is  practical- 
ly on  retreat,  robbing  of  pillars  has  been  carried  on  successfully.  Safety 
conditions  are  good.  A  100  H.  P.  boiler  has  been  installed,  and  additional 
improvements  have  been  made  in  ventilation  and  drainage. 

Precautions  are  taken  to  prevent  accidents  to  employees.    Discipline  is  main- 
tained, and  the  requirements  of  the  mine  laws  are  complied  with. 
H.  H.  Watson,  General  Manager.  George  Btjcy,  Mine  Foreman. 

Fairmont,  TV.  Va. 
Rush  Miller,  Superintendent. 
Fairmont,  W.  Va. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Monongah,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  111.  Consolidation  No.  63 — Pittsburg  Seam — This  is  a  drift  mine,  located 
at  Monongah,  on  the  M.  R.  Branch  of  the  B.  &  O.  Railroad.  A  seven  foot  seam 
of  coal  of  excellent  quality  is  mined  on  the  double  entry  system.  Pillars 
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furnished  about  60  per  cent  of  the  coal  mined  this  year.  Undercutting  is 
done  with  pick  and  electric  chain  machines,  blasting  with  permissible  explosives^ 
and  hauling  with  electric  motors.  Five  competent  shot  firers  are  employed. 
Ventilation  produced  by  a  twenty  foot  diameter  force  fan  i6  good.  The  fan 
has  been  rebuilt,  Roof,  timbering  and  drainage  are  good.  Improvements 
were  made  by  completing  several  ditches  for  drainage,  concrete  pump  houes,  a 
sump,  and  a  pumping  station  in  Third  North  Face,  and  Superintendent's. 
Office  and  Freight  Station.  During  recent  inspections,  gases  were  detected 
liberating  in  small  quantities,  but  were  made  harmless  by  ventilation.  Exami- 
nations are  being  made  periodically  of  the  mine  air.  Results  of  these  analyses 
are  furnished  the  operating  officials.  These  reports  are  carefully  examined  for 
any  irregularities  in  the  quantities  of  air  in  each  split,  of  the  atmosphere  be- 
coming dry  and  dusty,  or  of  any  increase  in  mine  gases. 

Competent  fire  bosses  are  on  duty  day  and  night.  Open  lights  are  used. 
Precautionary  measures  are  taken  to  minimize  the  dangers  to  employees,  ex- 
ceeding the  requirements  of  the  law  in  many  respects  to  accomplish  this.  Coal 
dust  is  properly  watered  down  by  induction  of  steam  into  the  intake  air.  This 
mine  is  in  first  class  condition  and  well  managed. 

H.  H.  Watson.  General  Manager,  S.  S.  Davidson,  Mine  Foreman. 

Fairmont,  TV.  Va.  Chas.  King,  Asst.  Mine  Foreman, 

P.  J.  McGraw,  Superintendent.  Pat  Costello.  Asst.  Mine  Foreman.. 

Monongah,  TV.  Va.  A.  W.  Johnson.  Fire  Boss. 

Thos.   Burlock.   Fire  Boss. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Monongah,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  112.  Consolidation  No.  34. — Pittsburg  Seam. — This  is  a  drift  minev 
located  at  Monongah,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  A  seven  foot 
seam  of  splendid  coal  is  mined  on  the  double  entry  system.  About  80  per 
cent  of  coal  was  mined  from  pillars.  Undercutting  of  the  coal  is  done  with 
pick  and  electric  chain  machines,  and  blasting  with  black  powder.  Electric 
motors  are  used  for  hauling  the  coal  to  the  tipple.  Shot  firing  is  directed  by 
mine  foreman.  Roof,  timbering  and  drainage  are  good.  A  ditch  for  drainage 
improved  conditions.  Ventilation  produced  by  a  twelve  foot  diameter  Force 
fan  is  good.  No  gases  are  liberating,  and  open  lights  are  used.  Care  has 
been  taken  where  pillars  were  robbed  under  an  8  inch  gas  line  to  prevent  break- 
ing the  latter.  This  mine  is  practically  free  from  coal  dust,  but  what  little 
remains  after  loading  it  out  is  properly  watered  down.  Care  is  exercised  by 
the  officials  to  minimize  the  danger  to  their  employees.  Consolidation  No. 
34  is  in  good  condition,  well  managed,  and  operated  in  compliance  with  the- 
requirements  of  the  mining  laws. 

H.  H.  Watson,  General  Manager,  B.  F.  Freeman,  Mine  Foreman. 

Fairmont,  TV.  Va.  Dorie  Grandrt,  Fire  Boss. 

P.  J.  McGraw,  Superintendent. 

Monongah,  TV.  Va. 
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CONSOLIDATION  COAL  COMPANY,  INC 

MONONGAH,  W.  VA. 

General  Office  of  Company,  Fairmont,  W.  Va. 
No.  113.  Consolidation  No.  43. — Pittsburg  Scam. — Slope. — This  mine  is 
located  at  Monongah,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  A  seven 
foot  seam  of  excellent  coal,  is  being  operated  on  the  double  entry  system,  of 
which  about  60  per  cent  was  mined  from  pillars.  The  coal  is  undercut  with 
pick  and  electric  chain  machines,  blasted  with  permissible  explosives  and 
hauled  to  railroad  with  electric  motors  and  tail  rope.  Four  competent  shot- 
firers  are  employed.  Roof,  timbering  and  drainage  are  good.  Ventilation 
produced  by  a  twenty  foot  diameter  force  fan  is  giving  good  results,  however, 
an  emergency  fan  is  kept  in  readiness  and  good  condition.  Explosive  gases 
are  liberating,  but  are  diluted  by  ventilation.  Analyses  of  the  mine  air  are 
made  periodically  by  the  operating  company  and  the  district  mine  inspector. 
The  net  result  of  these  analyses  and  reports  is  to  place  before  the  operating 
companies  and  the  State  Mining  Department  responsible  for  the  safety  of  the 
men  and  property,  absolutely  accurate  and  reliable  figures,  showing  the  amount 
of  air  circulating  in  each  section  of  the  mine  in  relation  to  the  quantity  of  gas 
generated  in  that  district.  Coal  dust  is  loaded  out  as  far  as  practical,  and 
what  remains  is  properly  saturated  with  moisture  by  inducing  steam  into  the 
intake  air.  A  coal  washing  and  preparing  plant  has  been  completed.  The 
coal  is  of  exceptional  good  quality,  being  very  low  in  Sulphur  and  Ash,  still 
additional  precautions  are  taken  to  free  this  coal  of  impurities,  before  it  is 
shipped  to  market.  The  water  system  has  been  much  improved,  by  the  in- 
stallation of  a  reservoir,  located  on  the  hill  in  West  Monongah,  the  capacity 
is  5700  barrels.  A  large  pumping  station  was  completed  on  the  3rd.  North 
Face  Heading,  in  which  a  large  1000  gallon  triples  plunger  pump  was  installed 
and  connected  to  a  126  H.  P.  Induction  Motor.  A  sump  at  3rd  Left  Air  Way 
from  No.  4  north  face,  to  receive  the  drainage  water,  has  been  enlarged.  A 
considerable  amount  of  ditching  has  been  done,  by  which  several  pumps  have 
been  released.  A  second  emergency  connection  was  made  at  the  Face  of  No. 
4  South  Heading,  through  which  an  entrance  to  No.  63  Mine  could  be  effected 
in  a  short  time.  For  mine  fire  protection,  a  45  gallon  chemical  engine  has  been 
placed  in  a  well  constructed  room  along  the  Main  Heading.  A  new  mine  fore- 
man's office  has  been  erected.  A  supply  house,  equipped  with  elevators  and 
platform  was  also  built.  This  mine  is  in  good  condition,  carefully  managed 
and  operated  in  compliance  with  the  requirements  of  the  law. 
H.  H.  Watson.  General  Manager,  Edward  Brown.  Mine  Foreman. 

Fairmont.  TV.  Va.  Walter  Davis.  Asst.  Mine  Foreman. 

T.  R.  Barber,  Superintendent ,  Lee  Seaton.  Fire  Boss. 

Monongah,  TV.  Va.  S.  A.  Cameron,  Fire  Boss. 

CONSOLIDATION  COAL  COMPANY.  INC. 

Monongah,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.   114.    Consolidation.  No.   22. — Pittsburg   Seam. — Drift. — This  mine  is 
located  at  Monongah.  on  the  M.  R,  Branch  of  the  B.  &  O.  R.  R.    A  seven 
foot  seam  of  high  grade  coal  is  mined  on  the  double  entry  system,  with  pick 
and  electric  chain  machines.    Blasting  is  done  with  black  powder,  and  hauling 
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with  electric  motors.  Shot-firing  is  directed  by  mine  foreman.  Roof,  timber- 
ing and  drainage  are  good.  Improvements  were  made  in  drainage  by  ditching. 
Ventilation  produced  by  a  fifteen  foot  diameter  force  fan  gives  satisfactorily 
results.  No  gases  have  been  detected.  Open  lights  are  used.  Coal  dust  is 
not  allowed  to  accumulate,  but  what  little  remains  after  loading  it  out  is 
properly  watered  down.  Completed  a  sub  station,  main  haul  track  and  large 
pump.  The  requirements  of  the  laws  are  complied  with.  This  mine  is  in 
good  condition,  and  is  well  managed. 

H.  H.  Watson,  General  Manager,  Walter  Brown,  Mine  Foreman. 

Fairmont,  W.  Va.  Chas.  Strickler.  Asst.  Mine  Fore. 

C.  E.  Peddicord,  Superintend*  a  I , 

Fairmont,  W.  Va. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Monongah.  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  115.    Consolidation  No.  53. — Including  Shaver  No.  1  &  2. — Pitt f burg 
Seam. — Drift. — This  mine  is  located  at  Monongah  on  the  M.  R.  Branch  of  the 

B.  &  O.  R.  R.  A  seven  foot  seam  of  firet  class  coal  is  mined  on  the  double  en- 
try system.  About  50  per  cent  of  the  coal  mined  was  pillar  coal.  Under- 
cutting is  done  with  pick  and  electric  chain  machines,  blasting  with  black 
powder,  and  hauling  with  electric  motors.  Shot  firing  is  directed  by  mine  fore- 
man. Drainage,  roof  and  timbering  are  good.  Ventilation  produced  by  two 
force  fans,  twelve  and  seven  feet  diameter  each,  is  satisfactorily.  No  gases 
are  liberating.  Open  lights  are  used.  Coal  dust  is  not  allowed  to  accumulate, 
but  what  little  remains  is  properly  watered  down,  by  proper  application  and 
regulation  of  steam  into  the  intake  air.  Completed  a  sub-station,  and  one 
over  cast  at  4th  Left  Heading.  The  officials  carefully  guard  against  accidents 
to  their  employees.  This  mine  is  in  good  condition,  and  is  operated  in  com- 
pliance with  the  requirements  of  the  mining  laws. 

H.  H.  Watson,  Gen,eral  Manage],         Walter  Browi*,  Mine  Forewarn*. 
Fairmont,  W.  Va.  John  Abercombee,  Assistant  M.  F. 

C.  E.  Peddicord.  Superintendent, 

Monongah,  W.  Va. 

CONSOLIDATION  COAL  COMPANY,  INC. 
Watson,  W.  Va. 

General  Office  of  Company,  Fairmont,  W.  Va. 
No.  116.  Consolidation  No.  56. — Pittsburg  Seam. — Drift. — This  mine  is  lo- 
cated at  Watson,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.,  operating  i  na  seven 
foot  seam  of  high  grade  coal,  on  the  double  entry  system  with  pick  and  electric 
chain  machines.  A  large  percentage  of  coal  mined  is  pillar  coal.  Blasting  is 
done  with  perimssible  explosives,  hauling  with  electric  motors  to  main  turn-out, 
and  thence  to  railroad  with  tail  rope.  Five  competent  shot-firers  are  employed. 
Roof,  timbering  and  drainage  are  good.  A  thirteen  foot  diameter  blow  fan 
produces  ample  ventilation  to  render  gases  which  are  liberating  harmless. 
Analyses  of  the  mine  air  are  made  at  regular  interavls  by  the  operating  com- 
pany and  the  district  mine  inspector.  Steam  is  induced  into  the  intake  air, 
which  produces  the  amount  of  moisture  required  to  water  the  coal  dust  properly. 
Comeptent  fire  bosses  are  on  duty  day  and  night.    Mostly  carbide  lights  are 
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used.    An  underground  substation  fully  equipped  is  in  operation.    A  4T>  gallon 
fire  engine  has  been  placed  inside  of  the  mine,  ready  for  use  in  ease  of  emer- 
gency.   Overcasts  and  brick  stoppings  have  been  built.    This  mine  is  in  good 
condition,  and  the  requirements  of  the  law  are  fully  observed. 
H.  H.  Watson,  General  Manager,  J.  E.  Trickett,  Mine  Foreman. 

Fairmont.  W.  Va.  Arthur  Evans,  Asst.  Mine  Foreman. 

Harry  Crane.  Superintendent.  Walter  Griffith,  Fire  Bom. 

Watson,  W.  Va.  W.  E.  Myers,  Fire  Baas. 

CONSOLIDATION  COAL  COMPANY,  INC. 

Watson,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  117.  Consolidation  No.  26. — Pittsburg  Seam. — Drift. — This  mine  is 
located  at  Watson  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  A  seven  foot 
seam  of  excellent  coal,  is  mined  on  the  double  entry  system,  with  pick  and 
chain  machines.  About  60  per  cent  of  the  coal  mined  comes  from  pillars. 
Blasting  is  done  with  permissible  explosives,  and  hauling  coal  to  tipple  with 
electric  motors.  Six  competent  shot-firers  are  employed.  The  roof  is  unsound 
in  several  sections  of  the  mine,  but  timbering  is  very  good.  Ventilation  pro- 
duced by  a  new  six  by  twenty  foot  diameter  fire  proof,  reversible  fan,  blowing, 
gives  satisfactory  results.  This  new  fan  has  been  installed  at  the  air  shaft 
connected  with  the  advanced  workings  of  the  mine.  In  connection  with  this 
fan  the  following  improvements  were  made:  3-100  H.  P.  boilers,  a  400  H.  P. 
engine,  and  fire  proof  buildings  for  the  same.  Gases  are  liberating,  but  the 
necessary  precautions  are  taken  to  render  these  harmless.  Examinations  are 
made  periodically  of  the  mine  air.  Results  of  these  analyses  are  furnished 
the  operating  officials  on  a  regular  form.  These  reports  are  carefully  examined 
for  any  irregularities  in  the  quantity  of  air  in  each  split;  of  the  atmosphere 
becoming  dry  and  dusty;  or  of  any  increase  in  mine  gases.  Steam  is  induced 
into  the  intake  air  to  produce  the  necessary  amount  of  moisture  for  watering 
the  coal  dust  properly.  The  percentage  of  moisture  is  reported  after  each 
inspection  is  made  by  the  district  mine  inspector.  Competent  fire  bosses  are  on 
duty  day  and  night.  Open  lights  are  used.  Precautionary  measures  are  used 
by  the  officials  in  charge  to  protect  employees  against  accidents.  This  mine 
is  in  good  condition.  The  requirements  of  the  law  are  complied  with.  A  spir- 
it of  harmony  prevails  among  operator  and  miners. 
H.  H.  Watson.  General  Manager,  B.  G.  Ash.  Mine  Foreman. 

Fairmont,  W.  Va.  C.  M.  Thomas,  Asst.  Mine  Foreman. 

H.  C.  Ash,  Superintendent,  Nat  Villers,  Asst.  Mine  Foreman. 

Watson,  W.  Va.  E.  E.  Anderson.  Fire  Boss. 

T.  T.  Hay.  Fire  Boss. 
R.  E.  Straus,  Fire  Boss. 

THE  XOBINSON  COAL  COMPANY. 
Kingmont,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va.    No.  418  Merchant  St. 
No.  118.    James  Mine. — Pittsburg  Seam* — This  is  a  drift  mine,  located  2 
miles  east  of  Fairmont,  on  the  Grafton  and  Wheeling  Division  of  the  B.  &  O. 
R.  R.    A  5  feet  9  inches  coal  is  mined  on  the  double  entrv  system,  under- 
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cutting  of  coal  is  done  with  picks,  blasting  with  black  powder  and  hauling  with 
string  teams  to  railroad.  Shot-firing  is  directed  by  the  mine  foreman.  A 
furnace  is  used  for  ventilating,  which  produces  ample  vetnilation.  This  is  a 
new  mine.  The  first  shipments  of  coal  were  made  May  19,  1911.  Improve- 
ments are  being  made  in  drainage.  No  explosive  gases  are  liberating,  there- 
fore open  lights  are  used.  Coal  dust  is  loaded  out,  but  what  little  remains  is 
kept  thoroughly  wet  by  the  water  entering  through  surface  breaks.  At  the 
close  of  our  fiscal  year,  this  mine  did  not  come  under  the  jurisdiction  of  the 
Dept.  of  Mines,  as  less  than  five  men  were  employed  inside  the  mine.  This 
mine  is  in  good  condition,  excepting  the  drainage. 

Clarence  D.  Robinson.  Gen\  Mgr..        J,   YV.  Dennison,  Mine  Foreman. 
418  Merchant  Street,  Fairmont.  W.  Va. 

THE  VIRGINIA  &  P1TTSBVIIC  COAL  &  COKE  COMPANY. 
KlNGMONT,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  119.  Kiivgmont. — Pittsburg  Seam. — Drift. — This  mine  is  located  at 
Kingmont  on  the  Grafton  &  Wheeling  Division  of  the  B.  &  O.  R.  R,  A  seven 
foot  seam  of  first  class  coal,  is  mined  on  the  double  entry  system.  A  large 
percentage  of  coal  mined  is  pillar  coal.  The  undercutting  of  the  coal  is 
done  with  pick,  and  blasting  with  black  powder.  Electric  motors  haul  the 
loaded  cars  to  main  turn-out  and  from  there  a  tail  rope  delivers  them  to  rail- 
road. Shot-firing  is  directed  by  mine  foreman  and  assistants.  The  roof  is 
good,  timbering  is  exceptionally  good.  Ventilation  produced  by  a  sixteen  foot 
exhaust  fan  gives  good  results.  Improvements  in  ventilation  were  made.  No 
gases  are  liberating,  still  a  fire  boss  is  employed.  Open  lights  are  used.  Coal 
dust  is  loaded  out  as  far  as  practical,  and  waht  little  remains  is  properly  water- 
ed down.  However,  this  mine  is  naturally  inclined  to  be  wet,  due  to  water 
entering  through  many  surface  leaks  in  pillar  robbings.  Drainage  is  good. 
Steam  is  turned  into  intake  air  during  the  colder  season  to  produce  moisture 
for  watering  coal  dust.  Special  precautions  are  taken  by  officials  to  prevent 
accidents  to  employees.  Fortunately  no  fatal  accidents  have  occurred  at  this 
mine  during  the  past  year,  largely  due  to  carefulness  of  officials  and  miners. 
This  mine  is  in  good  condition,  well  managed,  and  is  operated  in  compliance 
with  the  requirements  of  the  mining  laws. 

R.  M.  Hite,  General  Manager.  John  Brown,  Mine  Foreman* 

Fairmont,  W.  Va.  Wm.  Jarrett,  Mine  Foreman. 

Harry  Shoemaker,  Fire  Boss. 

THE  PHILLIPS  COAL  COMPANY. 
Benton's  Ferry,  W.  Va. 

General  Office  of  Company,  Fairmont,  W.  Va.     (No.  619  Jamison  St.) 

No.  120.  Phillips  Mine. — Pittsburg  Seam. — This  is  a  drift  mine  located 
at  Bentons  Ferry  on  the  Grafton  and  "Wheeling  Division  of  the  B.  &  O.  R.  R. 
A  seven  foot  seam  of  high  grade  coal  is  mined  on  the  double  entry  system. 
The  coal  is  mined  with  pick,  blasted  with  black  powder,  and  hauled  with  string 
teams  to  upper  terminal  of  an  aerial  bucket  line,  thence  by  the  latter  con- 
veyed to  railroad.  This  mine  has  been  idle  for  several  month  during  the  past 
year,  but  operations  have  been  resumed.    Shot-firing  is  directed  by  mine  fore- 
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man.  Roof,  timbering,  drainage  and  vetnilation  are  good.  A  fan  of  five  Ceet 
diameter  to  ventilate  the  mine  workings,  produces  ample  ventilation.  Coal 
dust  is  loaded  out,  but  what  remains  is  properly  watered  down.  No  gaset 
are  liberating,  and  open  lights  are  used.  This  mine  is  in  good  condition,  and 
is  operated  in  compliance  with  the  requirements  of  the  laws. 
James  Phillips,  General  Manager,  James  Phillips,  Mine  Foreman* 
Fairmont,  W.  Va. 

JAMISON  COAL  &  COKE  COMPANY. 
Barracksville,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  121.  Jamison  No.  7. — Piii&burg  Seam. — This  is  a  drift  mine,  located 
one-half  mile  west  of  Barracksville,  on  the  Grafton  and  Wheeling  Division  of 
the  B.  &  O.  R.  R.  A  high  grade  seam  of  coal  nine  feet  in  thickness,  is  mined 
on.  the  double  entry  system.  Undercutting  is  done  with  compressed  air  punch- 
ers, blasting  with  permissible  explosives,  and  hauling  to  shaft  bottom  with 
compressed  air  locomotives.  Three  comeptent  shot-firers  are  employed  one  day 
and  two  on  night  shift.  Roor,  timbering  and  drainage  are  good.  Also  venti- 
lation produced  by  two  ten  foot  diameter  force  fans  is  good.  Coal  dust  is* 
thoroughly  watered  by  forcing  exhaust  steam  into  the  main  intake  airway. 
Gases  are  liberating,  but  the  necessary  precautions  are  taken  to  render  these 
harmless  by  ventilation.  Locked  safety  lamps  are  used  exclusively.  Three 
competent  fire  bosses  are  on  duty  day  and  night.  Modern  machinery  has  been 
installed,  and  consists  of  the  following: 

Insick  of  Mine. 

"A"  Shaft,  size  13  ft.  x  26  ft.— 3  compartments— Timber  lined,  310  ft.  deep. 
"B"  Shaft,  size  13  ft.  x  26  ft.— 3  compartments— Timber  lined,  300  ft.  deep. 
Air  Shafts,  size  16  ft.  x  31  ft,— 3  compartments; — Timber  lined  297  ft.  deep. 
"A"  Shaft  bottom — 450  ft.  brick  arch,  19  ft.  wide,  17  in.  thick,  four  double 
tracks  (loads.) 

120  ft.  Brick  Arch,  12  wide,  17  in.  thick,  four  single  tracks,  (Empties.) 
Chain  Car  Haul  to  Elevate  Empties — 4  cars  per  minute.    Driven  by  15  H.  P. 
motor. 

15,000  feet  track  40  lb.  Iron,  in  main  haulages,  20  lb.  Iron  elsewhere. 

1  20  ton  Compressed  Air  Motor. 

2  7%  ton  Compressed  Air  Motors  (Compound.) 
22  Compressed  Air  Puncher  Machines. 

4  Pumps  6  x  3y2  x  8. 

I  Pump  16  x  6  x  18. 
250  Steel  Mine  Cars. 
24  Horses  and  Mules. 

II  Overcasts  13  in.  Brick  Walls,  Reinforced  Concrete  Floors. 
225  9  in.  Brick  Walls  Stoppings. 

6,000  ft.  6  in.  100  lb.  Pressure  Air  Pipe  Line. 
1,500  ft.  4  in.  1000  lb.  Pressure  Air  Pipe  Line. 

Outside  of  Mine. 

"A"  Shaft  Tripple  and  Head  Frame,  Steel  throughout,  equipped  with  self- 
dumping  cages,  Gravity  Screens  and  Chutes  maximum  daily  capacity  3.000 
tons. 
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Air  Shaft.  Head  Frame,  Steel.  Equipped  with  single  cage,  for  hoisting 
men  and  materials. 

1  Ventilation  Fan  10  ft.  x  4  ft.  Belt  Driven,  by  80  H.  P.  550  Volt  Motor, 
housed  in  brick  with  concrete  roof. 

1  Fan  10  ft.  x  7  ft.  Belt  Driven,  by  80  H.  P.  550  Volt  Motor,  or  160  H.  P. 
Gas  Engine,  all  housed  in  brick  with  concrete  roof. 

Boiler  House. — Size  90  ft.  x  45  ft.  brick  walls,  steel  roof  trusses,  tile  roof. 
3  vertical  water  tube  boilers,  400  H.  P.  each.    Slack  coal  used  as  fuel 
conveyed  from  tipple  by  rope  and  drum,  driven  by  15  H.  P.  Motor. 
1  Feed  Water  Pump  12  x  7  x  12. 
1  Feed  Water  Heater. 
Hoisting  Emgirn  Eousi  ''.I"  Shaft. — Sixe  50  ft.  x  39  ft.  brick,  steel  and  tile. 
1  Double  Hoisting  Engine,  Cylindeis  24  x  36,  8  ft.  Drum,  and  2  1*4  in. 
ropes,  over  8  ft  Sheaves  on  Head  Frame. 

1  Emergency  Compresser,  36  x  16,  1000  feet  per  minute. 
Power  Building — Size  100  ft.  x  45  ft.  brick,  steel  and  tile. 

2  150  K.  W.  550  Volt  Generators,  each  driven  by  240  H.  P.  Steam  En- 
gines, direct  connected. 

1  80  H.  P.  550  Volt  Motor,  driving  45  K.  W.  11  Volt  Generator  for 
lighting  purposes. 

1  Gross  Compound,  Low  Pressure  Compressor,  3000  feet  per  minute. 

1  High  Pressure  Compressor,  4  Stage. 
Hoisting  Engine  House — Air — Shaft. — Size  30  ft.  x  20  ft.  brick,  steel  and  tile. 

1   Double  Hoisting  Engine,  Cylinders  14  in.  x  24  in.  6  ft.  Drum,  1*4 
rope,  over  8  ft.,  Sheave  Wheel  on  Head  Frame. 
Machine.  Carpenter  and  Bladfotbrvith  Shop — Combined,  size  120  ft.  x  36  ft. 

Brick,  steel  and  tile. 
Oil  House.— 36  ft.  x  30  ft.  brick,  steel  and  tile. 
Feed  House.— 50  ft.  x  36  ft.  brick,  steel  and  tile. 
Supply  House. — 80  ft.  x  40  ft.  brick,  steel  and  tile. 

Lamp  House.— Size  45  ft.  x  20  ft.  brick,  steel  and  tile.    500  Wof  Safety 
Lamps. 

Pump  House. — 12  x  14.    Brick  walls,  wood  and  "Rubberoid  Roofing"  Roof. 
1  Centrifugal  Pump,  direct  connection  to  20  H.  P.  500  Volt  Motor. 
1  Duplex  Steam  Pump,  14  x  7  x  12. 
Store  Building. — Three  stories,  frame,  size  66  ft.  x  100  ft. 
Superintendent 's  House. — Frame  Bungalow. 

5  6  room  single  frame  foremans'  dwelling  houses. 

40  8  room  double,  frame  dwelling  houses. 

1  28  room  3  story  frame  boarding  house. 

3  water  tanks.    Total  capacity  105,000  Gals. 

This  mine  is  intended  to  become  in  time  one  of  the  largest  coal  producers  in 
this  state.  The  system  of  mining  adopted  has  been  approved  by  the  State 
Mining  Department.  This  mine  is  well  managed  and  is  being  operated  in 
compliance  with  the  requirement  of  the  law. 

M.  W.  Head.  General  Superintendent,     M.   E.   Adams,  Mine  Foreman. 

Fairmont,  W.  Va.  Dan  Purcell,  Mine  Foreman. 

O.  E.  Hughs,  Superintendent,  J.  B.  Stevenson.  Fire  Boss. 

BaracTcsville,  W.  Va.  A.  E.  Atkinson,  Fire  Boss. 

Geo.  W.  Arzt,  Fire  Boss. 
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JAMISON  COAL  &  COKE  COM  I' ANY. 
Farmington,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  122.  Jamison  No.  8  {Formerly  George*  Creek  Coal  &  Iron  Company) — 
Pittsburg  Scam. — This  is  a  shaft  mine  of  the  twin  type,  located  at>  Farmington, 
on  the  B.  &  O.  E.  R.,  on  the  Grafton  and  Wheeling  Division.  Depth  of  shaft 
255  feet  to  the  bottom  of  coal,  which  is  eight  feet  thick,  of  excellent  quality, 
and  is  mined  on  the  double  entry  system.  Undercutting  is  done  with  pick 
and  compressed  air  punchers.  Blasting  with  permissible  explosive,  and  haul- 
ing to  shaft  bottom  with  compressed  air  locomotives.  Seven  competent  shot- 
firers  are  employed.  The  roof  is  unsound  in  several  sections,  but  timbering  is 
very  good.  Also  drainage  is  good.  Ventilation  produced  by  a  twenty-two  foot 
diameter  blow  fan  is  satisfactory,  however,  improvements  are  made,  such  as 
relining  of  air  shaft,  building  of  evercast  and  concrete  stoppings.  Coal  dust 
is  not  allowed  to  accumulate,  but  what  little  remains  is  properly  watered  down 
by  forcing  exhaust  steam  into  the  intake  air.  Percentages  of  moisture  in 
different  sections  of  the  mine  are  ascertained  periodically,  and  recorded  by  the 
mine  foreman  and  the  district  mine  inspector.  Analyzing  the  mine  air  is 
done  periodically  by  the  District  Mine  Inspector.  Locked  safety  lamps  are 
used  exclusively.  "Four  compentent  fire  bosses  are  employed.  The  following 
improvements  have  been  made  inside  and  outside  of  this  mine. 

New  steel  head  frame  at  tipple. 

40  Beehive  coke  ovens. 

500  ton  washed  slack  bin. 

2700  Amp.  Generator. 

Electric  Coke  Oven  Larry. 

18  room  boarding  house. 

Water  works  and  fire  protection  for  all  tenements. 
Eight  300  H.  P.  boilers  vertical  water  tubes. 

One  high  stage  air  compressor  which  supplies  pneumatic  power  for  two 

20  ton  and  four  7%  ton  mine  locomotives. 
New  power  building  60  ft.  x  150  ft. 
100  individual  railroad  cars. 
Robbing   of   pillars   is   receiving   careful    attention.    The   necessary  pre- 
cautions were  taken  to  prevent  accidents  to  employees.      This  mine  is  well 
managed,  and  the  requirements  of  the  law  are  complied  with  in  every  respect. 
M.  W.  Head,  General  Superintendent,     M.  E.  Quenon,  Mine  Foreman. 

Fairmont,  W.  Ya.  E.  L.  Griffith.  Mine  Foreman. 

G.  M.  Musgrave,  Superintendent,  Ed.  Capet,  Fire  Boss. 

Farmington.  W.  Va.  W.  Beuglass,  Fire  Boss. 

D.  Thomas,  Fire  Boss-. 
A.  T.  Hall,  Fire  Boss. 

JAMISON  COAL  &  COKE  COMPANY. 
Farmington,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  123.  Jamison  No.  6  and  Chatham  Shaft. — Pittsburg  Seam. — Shaft. — 
This  mine  is  located  two  miles  north  of  Farmington.  on  a  branch  line  of  the 
Baltimore  &  Ohio  Railroad,  on  the  Grafton  &  Wheeling  Division.    Depth  of 
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shaft  322  feet  to  bottom  of  coal,  which  is  8  feet  6  inches  thick,  and  of  first 
class  quality.  The  coal  is  mined  on  the  double  entry  system,  undercut  with 
compressed  air  punchers,  blasted  with  permissible  explosives,  and  hauled  to 
shaft  bottom  with  compressed  air  locomotives.  The  ventilation  is  good.  A 
reversible,  blowing,  fan  of  twenty-three  feet  diameter  driven  by  a  26  in.  x  24  in. 
steam  engine  supplies  ample  ventilation.  Moisture  in  the  mine  workings  is 
well  maintained,  and  is  in  compliance  with  the  requirements  of  the  law.  It 
is  done  by  forcing  steam  into  the  intake  air.  Gases  are  liberating,  but  the 
proper  precautions  are  taken  to  prevent  accumulations  by  ventilation.  Locked 
safety  lamps  are  used  exclusively.  Seven  competent  shot-firers  are  employed, 
and  arc  on  duty  day  and  night.  Modern  machinery  has  been  installed,  first 
class  work  has  been  done  and  consists  of  tho  following: 

All  mine  buildings  are  of  brick  construction.  The  tipple  is  constructed  of 
steel  throughout.  The  cages  are  of  self-dumping  type  and  substantially 
built.  The  coal  handling  and  preparing  machinery  is  first  class.  Six  grades 
of  coal  are  being  prepared  for  the  market.  The  hoisting  engines  are  of  the 
first  motion  type,  size  24  in.  x  36  in.,  drums  are  seven  feet  diameter  and 
grooved  for  1*4  in.  rope.  The  power  house  is  equipped  with  a  1600  H.  P. 
boiler  capacity,  and  feed  water  is  heated  in  a  large  heater  of  closed  type. 
Further,  several  compressors  for  high  and  low  pressure  air  and  a  15  K.  W. 
125  volts  generator  for  lighting  purposes  are  in  operation.  This  plant  has 
three  shafts,  of  which  two  are  for  coal  hoisting  and  the  other  for  the  main  in- 
let, ingress  and  egress  for  men  and  for  handling  supplies.  The  town  is  com- 
posed of  a  large  store,  a  four  room  school  house  constructed  of  brick,  one 
church,  thirty  double  and  twenty-four  well  constructed  miners  homes,  and  three 
homes  for  officials.  This  plant  appears  modern  in  every  respect.  Coal  ship- 
ments have  considerably  increased  during  the  past  year.  This  mine  is  in- 
tended to  become  in  time  one  of  the  largest  coal  producers  in  this  state.  A 
system  of  mining  is  being  used  which  has  been  approved  by  the  State  Mining 
Department.  The  requirements  of  the  law  are  complied  with.  This  mine  is 
well  looked  after,  and  a  spirit  of  harmony  prevails  between  operator  and 
miners. 

M.  W.  Head,  General  Superintendent,     Joe  Green,  Mine  Foreman, 

Fairmont,  TV.  Ya.  E.  L.  Griffiths,  Mine  Foreman. 

George  Morris,  Superintendent.  J.  H.  Parrish,  Fire  Boss. 

Farmington.  W.  Va.  Benj.  Wakefield,  Fire  Boss. 

A.  Sturm,  Fire  Boss. 
F.  G.  Lough,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY.  INC. 
Barnesville,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.   124.    Consolidation  No.  38. — Pittsburg  Seam. — Shaft. — This  mine  is 
located  at  Barnesville,  on  the  Grafton  and  Wheeling  Division  of  the  B.  &  O. 
R.  R.    Mining  in  a  seven  foot  seam  of  excellent  coal,  on  the  double  entry 
system.    A  large  percentage  of  the  coal  mined  is  from  pillars.  Undercutting 
is  done  with  pick  and  electric  chain  machines,  blasting  with  permissible  ex- 
plosives and  is  hauled  to  shaft  bottom  with  electric  motors.    Roof,,  timbering 
and  drainage  are  good.    Ventilation  is  produced  by  a  reversible  blowing  fan 
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of  twenty  feet  in  diameter  which  gives  good  results.  Gases  are  liberating, 
but  special  care  is  taken  to  render  these  harmless  by  ventilation.  Examination 
of  the  mine  air  is  made  periodically.  Results  of  these  tests  are  furnished  the 
operating  officials  on  a  regular  form.  These  reports  are  carefully  examined 
for  any  irregularities  in  the  quantities  of  air  in  each  split;  of  the  atmosphere 
becoming  dry  and  dusty;  or  of  any  increase  in  mine  gases.  Coal  dust  ie  no1 
allowed  to  accumulate,  but  what  little  remains  after  loading  it  out  is  properly 
watered  down  by  proper  regulation  of  steam  induced  into  the  intake  air. 
Splendid  results  have  been  obtained  by  this  process  of  moistening  the  interior 
of  the  mine.  A  number  of  well  constructed  miners  homes  have  been  completed. 
A  new  substation  containing  150  K.  W.,  rotary  converters  and  three  K.  V.  A., 
transformers  were  erected,  to  furnished  power  for  the  mines,  satisfactory  re- 
sults have  been  obtained.  The  air  shaft  on  Buffalo  Creek  has  been  completed 
and  the  ventilation  on  the  north  side  of  the  mine  been  changed.  The  shaft 
is  substantially  built  of  concrete  and  equipped  with  iron  ladder.  A  new  emer- 
gency outlet  was  provided  on  the  south  side,  by  the  purchase  of  the  property 
and  shaft,  which  formerly  was  operated  by  P.  M.  Hoge.  A  chemical  fire 
engine  has1  been  placed  near  the  shaft  bottom  for  inside  mine  fire  protection. 
Besides  the  usual  improvements  such  as  concrete  stoppings  and  overcasts  have 
been  built.  Precautionary  measures  are  used  by  officials  to  protect  employees 
against  accidents.  This  mine  is  well  managed  and  operated  in  compliance  with 
the  requirements  of  the  mining  laws. 

H.  H.  Watson,  General  Manager.  Hayes  Gaskins,  Mine  Foreman. 

Fairmont,  W.  Va.  Gents  Ratke,  As.st.  Mine  Foreman. 

J.  J.  Brennen,  Superintendent,  John  Jack,  Fire  Boss. 

Fairmont,  W.  Va.  H.  IT.  Sapp,  Fire  Boss. 

J.  J.  Carskadon,  Fire  Boss. 


DAKOTA  COAL  &  COKE  COMPANY. 
Sparlan,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  125.  Dakota  No.  2. — Pittsburg  Seam. — Shaft. — This  mine  is  located  at 
Sparlan,  two  miles  north  of  Fairmont,  on  the  Paw  Paw  Branch  of  the  B.  &  O. 
R.  R.  Depth  of  shaft  is  194  feet.  The  coal  is  nine  feet  thick  and  of  excellent 
quality.  Mining  has  been  abadoned  in  No.  1  mine,  in  the  Sewickley  coal, 
August  31,  1910.  Compressed  air  punchers  are  used  for  undercutting  the 
coal,  the  latter  is  blasted  with  permissible  explosives,  and  hauled  to  the  shaft 
bottom  with  string  team,  one  shot-firer  is  employed.  The  roof  is  good,  and 
timbering  is  carefully  attended  to.  Drainage  and  ventilation  are  also  good. 
A  reversible  blowing  fan  of  twelve  feet  diameter  is  producing  ample  ventilation. 
Gases  are  liberating,  accumulations  are  prevented.  A  competent  fire  boss  is 
employed.  Analyses  of  the  mine  are  made  periodically  by  the  District  Mine 
Inspector,  for  small  percentages  of  explosive  gases.  Also  readings  to  determine 
the  percentage  of  humidity.  Open  lights  are  used.  Na  fatal  accidents  have 
occurred  at  this  mine  during  the  past  year,  largely  due  to  precautions  exer- 
cised by  officials  and  employees.    A  new  tipple,  several  steam  boilers,  overcasts 
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brick  stoppings,  miners  homes,  etc.,  have  been  completed.    The  requirements 
of  the  mining  laws  are  complied  with.    This  mine  is  well  managed. 
Edgar  B.  Rowe,  Superintendent.  Hugh   Myers,   Mine  Foreman. 

Fairmont,  TV.  Va.  (P.  0.  Box  464)  E.  C.  SlDEWELL,  Fire  Boss. 
Dakota  Mines  M.  F.  D.  No.  2. 

NEW  CENTRAL  COAL  COMPANY. 
Baxter,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  126.  Stafford  Mine. — Pittsburg  Scam. — Shaft. — This  mine  is  located 
at  Baxter,  on  the  Paw  Paw  Branch  of  the  B.  &  0.  R.  R.,  operating  in  an  eight 
foot  seam  of  coal,  of  first  class  quality,  at  a  depth  of  256  feet,  on  the  double 
entry  system.  The  coal  is  mined  with  pick  compressed  air  chain  and  puncher 
machines,  blasted  with  permissible  explosive  and  hauled  to  shaft  bottom  with 
compressed  air  locomotives.  This  system  of  hauling  coal  is  economical  and 
proving  very  satisfactory.  Roof  and  timbering  are  good  and  carefully  looked 
after.  As  there  is  little  water  in  the  mine,  drainage  is  a  minor  problem. 
Ventilation  has  been  very  good  during  the  past  year,  and  is  supplied  by  a 
reversible  fan-blowing,  of  sixteen  feet  diameter.  Explosive  gases  are  liberat- 
ing, but  the  necessary  precautions  are  taken  to  render  it  harmless  by  venti- 
lation. Competent  fire  bosses  are  on  duty  day  and  night,  exchanging  sections 
every  week,  this  is  being  done  to  guard  against  any  oversight  of  these  bosses. 
Locked  safety  lamps  are  used  exclusively.  Coal  dust  is  loaded  out  as  far  as 
practical,  and  the  remainder  is  thoroughly  watered  down  by  forcing  exhaust 
steam  into  the  intake  air.  The  percentage  of  moisture  in  the  interior  of  the 
mine  are  ascertained  with  psychrometer  periodically,  by  the  mine  foreman  and 
district  mine  inspector.  Usual  improvements  such  as  concrete  stoppings  and 
overcasts  have  been  made.  The  officials  have  been  fortunate  in  not  having  to 
report  loss  of  life  during  the  past  year,  which  in  a  large  measure  is  due  to 
care  exercised  by  officials  and  employees.  This  mine  is  in  first  class  condition, 
and  the  requirements  of  the  law  are  complied  with  in  every  particular. 
Duncan  Sinclair,  General  Supt..  Thomas  Gleason,  Mine  Foreman. 

Fairmont,  TV.  Va.  Steve  Sandor,  Asst.  Mine  Foreman. 

George  S.  Phillips,  Superintendent.       David  Davis,  Asst.  Mine  Foreman. 
Baxter,  TV.  Va.  John  Hornyack,  Fire  Boss. 

Chas.  Green.  Fire  Boss. 

FEDERAL  COAL  &  COKE  COMPANY. 
Granttown,  W.  Va. 
General  Offices  of  Company,  Boston,  Mass.    (Ill  Devonshire  Street.) 
No.  12.    Federal  No.  1. — Pittsburg  Seam. — Shaft. — This  is  a  shaft  mine 
located  at  Granttown,  on  the  Paw  Paw  Branch  of  the  B.  &  O.  R.  R.    Depth  of 
shafts  256  feet.    Excellent  seam  of  coal,  eight  feet  thick,  is  mined  on  the 
double  entry  system.    Undercutting  is  done  with  pick  and  compressed  air 
machines,  blasting  with  permissible  explosives,  and  hauling  to  shaft  with 
electric  motors.    Competent   shot-firers  are  employed.    Roof,  timbering  and 
drainage  are  good.    The  quantity  of  air  produced  by  an  eight  foot  diameter 
reversible  fan,  blowing,  connected  by  48  in.  belt  to  a  26  in.  x  42  in.  engine, 
has  been  largely  increased  during  the  past  year,  and  is  good.    Explosive  gases 
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are  liberating,  but  the  proper  precautions  are  taken  to  render  these  harmless, 
by  ventilation.  Competent  fire  bosses  are  on  duty  day  and  night.  Locked 
safety  lamps  are  used  exclusively.  Coal  dust  is  loaded  out  and  what  is  left  is 
thoroughly  watered  down  by  forcing  exhaust  steam  into  the  intake  air.  The 
percentage  of  moisture  in  the  interior  of  the  mine  are  ascertained  by  the  use 
of  the  psychrometer  twice  weekly,  and  reported  by  the  mining  engineers  of  the 
company,  also  by  the  district  mine  inspector  at  every  inspection. 

IMPROVEMENTS. 
Surface. 

1  8  ft.  Eeversible  Fan,  belt  driven,  connected  by  48  in.  belt  to  26  x  42  engine. 
Maximum  capacity  325000  cu.  ft.  of  air  per  minute  with  7  in.  water  gauge. 

Under  Construction. 

2  300  horse  power  boilers.  A  30  ft.  brick  addition  to  boiler  house.  1  Cross 
Compaund  Lowt  Stage  Air  Compressor  22  x  36  x  32  x  20  x  36  in.  stroke. 
Capacity  3300  cu.  ft.  per  minute,  also  24  ft.  brick  addition  to  power  house. 

Buildings  and  Dwellings. 
Completed  two  8  room  frame  houses  for  officials  and  one  church.  Under 
construction,  one  12  room  Superintendent's  house  and  two  6  room  houses  for 
officials. 

Underground. 

Replaced  wood  timbering  and  supports  as  approach  to  shaft  bottom  by  con- 
crete walls  and  steel,  1  beam  for  a  distance  of  200  feet. 
Added  to  haulage  equipment  75  new  steel  cars. 
Built  77  permanent  masonry  stoppings  and  8  overcasts. 

This  mine  is  well  managed,  and  operated  in  compliance  with  the  requirements 
of  the  law. 

J.  W.  Devision,  Superintendent,  J.  M.  McKenna,  Mine  Foreman. 

Granttoww.  W.  Va.  J.  H.  Powell.  Asst.  Mine  Foreman. 

Chas.  Wilhelm,  Assistant  M.  F. 
A.  E.  Rothlisberger.  Fire  Boss. 
James  Murphy.  Fire  Boss. 
Ed.  Winning.  Fire  Boss. 

PARKER  RUN  COAL  &  COKE  COMPANY. 
Rivesville,  W.  Va. 
No.  128.  Parker  Run. — Sewickley  Seam. — Drift. — This  *nine  is  located  one- 
fourth  mile  north  of  Eivesville,  on  the  Monongahela  river.  The  Sewickley 
seam  of  coal,  of  good  quality,  six  feet  thick  is  mined  on  the  double  entry  sys- 
tem. Undercutting  is  done  with  compresised  air  puncher  machines,  blasting 
with  black  pow^der,  and  hauled  to  the  tipple  with  string  teams.  Shot-firing 
is  done  under  direction  of  mine  foreman.  Roof,  timbering  and  drainage  are 
good,  also  ventilation  produced  by  an  eighteen  foot  diameter  blow  fan.  Gases 
are  liberating  in  small  qunantities,  but  the  necessary  precautions  are  taken 
to  render  it  harmless  by  ventilation.  Fire  boss  is  employed.  Open  lights  are 
used.  This  mine  had  been  idle,  resumed  operations  July  10,  1911.  Coal  dust 
is  thoroughly  watered  down,  by  forcing  exhaust  steam  into  the  intake  air. 
The  percentages  of  moisture  in  the  interior  of  the  mine  are  determined  by  the 
use  of  the  psychrometer,  and  recorded  by  the  district  mine  inspector.  Prior 
to  July  1912,  all  coal  shipments  were  made  by  river,  but  arrangements  have 
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been  made  for  shipment  by  rail.  Improvements  on  tipple,  ventilation  and 
drainage  have  been  made.  Also  the  railroad  tracts  under  coal  tipple  have 
been  completed.  A  new  boiler  has  also  been  installed.  This  mine  is  in  good 
condition.    The  law  is  complied  with. 

J.  H.  Martin,  Superintendent,  W.  F.  Ash,  M.  F.  and  Fire  Bo&s. 

Rivc&mlle,  TV.  Va. 

THE  CONSOLIDATION  COAL  COMPANY,  INC. 
Montana,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  129.  Consolidation-  No.  24. — Pittsburg  Seam. — Drift. — This  mine  is 
located  at  Montana,  on  the  Connellsville  Branch  of  the  B.  &  O.  R.  R.,  operat- 
ing in  a  seven  foot  seam  of  excellent  coal.  The  coal  is  mined  on  the  double 
entry  system,  with  pick  and  electric  chain  machines.  A  large  percentage  of 
pillar  coal  ha  sbeen  mined.  Electric  motors  and  endless  rope  deliver  the  coal 
to  the  tipple.  Black  powder  is  used  for  blasting,  and  the  latter  is  done  un- 
der direction  of  mine  foreman  and  assistant.  The  roof  is  bad  in  places,  tim- 
bering is  very  good.  Drainage  is  good,  and  has  been  much  improved  during 
the  past  year.  Ventilation  produced  by  a  twenty  foot  diameter  exhaust  fan 
gives  satisfactory  results.  No  explosive  gases  have  ever  been  liberating,  and 
open  lights,  mostly  carbides  are  used.  Coal  dust  is  loaded  out  as  far  as 
practical  and  what  remains  is  thoroughly  watered  down  by  forcing  exhaust 
steam  into  the  intake  air.  The  safety  of  employees  is  carefully  looked  after. 
An  emergency  outlet  was  made  at  the  rear  end  of  the  mine,  by  driving  into 
Consolidation  73  Mine.  A  7  ton  electric  locomotive  has  been  installed.  The 
mine  opening  was  reconstructed  and  made  of  concrete  and  steel.  Also  a  new 
blacksmith's  shop  was  built.  The  fan  has  been  reconstructed.  This  mine  is 
well  managed  and  operated  in  compliance  with  the  requirements  of  the  law  in 
every  particular. 

H.  H.  Watson.  General  Manager,  George  TTamrick,   Mine  Foreman. 

Fairmont.  TV.  Va. 
H.  M.  Smith,  Superintendent. 
Montana.  TV.  Va. 

THE  PITTSBUF.G  STEAM  COAL  COMPANY. 
Montana,  W.  Va. 
General  Office  of  Company,  Fairmont.  W.  Va. 
No.  130.    Elizabeth  Mine. — Pittsburg  Seam*. — Drift. — This  mine  is  located 
one-half  mile  north  of  Montana,  on  the  Connellsville  Branch  of  the  B.  &  O. 
R.  R.,  operating  in  an  eight  foot  seam  of  splendid  coal,  on  the  double  entry 
system.    Undercutting  coal  is  done  with  picks,  blasting  with  black  powder, 
and  hauling  to  incline  with  string  team.    Copper  tamping  bars  and  needles  are 
used.    Shot-firing  is   directed  by  the  mine  foreman.    Roof,  timbering  and 
drainage  are  good..    Natural  ventilation  is  good  owing  to  favorable  elevation 
between  inlet  and  return  air  ways,  and  as  no  gases  have  been  detected  liber- 
ating, open  lights  are  used,  mostly  carbides.    Coal  dust  is  loaded  out  as  far 
as  practical,  and  what  remains  is  thoroughly  watered  down.    This  mine  is 
well  managed,  in  good  condition,  and  operated  in  compliance  with  the  require- 
ments of  the  law  in  every  particular. 

Joseph  R.  Bailey,  General. Manager.     Sam  Winnie,  Gen.  Mine  Foreman. 
Fairmont,  TV.  Va.  Eli  Stewart,  Mine  Foreman. 
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TEE  VIRGINIA  &  PITTSBURG  COAL  &  COKE  COMPANY. 

RlVESVILLE,    W.  VA. 

No.  131.  Morgan  Mine. — Pittsburg  Seam. — Drift. — This  is  a  new  mine. 
Located  one  and  one-fourth  mile  north  of  Bivesville  rtn  the  Monongahela  river. 
The  first  shipments  of  coal  were  made  July  5,  1911.  The  coal  is  from  Bev<  o 
to  eight  feet  in  thickness  and  of  the  highest  grade.  The  coal  is  mi  nod  with 
picks,  blasted  with  black  powder  and  hauled  to  railroad  with  string  leams. 
Shot  firing  is  directed  by  the  mine  foreman.  Roof  and  drainage  are  good. 
Ventilation  is  produced  by  a  twelve  ft.  diameter  reversible  fan,  blowing,  and 
is  good.  Open  lights  are  being  used.  No  explosive  gases  have  been  detected 
liberating.  Coal  dust  is  loaded  out  as  far  as  practical,  but  what  little  remains 
is  thoroughly  saturated  by  forcing  exhaust  steam  into  the  intake  air.  The 
permanent  tipple  has  been  completed,  and  is  well  arranged  for  dumping  and 
preparing  the  coal  for  the  market.  Railroad  tracks,  miners  homes,  store  and 
other  necessary  equipment  has  been  completed.  This  plant  appears  attractive" 
in  every  respect.  Improvements  inside  of  the  mine  such  as  overcasts,  fire  proof 
stoppings,  etc.,  have  been  made.  Due  to  careful  management,  no  accidents 
have  occurred.  This  mine  is  in  first  class  condition  and  the  law  complied  with 
in  every  respect. 

R.  M.  Hite.  General  Manager.  C.  L.  Larew,  Mine  Foreman. 

Fairmont.  W.  Va. 
M.  C.  Hite,  Superintendent. 

Rivesville,  TV.  Ya. 

CATAWBA  COAL  &  COKE  COMPANY. 
Catawba,  W.  Va. 
General  Office  of  Company,  Connellsville,  Pa. 
No.  132.    Catawba  Mine. — Pittsburg  Seam. — This  is  a  Drift  mine,  located 
at  Catawba,  on  the  Connellsville  Branch  of  the  B.  &  O.  R.  R.    A  seven  foot 
seam  of  high  grade  coal  is  mined  on  the  double  entry  system.  Undercutting 
coal  is  done  with  picks,  no  blasting  is  done.    Hauling  is  done  with  string 
teams  to  top  of  incline.    Shot-firing  is  done  under  direction  of  mine  foreman. 
Natural  ventilation  is  good  owing  to  favorable  elevation  between  main  intake 
and  return,  also  timbering  is  very  good,  drainage  is  good.    Open  lights  are 
used,  as  there  is  no  gas  liberating.    Coal  dust  is  well  watered.    This  mine  is 
operated  in  compliance  with-  the  requirements  of  the  mining  law  in  every  par- 
ticular.   Fortunately  no  accidents  have  occurred  at  this  mine  during  the  past 
year,  which  is  largely  due  to  careful  management. 

J.  J.  Buttermore.  President.  G.    T.   Rodeheaver,  Mine  Foreman. 

Connellsville,  Pa. 
G.  T.  Rodeheaver,  Superintendent, 

Catawba.  TV.  Ya. 

THE  CONSOLIDATION  COAL   COMPANY,  INC. 
Scottdale.  W.  Va. 
General  Office  of  Company,  Fairmont,  "vv*.  Va. 
No.   133.    Consolidation  No.   45. — Pittsburg   Seam. — Drift. — This  mine  is 
located  at  Scottdale.  on  the  Connellsville  Branch  of  the  B.  ft  O.  R,  R,  A 
splendid  seam  of  coal  seven  feet  thick  is  mined  on  the  double  entry  system. 
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Undercutting  coal  is  done  with  picks  and  electric  chain  machines,  blasting  with 
black  powder,  and  hauling  to  railroad  with  string  teams  and  endless  rope. 
Shot-firing  is  directed  by  the  mine  foreman.  Roof  and  timbering  are  good. 
Natural  ventilation  is  also  good,  owing  to  very  favorable  elevation  between  the 
main  intake  and  return  air  ways.  This  mine  is  naturally  wet,  owing  to  water 
entering  through  breaks  in  robbings.  Open  lights  are  used  exclusively.  A 
large  percentage  of  the  work  is  pillar  robbing,  and  the  recovery  of  coal  has 
been  good.  The  officials  have  been  fortunate  in  not  having  to  report  the  loss 
of  life  during  the  past  year,  largely  due  to  good  management.  The  require- 
ments of  the  law  are  complied  with,  and  the  mine  is  in  good  condition. 
H.  H.  Watson,  General  Manager,  C.  E.  Swisher,  Mine  Foreman. 

Fairmont,  TV.  Va. 
W.  N.  Hess,  Superintendent, 

Scott  dale,  TV.  Va. 

THE  CONSOLIDATION  COAL  COMPANY,  INC. 
Adamston,  W.  Va. 
No.  134.  Consolidation  No.  82.  (Nicholas  Farm) — Pittsburg  Seam. — Drift. 
This  mine  is  located  at  Adamston,  W.  Va.,  on  the  B.  &  O.  Ry.,  operating  a 
seven  foot  seam  of  coal.  This  is  a  very  small  mine  employing  from  one  to 
two  miners  and  does  not  come  under  the  jurisdiction  of  the  Department  of 
Mines. 

The  entire  output  is  used  for  domestic  purposes. 
IT.  H.  Watson,  General  Manager, 
Fairmont,  TV.  Va. 
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GENERAL  SUMMARY  FOR  THE  SECOND  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1912. 


COUNTY. 

No.  of  Openings. 

No.  of  Persons  Killed. 

EMPLOYES. 

Production  of 

Inside. 

Outside. 

Coal.  Coke. 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

1 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,000  lbs. 

Harrison..  ... 

66 
1 
3 
5 
1 

14 
.... 

879 
40 
57 
37 
40 

1,467 

451 

1,113 
12 
10 

25 
6 

3,910 
52 
93 
116 
46 

852 
10 
28 
22 
9 

852 
10 
28 
25 
9 

4,762 
62 
121 
141 

55 

4,529,344 
40,057 
37,091 
46,135 
52,358 

Lewis   

Upshur  

22 
35 

4 

19 

Nicholas  

Greenbrier  

Total  

3. 

3,113 

76 

15 

1,053 

1,524 

474 

1,156 

4,217 

921 

3 

924 

5,141 

4,704,984 

3,113 

Department  of  Mines,  State  of  West  Virginia. 

Office  of  Second  District  Mine  Inspector. 
Clarksburg,  W.  Va.,  Aug.  27,  1912. 

Hon.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  have  the  honor  to  submit  for  your  consideration,  in  compliance 
wih  the  Law,  my  Annual  Eeport  as  District  Mine  Inspector  for  the  Second 
Mining  District  of  West  Virginia  for  the  year  ending  June  30,  1912. 

While  this  District  is  composed  of  several  counties  which  are  centrally  located 
in  this  State,  a  large  majority  of  the  operating  mines  are  confined  to  Harrison 
County  and  are  operating  the  Pittsburg  Seam  of  coal,  which  is  a  valuable 
coal  for  steam,  domestic  and  coking  purposes. 

All  reports  of  inspections,  official  visits,  and  accidents  for  the  past  year  have 
been  forwarded  to  your  office.  I  am  pleased  to  report  to  you  that  the  operators, 
mine  officials  and  miners  in  most  cases,  have  cheerfully  and  vigilantly  co- 
operated with  the  Mine  Department  during  the  past  year  in  the  prevention 
of  accidents,  and  to  one  who  is  familiar  with  all  the  dangers  incident  to  coal 
mining  in  this  District,  I  feel  that  the  past  year's  record  should  be  rather 
gratifying,  and  I  desire  to  express  to  all  parties  who  have  thus  aided  rue  my 
■full  appreciation  and  thanks. 

The  matter  which  is  giving  the  most  concern  in  the  prevention  of  mine 
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disasters  in  this  District  is  the  numerous  high  pressure  gas  wells  which  have 
either  penetrated  the  mines  or  are  in  dangerous  proximity  thereto.  This  con- 
dition prevails  throughout  this  (Harrison)  County  and  requires  the  utmost 
vigilance  to  prevent  disasters  from  happening  from  gas  escaping  into  the  mines 
from  defective  casings,  etc.  Nearly  all  the  Mine  Foremen  in  this  District  hold 
certificates  of  competency  from  the  Mine  Department  and  the  mines  as  a  rule, 
are  carefully  managed  in  compliance  with  Law  and  good  mining  practices.  We 
can  attribute  the  increased  interest  of  the  Mine  Foremen  and  Fire  Bosses  in 
caring  for  the  safety  of  the  mines  to  no  other  cause  than  to  your  ruling  that 
they  convince  you  of  their  competency  by  passing  an  examination  before  hold- 
ing these  responsible  positions. 

The  number  and  si2e  of  the  mines  in  this  District,  with  the  other  duties  im- 
posed by  Law  on  the  Inspector,  make  it  impossible  for  him  to  comply  fully 
with  Section  two  of  the  State  Mine  Law. 

All  the  new  mines  opened  during  the  past  year  in  this  District,  you  will  find 
described  under  the  head  of  the  description  of  mines  in  the  Second  District 
except  two  which  at  this  time  are  grading,  etc.,  and  have  not  reached  that 
stage  of  development  to  justify. 

In  conclusion,  I  again  desire  to  extend  to  the  Operators,  Mine  Officials  and 
coal  miners  of  this  District,  my  sincere  thanks  for  assistance  rendered  me  in 
having  he  Law  complied  with. 

I  also  desire  to  thank  you  and  the  other  officials  connected  with  your  office 
for  the  ma-ry  courtesies,  advice  and  assistance  rendered  me  during  the  past 
year. 

Yours  very  truly, 

Frank  E.  Parsons, 

Inspector  Second  District. 

HARBISON  COUNTY. 
MARION  GAS  COAL  COMPANY. 
P.  O.  Enterprise,  W.  Va. 
Bingamon  Mine — Pittsburg  Seam — Drift,  Electric  Retard. 
No.  201.    This  mine  is  located  20  miles  north  of  Clarksburg,  W.  Va.,  on  the 
West  Side  of  the  West  Fork  River,  this  stream  being  spanned  by  a  steel  via- 
duct and  the  coal  is  hauled  across  the  river  where  it  is  dumped  into  the  rail- 
road cars.    The  mine  is  opened  up  on  the  double  entry  system  and  the  ventila- 
tion is  produced  by  a  large  centrifugal  fan,  and  if  properly  distributed,  is  good 
throughout  the  entire  development.    The  roof  is  of  the  usual  character  over- 
lying the  Pittsburg  Seam,  which  requires  careful  timbering.     The  mine  is 
inclined  to  be  dry  and  dusty  in  sections  and  which  necessitates  artificial  wet- 
ting.   Explosive  gas  liberates  at  some  of  the  working  faces  in  small  quanti- 
ties, but  has  been  well  cared  for  by  sufficient  ventilation.    The  coal  is  undercut 
by  electric  machines  of  the  chain  type  and  is  hauled  to  the  foot  of  the  retard 
plane  by  electric  motor.    The  voltage  being  500,  is  excessive  smd  dangerous 
in  case  of  contact  with  electric  wires.    However,  the  wires  are  well  hung  and 
the  attention  of  the  Company  has  been  repeatedly  called  to  the  danger  of  the 
contact  with  these  wires.    Permissible  explosives  are  used  exclusively  to  blast 
the  coal.    However,  these  explosives  are  not  handled  in  a  safe  manner  on  the 
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outside,  in  as  much  as  they  have  not  yet  built  a  magazine.    The  attention  of 
the  Company's  officials  have  been  called  to  this  matter  by  the  Inspector.  Other- 
wise State  Mine  Laws  are  being  observed.    The  capacity  of  this  mine  increases 
with  the  developments  made  on  the  inside.    Drainage  is  good. 
Alex  Coulter,  General  Manager.  A.  S.  Parrlsh,  Mine  Foreman. 

J.  B.  Waitman,  Superintendent.  John  Bovdo,  Mine  Foreman. 

A.  S.  Parrish,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Enterprise,  W.  Va. 
No.  202.  Consolidated  No.  49 — Pittsburg  Seam — Slope. — This  mine  is  located 
19  miles  north  of  Clarksburg,  W.  Va.,  on  the  banks  of  the  West  Fork  River  on 
the  M.  R.  Division  of  the  B.  &  O.  Railroad.  The  main  openings  are  on  the 
triple  entry  system,  while  the  other  face  and  room  entries  are  being  developed 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  large  centrifugal 
fan  with  direct  steam  connections.  It  is  conducted  to  the  working  faces  by 
substantial  stoppings,  over-casts,  etc.,  the  most  of  which  are  constructed  of 
non-combustible  material,  and  is  good  throughout  the  working  section  of  the 
mine.  The  roof  is  of  a  rather  dangerous  character  which  requires  careful 
daily  attention  as  to  timbering  in  the  working  places.  Traces  of  gas  have  been 
found  liberating  heretofore  at  some  of  the  advanced  working  faces.  How- 
ever, the  quantity  is  very  small  and  was  well  cared  for  by  sufficient  ventila- 
tion. The  coal  is  undercut  by  electric  chain  machines  and  by  picks.  It  is 
blasted  by  both  permissible  and  black  powder.  It  is  gathered  by  mules  and 
horses  to  the  side  tracks  and  from  there  it  is  hauled  to  the  foot  of  the  slope 
by  electric  motors.  The  dust*  is  being  cared  for  by  artificial  wetting  in  the 
dry  sections  of  the  mine.  State  Mine  Laws  are  being  observed.  The  capacity 
of  this  mine  is  about  1500  tons  daily.  The  drainage  is  good. 
H.  H.  Watson,  Manager.  Thos.  Smith,  Mine  Foreman. 

11.  C.  Ice,  Superintendent.  John  Walters,  Mine  Foreman. 

John  A.  Harlow,  Fire  Boss. 

W.  A.  Evans,  Fire  Boss. 

C.  N.  Reeves,  Fire  Boss. 

B.  F.  Pigott,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va. 
No.  203.  Consolidated  No.  65 — Pittsburg  Seam — Drift. — This  mine  is  locat- 
ed on  the  West  Fork  River  15  miles  north  of  Clarksburg,  W.  Va.,  on  the  M.  R. 
Branch  of  the  B.  &  O.  Railroad.  The  main  openings  are  made  on  the  tripple 
entry  system  while  the  other  face  and  room  entries  are  being  developed  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  centrifugal  fan  with 
direct  steam  connections  and  is  conducted  to  the  working  faces  by  means  of 
substantial  stoppings,  over-casts,  etc.,  the  most  of  which  are  constructed  of 
non-combustible  material.  The  roof  is  of  the  usual  character  overlying  the 
Pittsburg  Seam  in  this  region  which  requires  careful  timbering  to  prevent  acci- 
dents. Small  quantities  of  gas  liberate  at  some  of  the  advanced  working  faces, 
which  is  being  cared  for  by  sufficient  ventilation.    The  coal  is  undercut  by  elec- 
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trie  machines  and  hauled  to  the  endless  rope  by  electric  motor  where  it  is 
hoisted  to  the  tipple  and  dumped  into  railroad  cars.  Dust  is  being  cared  for. 
The  coal  is  blasted  by  both  permissible  and  black  powder.  State  Mine  Laws 
are  being  observed.  The  capacity  of  this  mine  is  about  800  tons  daily.  The 
drainage  is  good. 

H.  H.  Watson,  Manager.  U.  B.  Blakesmith,  Mine  Foreman. 

J.  H.  Nuzum,  Superintendent.  William  Lewis,  Mine  Foreman. 

J.  E.  Mason,  Fire  Boss. 

Glen  Toothman,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Gypsy,  W.  Va. 
No.  204.  Consolidated  No.  21 — Pittsburg  Seam — Drift. — This  mine  is  locat- 
ed on  the  West  Fork  River  12  miles  north  of  Clarksburg,  W.  Va.,  on  the  M.  R. 
Division  of  the  B.  &  O.  railroad.  The  main  openings  are  developed  on  the 
triple  entry  system  while  the  other  face  and  room  entries  are  developed  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  large  centrifugal  fan 
With  direct  steam  connections  and  is  distributed  to  the  working  faces  by  means 
of  substantial  stoppings,  over-casts,  etc.,  the  majority  of  which  are  constructed 
of  non-combustible  material.  The  roof  is  of  the  usual  nature  overlying  the 
Pittsburg  Seam  which  requires  careful  daily  attention  as  to  timbering  in  the 
working  places  to  prevent  accidents.  Small  quantities  of  gas  liberate  at  a  few 
of  the  working  faces,  which  is  being  well  cared  for  by  sufficient  ventilation. 
The  coal  is  undercut  by  machines  of  the  electric  type  and  with  picks.  It  is 
being  blasted  by  both  permissible  and  black  powders.  It  is  being  gathered  to 
the  side  tracks  by  horses  and  mules  and  from  there  it  is  hauled  to  the  junction 
on  the  inside  with  electric  motors  and  from  there  to  the  tipple  by  means  of 
endless  rope  and  grip  cars.  State  Mine  Laws  are  being  well  observed.  The 
capacity  of  this  mine  is  about  600  tons  daily.  Drainage  has  been  greatly  im- 
proved and  is  good  at  this  time. 

H.  H.  Watson,  Manager.  Luther,  King,  Mine  Foreman. 

A.  V.  Morgan,  Superintendent.  F.  E.  Girod,  Mine  Foreman. 

Wyatt  Roush,  Mine  Foreman. 

Ellsworth  Tucker,  Asst.  M.  Foreman 

John  Quinn,  Fire  Boss. 

Godfrey  Shaffer,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Gypsey,  W.  Va. 
No.  204.  Consolidated  No.  77 — No.  7  Mine — Pittsburg  Seam — Drift. — This 
mine  is  located  on  the  West  Fork  River  12  1-2  miles  north  of  Clarksburg,  W. 
Va.,  on  the  M.  R.  Division  of  the  B.  &  O.  railroad.  It  is  opened  up  on  the 
double  entry  system  and  the  ventilation  is  produced  by  a  7  foot  disc  fan  with 
electric  connections,  which  is  being  distributed  to  the  working  places  by  a  sys- 
tem of  substantial  stoppings,  doors,  etc.,  and  is  good  throughout  the  develop- 
ment. The  roof  requires  careful  daily  attention  as  to  timbering  to  prevent  ac- 
cidents. The  coal  is  undercut  by  electric  machines  and  by  picks.  It  is  gathered 
to  the  side  tracks  by  mules  and  horses  and  from  there  it  is  hauled  to  the  june- 
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tion  in  No.  21  mine,  these  two  mines  being  connected  under  ground.  From 
there  it  is  hoisted  and  dumped  in  connection  with  the  output  of  No.  21.  'V races 
of  explosive  gas  have  been  discovered  liberating  from  the  faces  in  some  of  the 
places  heretofore.  However,  the  quantity  is  very  small  and  well  cared  for. 
No  dust  found.  The  coal  is  blasted  by  both  permissible  and  black  powder. 
State  Mine  Laws .  are  being  observed.  The  capacity  of  this  mine  is  about 
600  tons  daily.    The  drainage  is  good. 

H.  H.  Watson,  Manage):  F.  E.  Girod,  Mine  Foreman. 

A.  V.  Morgan,. Superintendent.  Wyatt  Eoush,  Mine  Foreman. 

Jack  Summers,  Asst.  M.  Foreman. 

John  Quinn,  Fire  Boss. 

Godfrey  Shaffer,  Fire  Boss. 

%  THE  CONSOLIDATION  COAL  COMPANY. 

P.  O.  Meadowbrook,  W.  Va. 
No.  205.  Consolidated  No.  55 — No.  1  Mine — Pittsburg  Seam — Drift. — This 
mine  is  located  on  Simpson  Creek  9  miles  north  of  Clarksburg,  W.  ATa.,  on  a 
branch  of  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the 
double  entry  system  and  the  ventilation  at  this  time  is  produced  by  a  large 
centrifugal  fan  with  direct  steam  connections.  This  -fan  has  been  installed  dur- 
ing the  past  year.  The  ventilating  current  is  conducted  to  the  working  faces 
by  means  of  substantial  stoppings,  over-casts,  etc.,  and  is  good  throughout  the 
development.  The  roof  is  of  a  very  treacherous  nature  in  some  sections  of  this 
mine,  especially  along  the  Main:  Haulway,  which  requires  special  attention  as 
to  timbering.  No  gas  liberates  and  no  dust  of  dangerous  character  found. 
The  coal  is  undercut  by  electric  machines  and  picks.  It  is  blasted  by  black 
powder  and  some  permissible  powders  are  used  also.  The  coal  is  gathered  to  the 
side  tracks  by  means  of  mules  and  horses  and  from  there  it  is  hauled  to  the  tip- 
ple by  electric  motor  where  it  is  dumped  into  Railroad  cars.  State  Mine  Laws 
are  being  observed.  The  capacity  of  this  mine  is  600  tons  daily.  The  drainage 
is  a  little  difficult,  yet  fairly  good. 

H.  H.  Watson,  Manager.  C.  D.  Powell,  Mine  Foreman. 

Thos.  Jarrett,  Jr.,  Superintendent. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Meadowbrook,  W.  Va. 
No.  205.  Consolidation  No.  55 — No.  2  Mine — Pittsburg  Seam — Drift. — This 
mine  is  located  9  miles  north  of  Clarksburg,  W.  Va.,  on  Simpson  Creek  and  is 
connected  underground  with  No.  1  mine.  The  ventilation  at  this  mine  is  pro- 
duced by  the  large  fan  described  in  the  report  on  No.  1  mine.  This  mine  is 
practically  at  this  time  a  section  only  of  No.  1  mine,  it  being  under  the  same 
management  and  practically  the  same  conditions  prevailing  as  described  in  the 
report  of  No.  1  mine.    Drainage  is  good. 

H.  H.  Watson,  Manager.  C.  D.  Powell,  Mine  Foreman. 

Thos.  Jarrett,  Jr.,  Superintendent. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Glen  Falls,  W.  Va. 
No.  206.    Consolidation  No.  27 — Pittsburg  Seam — Drift  This  mine  is  locat- 
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ed  on  the  West  Fork  River  5  miles  north  of  Clarksburg,  W.  Va.,  on  the  M.  R. 
Division  of  the  B.  &  O.  Railroad.  The  main  openings  are  developed  on  the 
triple  entry  system  while  the  room  entries  are  developed  on  the  double 
entry  system.  The  ventilation  is  produced  by  a  centrifugal  fan  with 
electric  connections.  It  is  conducted  to  the  working  places  by  means  of  sub- 
stantial stoppings,  over-casts,  etc.,  and  is  good  throughout  the  development. 
No  gas  is  found,  nor  dust  of  any  consequence.  The  roof  requires  careful  atten- 
tion as  to  timbering  to  prevent  accidents.  The  coal  is  undercut  by  picks  and 
electric  machines.  It  is  blasted  by  permissible  and  black  powder,  gathered 
to  the  side  tracks  on  the  interior  by  horses  and  mules  and  from  there  it  is 
hauled  by  electric  motor  to  the  tipple  where  it  is  dumped  into  railroad  cars. 
State  Mine  Laws  are  being  observed.  The  capacity  of  this  mine  is  about  800 
tons  daily.    The  drainage  is  good. 

IT.  II.  Watson,  Manager.  WALTER  Miller,  Mine  Foreman* 

Luke  Murray,  Supt.  Wm.  Ashcraft,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 

P.  O.  Haywood,  W.  Va. 

No.  207.  Consolidated  No.  54 — Pittsburg  Seam — Drift  Engine  Plane. — This 
mine  is  located  on  the  West  Fork  River  12  miles  north  of  Clarksburg,  W.  Va., 
on  a  branch  off  of  the  Short  Line  Division  of  the  B.  &  O.  Railroad.  The  de- 
velopment is  made  on  the  double  entry  system  and  the  ventilating  current  is 
produced  by  a  centrifugal  fan  with  direct  steam  connection.  It  is  conducted 
to  the  working  places  by  means  of  stoppings,  doors,  etc.  The  roof  is  unusually 
bad  and  requires  very  careful  attention  as  to  timbering  to  prevent  accidents. 
The  coal  is  undercut  by  electric  machines  and  by  picks  and  is  blasted  by  per- 
missible explosives  and  some  black  powder  is  also  used.  It  is  gathered  to  the 
rope  by  horses  and  mules  where  it  is  lowered  by  engine  plane  to  the  tipple 
and  dumped  into  railroad  cars.  Slight  traces  of  gas  have  been  discovered 
liberating  at  some  of  the  working  faces,  but  these  are  being  taken  care  of  by 
sufficient  ventilation.  No  dust  of  dangerous  character  is  found  in  the  mine 
at  this  time.  States  Mine  Laws  are  being  observed.  The  capacity  of  this  mine 
is  about  700  tons  daily.  The  drainage  is  difficult  in:  some  sections,  yet  fairly 
good. 

H.  H.  Watson,  Manager.  John  Nolan,  Mine  Foreman. 

A.  C.  Ice,  Superintendent.  Oliver  Bush,  Mine  Foreman. 

Mike  Sangelo,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Adamston,  W.  Va. 
No.  208.  Consolidation  No.  62 — Pittsburg  Seam — Drift  Incline. — This  mine 
is  located  on  the  West  Fork  River  2  1-2  miles  West  of  Clarksburg,  W.  Va.,  on 
the  Short  Line  Division:  of  the  B.  &  O.  Railroad.  It  is  developed  on  the  double 
entry  system.  A  10  foot  disc  fan  produces  the  ventilating  current  which  is 
conducted  to  the  Avorking  places  by  substantial  stoppings,  over-casts,  etc.  The 
roof  in  some  sections  of  the  mine  is  very  bad  and  requires  very  careful  atten- 
tion to  prevent  accidents  from  falls  of  slate.  Some  gas  has  been:  found  liberat- 
ing, which  is  being  aken  care  of  by  sufficient  ventilation.    No  dust  of  dangerous 
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character  found  in  the  mine.  The  coal  is  undercut  by  machines  of  the  electric 
chain  type  and  is  hauled  by  mules  and  horses  to  the  head  of  the  plane  where 
it  is  lowered  by  traction  to  the  tipple  and  dumped  into  the  Kailroad  cars. 
Blasting  is  done  principally  with  permissible  explosives.  State  Mine  Laws  are 
being  observed.  The  capacity  of  this  mine  is  about  500  tons  daily.  The  drain- 
age is  bad  in  some  of  the  important  working  sections. 
H.  H.  Watson,  Manager.  Dan  Oldroyd,  Mine  Foreman. 

C.  E.  Gaskill,  Superintendent.  J.  Windon,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  R.  F.  D. 
No.  209.  Consolidation  No.  32 — No  1  mime — Pittsburg  Seam — Drift. — This 
mine  is  located  18  miles  north  of  Clarksburg,  W.  Va.,  on  Mud  Lick  Run  on  a 
branch  off  of  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  The  main  entries 
are  being  developed  on  the  triple  system  while  the  room  entries  are  developed 
on  the  double  system.  The  ventilation  is  produced  by  a  large  centrifugal  'fan 
with  direct  steam  connections.  It  is  being  conducted  to  the  working  faces  by 
means,  of  substantial  stoppings,  over-casts,  etc.,  and  is  ample  throughout  the 
development.  The  roof  is  of  the  usual  character  overlying  the  Pittsburg  Seam, 
Avhich  requires  careful  timbering  to  prevent  accidents.  No  gas  has  been  found 
within  the  past  year.  In  some  sections  of  the  mine  a  little  dust  is  found  which 
is  being  cared  for.  The  coal  is  undercut  by  electric  machines.  It  is  blasted 
by  both  permissible  and  black  powder.  It  is  hauled  to  the  tipple  by  electric 
motors,  and  is  dumped  into  the  railroad  cars.  State  Mine  Laws  are  being  ob- 
served. The  capacity  of  this  mine  is  from  1200  to  1500  tons  daily.  The  drain- 
age is  good  throughout. 

H.  H.  Watson,  Manager.  E.  G.  Vincent,  Mine  Foreman. 

Josiah  Keely,  Superintendent.  W.  E.  Shuttleworth,  Asst.  M.  F. 

TEE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  R.  F.  D. 
No.  209.  Consolidation  No.  32 — No.  2  mine — Pittsburg  Seam — Drift. — This 
mine  is  located  18  miles  north  of  Clarksburg,  W.  Va,,  on  Mud  Lick  Run  on  a 
branch  off  of  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  The  ventilation  is 
produced  by  a  7  foot  disc  fan  of  the  Stine  type  with  electrit,  connections.  It 
is  conducted  to  the  working  faces  by  servicable  stoppings,  over-casts,  etc.  The 
roof  is  carefully  looked  after  as  to  timbering  to  prevent  accidents.  The  coal  is 
undercut  by  electric  machines.  It  is  blasted  by  both  permissible  and  black 
powders  and  is  hauled  to  the  No.  1  tipple  via  bridge  spanning  the  ravine, 
where  it  is  dumped  into  railroad  cars  in  connection  with  the  output  of  No.  1 
mine.  Dust  is  looked  after  and  no  gas  found  in  the  mine.  State  Mine  Laws 
are  observed.  The  capacity  of  the  mine  is  about  1200  tons  daily.  The  drainage 
is  good  throughout. 

H.  H.  Watson,  Manager,  E.  G.  Yincent,  Mine  Foreman. 

Josiah  Keely,  Superintendent.  W.  E.  Shuttleworth,  Asst.  M.  F. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Wilsonburg,  W.  Va. 
No.  210.   Consolidation  No.  35 — 1,  2,  3  and  4  mines — Pittsburg  Seam — Drift. 
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These  mines  are  located  5  miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkers- 
burg  Branch  of  the  B.  &  O.  Railroad.  The  No.  4  mine,  the  one  which  is  now 
operating,  is  opened  up  on  the  double  entry  system.  The  ventilation  at  the 
present  time  is  being  produced  by  an  electric  fan  (there  is  also  another  fan 
installed  at  this  mine  which  was  formerly  used  to  ventilate  the  workings,  which 
has  direct  steam  connections).  The  ventilating  current  is  conducted  to  the 
working  faces  by  means  of  substantial  stoppings,  over-casts,  etc.,  and  is  good 
throughout  the  development.  No  gas  is  found,  and  no  dust  of  any  consequence. 
The  coal  is  undercut  by  both  electric  chain  machines  and  compressed  air  punch- 
ers. It  is  gathered  to  the  side  tracks  by  mules  and  horses  and  from  there  dur- 
irg  the  latter  part  of  the  year  it  has  been  hauled  by  electric  motor  to  the 
tipple,  where  it  is  dumped  into  the  railroad  cars.  Permissible  explosives  are 
used  exclusively  to  blast  the  coal.  State  Mine  Laws  are  being  observed.  This 
mine  is  capable  of  producing  1200  tons  daily.  The  drainage  is  good  in  all 
working  sections. 

II.  II.  Watson,  Manager.  Paul  Girod,  Mine  Foreman. 

L.  E.  Dorsey,  Superintendent.  J.  T.  Martin,  Mine  Foreman. 

.  Loc  k  Vincent,  Fire  Boss. 

W.  M.  Bennett,  Fire  Boss. 

THE  COXSOLIDATION  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va.,  R.  P.  D. 
No.  21 L  Consolidation  No.  29 — Pittsburg  Seam — Drift. — This  mine  is 
located  2  miles  East  of  Clarksburg,  W.  Va.,  on  the  Parkersburg  Branch  of  the 
B.  &  O.  Railroad.  It  is  developed  on  the  double  entry  System  and  the  ventila- 
tion is  produced  by  a  centrifugal  fan  with  steam  connection  and  is  conducted 
to  the  working  faces  by  a  system  of  substantial  stoppings,  over-casts,  etc.  The 
roof  is  of  the  usual  character  overlying  the  Pittsburg  Seam,  which  requires 
careful  attention  as  to  timbering  to  prevent  accidents  from  falls  of  slate. 
Small  quantities  of  gas  liberated  heretofore  from  some  of  the  working  faces, 
which  was  taken  care  of  by  sufficient  ventilation.  The  coal  is  undercut  by 
compressed  air  machines  of  the  puncher  type,  which  will  be  displaced  by  elec- 
tric machines.  .  It  is  gathered  and  hauled  to  the  rope  by  means  of  horses 
and  mules  and  from  there  it  is  hauled  to  the  outside  via  engine  plane  to  the 
tipple  where  it  is  dumped  into  railroad  cars.  Both  permissible  and  black  pow- 
der is  used  to  blast  the  coal.  State  Mine  Laws  are  being  observed.  This  mine 
is  capable  of  producing  1500  tons  daily.  The  drainage  is  good  in  working- 
places. 

H.  H.  Watson,  Manager.  Mike  Rooney,  Mine  Foreman. 

A.  W.  Rapp,  Superintendent. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va.,  R.  F.  D. 
No.  212.  Consolidation  No.  58 — Pittsburg  Seam — Drift. — This  mine  is 
located  on  the  Parkersburg  Branch  of  the  B.  &  O.  Railroad  11-2  miles  East  of 
Clarksburg,  W.  Va.  The  mine  is  opened  on  the  double  entry  system  and  the 
ventilation  is  produced  byan  electric  fan  of  the  disc  type  which  is  conducted 
to  the  working  faces  by  substantial  stoppings  and  is  good  throughout  the 
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development.  The  roof  requires  careful  daily  attention  to  prevent  accidents 
in  the  working  places.  The  coal  is  undercut  by  electric  machines,  gathered  to 
the  side  tracks  by  mules  and  horses  and  hauled  to  the  outside  by  electric 
motor,  where  it  is  hoisted  on  to  the  tipple  by  electric  retard  and  dumped  into 
railroad  cars.  No  gas  is  found  and  the  mine  is  practically  free  from  duel  of 
a  dangerous  character.  State  Mine  Laws  are  observed.  Both  permissible  and 
black  powders  are  used  to  blast  the  coal.  This  mine  is  capable  of  producing 
1000  tons  daily.    The  drainage  is  good  throughout. 

H.  H.  Watson,  Manager.  George  Brooks,  Mine  Foreman. 

A.  W.  Eapp,  Superintendent.  L.  E.  Henderson,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Lewis,  W.  Va. 
No.  213.    Consolidation  No.  46 — Pittsburg  Seam — Drift  Incline. — This  mine 
is  located  on  the  West  Fork  Eiver  6  miles  South  of  Clarksburg,  W.  Va.,  on  the 
W.  Va.  &  P.  Division  of  the  B.  &  O.  Railroad.    It  was  formerly  being  developed 
on  the  double  entry  system  and  the  ventilation  was  produced  by  an  electric 
fan.    The  mine  has  been  abandoned  during  the  past  year. 
H.  H.  Watson,  Manager. 
Lowell  Childs,  Superintendent. 
L.  C.  Keener,  Superintendent. 

SWIGEE  COAL  COMPANY. 
(Changed  to  Johnson-Mclntire  Coal  Co.) 
P.  O.  Rosebud,  W.  Va. 
No.  214.    Gilbert  Mine — Pittsburg  Seam — Drift  Incline. — This  mine  is  locat- 
ed on  Ten  Mile  Creek  14  1-2  miles  North-west  of  Clarksburg,  W.  Va.,  un  the 
Short  Line  Division  of  the  B.  &  O.  Railroad.    The  development  is  made  on  the 
double  entry  system  and  the  ventilation  is  produced  by  natural  and  by  furnace. 
Wooden  stoppings  are  used  to  conduct  the  current  to  the  working  faces.  The 
roof  is  unusually  bad  and  requires  very  careful  attention  daily  as  to  timbering. 
No  gas  or  dust  in  the  mine.    The  undercutting  is  done  by  picks.    The  coal  is 
blasted  by  permissible  explosives  and  hauled  to  the  head  of  the  plane  by  mules 
and  horses  where  it  is  lowered  to  the  tipple  and  dumped  into  railroad  cars. 
State  Mine  Laws  are  observed.    This  mine  is  capable  of  producing  200  tons 
daily  and  will  increase  as  developments  are  made.    The  drainage  is  difficult  in 
some  working  places. 

Stanley  Swiger,  Supt.  and  General  Manager,  for  Swiger  Coal  Co., 

George  Austin,  Supt.  and  General  Manager  for  the  Johnson-Mclntire  Coal  Co. 

Cam  Swiger,  Mine  Foreman. 

John  Anderson,  Mine  Foreman. 

DANIEL  COAL  COMPANY. 

P.  O.  LUMBERPORT,  W.  Va. 

No.  215.  Goclce  No.  2  mine — Pittsburg  Seam — Drift  Incline. — This  mine  is 
located  12  3-4  North-West  of  Clarksburg,  W.  Va.,  on  Ten  Mile  Creek  on  the 
Short  Line  Division  of  the  B.  &  O.  Railroad.  The  development  is  on  the 
double  entry  system  and  the  ventilating  current  is  produced  naturally,  as  there 
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are  numerous  holes  to  the  outcrop  and  the  development  is  small.  The  roof  is 
bad  and  requires  careful  attention!  as  to  timbering.  No  gas  or  dust  found  in 
the  mine.  The  coal  is  undercut  by  picks,  hauled  to  the  head  of  the  plane  by 
mules  and  horses  and  lowered  by  traction  to  the  tipple  where  it  is  dumped  into 
railroad  cars.  State  Mine  Laws  are  being  observed.  The  capacity  of  this  mine 
is  about  200  tons  daily.  The  drainage  is  good. 
V.  E.  Gocke,  General  Manager  and  Superintendent. 

L.  L.  Gibson.  Mine  Foreman. 

IT.  L.  Huber,  Mine  Foreman. 

O.  A.  Gray,  Mine  Foreman. 

DUQUESNE  COAL  COMPANY. 
P.  O.  Reynoldsville,  W.  Ya. 
No.  216.    Phoenix  Mine — Pittsburg  Seam — Slope. — This  mine  is  located  7  1-2 
miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkersburg  Branch  of  the  B.  &  O. 
Railroad.    It  is  opened  up  on.  the  double  entry  system.    The  ventilation  is  pro- 
duced by  a  disc  fan  with  steam  connections  and  is  conducted  to  the  working 
faces  by  wooden  stoppings.    The  roof  is  unusually  bad  and  requires  very  care- 
ful attention  as  to  timbering.    Gas  liberates  at  some  of  the  advanced  working 
faces.    This  mine  has  operated  very  irregularly  during  the  past  year.    The  In- 
spector has  had  some  difficulty  in  having  the  law  complied  with.    On  account  of 
the  numerous  falls,  etc.,  it  is  hard  to  estimate  the  capacity  of  the  mine.  The 
drainage  is  bad  in  some  sections. 
Charles.  T.  Moore,  General  Manager. 

M.  Mannix,  Supt.. and  Mine  Foreman.     J.  H.  Gray,  Fire  Boss. 
James  Howe,  Sitpt.  and  Mine  Foreman.     Tom  McDonnell,  Fire  Boss. 

OER  COAL  MINING  COMPANY. 
P.  O.  Wilsonburg,  W.  Va. 
No.  217.  Miller  No.  1  Mine — Pittsburg  Seam — Drift  Incline. — This  mine  is 
located  4  miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkersburg  Branch  of  the 
B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system.  The  ventila- 
tion is  produced  by  furnace  and  also  by  natural  means  as  there  are  numerous 
holes  to  the  outside.  The  roof  is  very  bad  and  requires  very  careful  daily  at- 
tention at  to  timbering  to  prevent  accidents.  No  gas  or  dust  found.  The  coal 
is  undercut  by  picks,  and  very  little  blasting  is  required  to  dislodge  the  coal. 
It  is  gathered  and  hauled  to  the  head  of  the  plane  by  horses  and  mules  where  it 
is  lowered  o  the  foot  of  the  hill  by  traction  plane  and  from  there  it  is  hauled 
to  the  tipple  by  steam  locomotive  and  dumped  into  railroad  cars.  This  mine 
has  operated  very  irregular  during  the  past  year.  The  capacity  of  the  mine  is 
small  and  hard  to  estimate  on  account  of  abnormal  conditions,  etc.  The  drain- 
age is  good. 

J.  M.  Orr,  General  Manager. 

F.  E.  Dayvson,  Supt.  and  Mine  Foreman.  1 
William  Reid,  Supt.  and  Mine  Foreman. 

OUR  COAL  MINING  COMPANY. 
P.  O.  Wilsonburg,  W.  Va. 
No.  217.    Miller  No.  2  mine — Pittsburg  Seam — Drift  Incline. — This  mine  is 
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located  4  miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkersburg  Branch  of  the 
B.  &  O.  Railroad.  The  openings  are  made  on  the  double  entry  system.  The  ven- 
tilation for  the  greater  part  of  last  year  was  produced  by  natural  means,  but  at 
the  present  time  is  being  produced  by  a  disc  fan  with  electric  connetions,  and 
is  conducted  to  the  working  faces  by  wooden  stoppings.  The  roof  is  very  bad 
and  requires  very  careful  attention  as  to  timbering  to  prevent  accidents.  No 
gas  or  dust  in  dangerous  quantities  found  in  the  mire.  The  coal  is  under- 
cut by  electric  machine  of  the  chain  type,  gathered  and  hauled  to  the  head  of 
the  plane  by  horses  and  mules  and  from  there  it  is  lowered  to  the  foot  of  the 
hill  by  traction  plane  and  hauled  in  conjunction  with  the  output  of  No.  1  mine 
by  steam  locomotive  to  the  tipple  and  dumped  into  railroad  cars.  The  capacity 
of  this  mine  is  about  400  tons  daily.  Some  little  trouble  has  been  exeperienced 
in  having  the  State  Mine  Laws  observed.  The  drainage  is  bad  along  haulway. 
J.  M.  Orr,  General  Manager. 
F.  E.  Datvson,  Supt.  and  Mine  Foreman. 

MADEEIA -HILL-CLABK  COAL  COMPANY. 
P.  O.  Wilsonburg,  W.  Va. 
No.  218.  Randolph  Mine — Pittsburg  Seam — Drift. — This  mine  is  located  6 
miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkersblurg  Branch  of  the  B.  &  O. 
Railroad.  The  main  entries  are  developed  on  the  triple  entry  system.  The 
room  entries  developed  on  the  double  entry  system.  The  ventilation  for  the 
greater  part  of  the  year  was  produced  by  a  small  high  speed  fan  of  the  J.  R. 
Robinson  type  with  steam  connections.  This  -fan  being  temporarily  installed 
until  such  time  as  the  Company  could  make  the  necessary  openings  for  the 
permanent  installation  of  a  large  centrifugal  fan,  which  is  now  in  operation. 
The  ventilating  current  is  conducted  to  the  working  places  by  means  of  sub- 
stantial stoppings,  over-cast,  etc.  The  roof  is  bad  and  requires  careful  atten- 
tion as  to  timbering.  No.  gas  liberates  in  the  mine.  Some  sections  are  inclined 
to  be  dry  and  dusty  and  requires  attention  as  to  wetting.  The  coal  is  undercut 
by  machines  of  both  types-compressed  air  and  electric.  Permissible  explosives 
are  used  to  blast  the  coal.  It  is  gathered  to  the  side  tracks  on  the  inside  by 
horses  and  mules  and  from  there  it  is  hauled  to  the  tipple  by  electric  motor  and 
dumped  into  Railroad  cars.  State  Mine  Laws  are  observed.  This  mine  is  cap- 
able of  producing  about  1500  tons  daily.  The  drainage  is  good. 
John  A.  Clark,  General  Manager.  A.  G.  Coburn,  Mine  Foreman. 
J.  M.  Hicks,  Superintendent.  W.  H.  Artis,  Mine  Foreman. 

MADEEIA-HILL-CLAEK  COAL  COMPAXY. 
P.  O.  Wilsonburg,  W.  Va. 
No.  219.  New  ChieftonMine. — Pittsburg  Seam. — Drift.. — This  mine  is  lo- 
cated 6  miles  West  of  Clarkesburg  on  the  Parkersburg  Branch  of  the  0.  &  O. 
Railroad.  It  is  opened  up  on  the  double  entry  system.  The  ventilation  is  pro- 
duced by  a  centrifugal  fan  with  steam  connection.  This  mine  has  been  operated 
but  very  little  during  the  pas  year,  and  at  this  time  is  not  in  operation.  The 
roof  is  very  bad. 

There  are  numerous  falls  at  the  present  time  by  reason  of  irregular  operation. 
When  the  mine  is  in  operation,  the  coal  is  undercut  by  electric  marines  and 
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hauled  to  the  tipple  by  electric  motor.  This  is  a  twin  tipple  which  spans  the 
ravine  which  separates  this  mine  from  the  Randolph  mine.  It  is  dumped  into 
Eailroad  cars  in  connection  with  the  output  of  Randolph  mine  over  the  same 
tipple.  State  mine  Laws  were  observed.  On  account  of  the  condition  of  the 
mine  at  the  present  time,  the  capacity  cannot  be  estimated.  The  drainage  is 
bad  at  present. 

John  A.  Clark,  General  Manager.  A.  G.  Coburn,  Mine  Foreman. 
J.  M.  Hicks,  Superintendent.  W.  H.  Artis,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Haywood,  W.  Va. 
No.  220.  Consolidation  No.  32. — Pittsburg  Scam. — Drift.  This  mine  is  lo- 
cated on  the  West  Fork  Hi  ver  12  miles  North  of  Clarksburg,  W.  Va.,  on  a 
branch  off  of  the  Short  line  Division  of  the  B.  &  O.  Railroad.  It  is  developed 
on  the  double  entry  system.  The  ventilating  current  is  produced  by  a  disc 
fan  with  electric  connections  and  is  conducted  to  the  working  places  by  means  of 
substantial  stoppings,  over-casts,  etc.  The  roof  is  unusually  bad  and  requires 
careful  attetion  as  to  timbering.  Traces  of  gas  have  heretofore  been  found 
liberating  at  some  of  the  facts.  However,  the  quantity  was  small  and  wras 
being  cared  for  with  sufficient  ventilation.  No  dust  of  any  consequence.  The 
coal  is  undercut  with  electric  machines,  gathered  to  the  side  tracks  by  horses 
and  mules  from  where  it  is  hauled  by  electric  motor  to  the  tipple  and  dumped 
into  Railroad  cars.  State  Mine  Laws  are  being  observed.  This  mine  is  capable 
of  producing  600  tons  daily.  Permissible  explosives  are  being  used  to  blast  the 
coal.  The  drainage  is  good. 
H.  H.  Watson,  Manager. 

A.  C.  Ice,  Superintendent.  Lawrence  Dent,  Mine  Foreman. 

Walter  F.  Rowe,  Mine  Foreman. 
Harry  Vandervort,  Fire  Boss. 
John  E.  Dent,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va.,  R.  F.  D. 
No.  221.  Consolidation  No.  25. — Pittsburg  Seam. — Drift.  This  mine  is  lo- 
cated in  the  suburbs  of  Clarksburg,  W.  Va.,  Imile  East  of  the  Court  House 
on  the  Parkersburg  Branch  of  the  B.  &  O.  Railroad.  The  main  entries  are 
developed  on  the  tipple  entry  system  while  other  face  entries  and  all  of  the 
room  or  butt  entries  are  being  developed  on  the  double  system.  The  ventilation 
is  produced  by  a  large  fan  with  steam  connections.  It  is  conducated  to  the 
working  places  by  means  of  substantial  stoppings,  over-casts,  etc.,  and  is  good 
throughout  the  working  section  of  the  mine.  The  roof  is  rather  good  for  that 
overlying  the  Pittsburg  Seam  of  coal  in  this  Region  and  is  well  looked  after 
as  to  the  timbering  to  prevent  accidents.  No  gas  found,  nor  dust  of  any  con- 
sequence. The  coal  is  undecut  by  elecric  machines  and  is  blasted  by  both  black 
powder  and  permissible  explosives.  It  is  gathered  and  hauled  to  the  side 
tracks  on  the  interior  with  mules  and  horses  and  from  there  to  the  junction  with 
electric  motors.  From  there  it  is  hoisted  via  engine  plane  to  the  tipple  by  means 
of  endless  rope  and  grip  cars.    State  Mine  Laws  are  well  observed.    The  capac- 
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ity  of  this  mine  is  about  1800  tons  daily.    The  drainage  is  difficult,  yet  kepi 
in  as  good  condition  as  possible. 
H.  H.  Watson,  Manager. 

John  Biggins,  Superintended  I .  Thomas  Pollo<  k,  Mime  Foreman. 

Walter  Jennings,  Asst.  M.  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Farnum,  W.  Va. 
No.  222.    Consolidation  No.  33 — PitMburg  Seam. — Drift  Incline.    This  mine 
is  located  on  the  West  Fork  River  6^  miles  North  of  Clarksburg,  W.  Va.,  on 
the  M.  E.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  on  the  double  entry 
system.    The  ventilating  current  is  produced  by  a  disc  fan  with  electric  con 
nections.    It  is  conducated  to  the  working  faces  by  means  of  substanital  stop- 
pings, over-casts,  etc.,  and  is  good  throughout  the  development.    The  roof  is 
of  the  usual  dangerous  character  which  overlies  the  Pittsburg  Seam  and  re- 
quires careful  daily  attention  as  to  timbering  to  prevent  accidents.     No  gas  is 
found  and  but  very  little  dust.    The  coal  is  undercut  by  electric  machines  and 
picks  and  is  blasted  with  both  black  powder  and  permissible  explosives.    It  is 
gathered  and  hauled  to  the  side  tracks  by  mules  and  from  there  by  electric 
motor  to  the  drift  mough  at  the  head  of  the  plane,  where  it  is  lowered  by 
traction  to  the  tipple  and  dumped  into  Bailroad  cars.    State  Mine  Laws  are 
being  observed.    This  mine  is  capable  of  producing  600  or  700  tons  daily.  The 
drainage  is  in  good  condition. 
H.  H.  Watson,  Manager. 

P.  J.  McAndrew,  Superintendent.         George  Kendrick,  Mine  Foreman. 

M.  A.  Haley,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  D.  Lewis,  W.  Va. 
No.  223.  Consolidation  No.  39. — Pittsburg  Seam. — Drift.  This  mine  is  lo- 
located  on  the  West  Fork  Biver  6%  miles  South  of  Clarksburg,  W.  Va.,  on  the 
W.  Va.  &  P.  Division  of  the  B.  &  O.  Bailroad.  The  openings  are  made  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  disc  fan  with  electric 
connections.  It  is  conducted  o  the  working  faces  by  substantial  stoppings,  over- 
casts, etc.,  and  is  fairly  good  throughout  the  development.  Some  gas  liberates 
from  some  of  the  working  faces.  The  quantity  is  small  however,  and  has  been 
looked  after  carefully.  The  roof  is  very  bad  and  requires  careful  attention  as 
to  timbering  to  prevent  falls  of  slate,  accidents  etc.  The  coal  is  undercut  by 
electric  machines  and  blasted  with  permissible  explosives.  It  is  gathered  and 
hauled  to  the  side  tracks  by  mules  and  horses  and  from  there  to  the  tipple, 
which  is  located  about  %  mile  from  the  drif  mouth,  by  electric  motor.  State 
Mine  Laws  are  being  observed.  The  mine  is  capable  of  producing  100  tons 
daily.    The  drainage  is  in  good  condition. 

H.  H.  Watson,  Manager.  W.  F.  Ash,  Mine  Foreman. 

L.  C.  Keener,  Superintendent.  T.  M.  Brown,  Mine  Foreman. 

Lowell  Childs,  Superintendent.  U.  B.  Blakesmith,  Mine  Foreman. 

F.  L.  Watson,  Fire  Boss. 

U.  B.  Blakesmith,  Fire  Boss. 

John  Jones,  Fire  Boss. 
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BIGHTEE  COAL  $  COKE  COMPANY. 
P.  O.  Lost  Creek,  W.  Va. 
No.  224.  Eighter  No.  1. — Bedstone  Seam — Drift  Incline.  This  mine  is  lo- 
cated 12%  miles  South  of  Clarksburg,  W.  Va.,  on  Lost  Creek.  It  is  opened 
up  on  the  double  entry  system.  The  ventilation  is  produced  by  a  disc  fan  and 
is  conducted  to  the  working  faces  by  means  of  substantial  stoppings.  The  roof 
as  usual,  overlying  this  seam  of  coal,  is  good,  except  where  clay  veins  are  en- 
countered and  in  these  places  the  roof  is  very  bad.  No  gas  liberates  from  the 
coal.  The  coal  is  undercut  by  picks,  gathered  by  mules  and  horses  to  the  head 
of  the  plane,  where  it  is  lowered  by  traction  and  dumped  into  railroad  cars. 
►State  Mine  Laws  are  being  observed.  The  capacity  of  this  mine  will  increase  as 
developments  are  made.    The  drainage  is  good. 

A.  C.  Lisenring,  General  Manager. 

B.  II.  Monroe,  Superintendent.  Grant  White,  Mine  Foreman. 

BIGHTEE  COAL     COKE  COMPANY. 
P.  O.  Lost  Creek,  W.  Va. 
No.  224.    Eight er  No.  2. — Pittsburg  Scam, — Drift.    This  mine  is  located 
12%  miles  south  of  Clarksburg,  W.  Va.,  on  Lost  Creek.    It  is  opened  up  on  the 
double  entry  system.    The  ventilation  so  far  has  been  produced  naturally  as  the 
development  is  very  small  and  but  very  little  work  done  during  the  past  year. 
At  this  time  this  mine  is  not  in  operation.    When  work  is  resumed  it  will  be 
carried  on  as  described  in  last  years'  report. 
A.  C.  Lisenring,  General  Manager. 

R.  II.  Monroe,  Superintendent.  Grant  White,  Mine  Foreman. 

EIGHTEB  COAL  $  COKE  COMPANY. 
P.  O.  Lost  Creek,  W.  Va. 
No.  224.  Bighter  No.  3. — Pittsburg  Seam. — Drift.  This  mine  is  located 
3%  miles  South- West  of  Clarksburg,  W.  Va.,  on  the  waters  of  Lost  Creek  on 
a  branch  off  of  the  W.  Va.  &  P.  Division  of  the  B.  &  O.  railroad.  There  has 
practically  no  work  been  done  at  this  mine  since  date  of  last  report.  When  work 
is  resumed/it  will  be  carried  on  as  reported  in  last  year's  report. 

A.  C.  Lisenring,  General  Manager. 

B.  H.  Monroe,  Superintendent.  Grant  White,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Viropa,  W.  Va. 
No.  225.  Consolidation  No.  40 — Pittsburg  Seam — Drift.  This  mine  is 
located  on  the  West  Fork  River  18  miles  north  of  Clarksburg,  W.  Va.,  on  th© 
M.  R.  Divison  of  the  B.  &  O.  railroad.  It  is  opened  up  on  the  double  entry 
S3rstem.  The  ventilation  is  produced  by  a  centrifugal  fan  with  electric  connec- 
tions. The  current  is  conducted  to  the  working  faces  by  substantial  stoppings, 
over-casts,  etc.  The  roof  is  of  the  usual  character  which  requires  very  careful 
daily  attention  as  to  timbering  to  prevent  falls,  accidents,  etc.  The  mine  is 
practically  free  of  gas  as  only  very  slight  traces  has  ever  been  found.  The  dust 
requires  some  attention.  The  coal  is  undercut  by  electric  machines  and  is 
blasted  by  both  permissible  and  black  powders.    It  is  gathered  and  hauled  to  . 
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the  side  tracks  by  horses  and  mules  and  from  there  to  the  tipple  by  electric 
motor  where  it  is  dumped  into  railroad  cars.  State  Mine  Laws  are  being  ob- 
served. The  capacity  of  this  mine  is  about  1200  tons  daily.  The  drainage  is 
good. 

H.  H.  Watson,  Manager. 

Bland  Courtney,  Superintendent.         Nathan  McMasters,  Mine  Foreman 

John  Quinn,  Mine  Foreman 
John  Quinn,  Fire  Boss. 
O.  M.  Vanscoy,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  R.  F.  D. 
No.  226.  Consolidation  No.  42 — Pittsburg  Seam. — Drift  Electric  Retard. 
This  mine  is  located  on  Robinsons  Run,  a  small  tributary  of  the  West  Fork 
River,  13%  miles  north  of  Clarksburg,  W.  Va.,  on  a  branch  off  of  the  Short 
Line  Division  of  the  B.  &  O.  railroad.  The  main  openings  are  developed  on  the 
tripple  entry  system  while  the  other  face  and  room  entries  are  developed  on  the 
double  entry  system.  The  ventilation  is  produced  (temporarily)  by  a  7  foot 
disc  fan  with  steam  connections.  However  ,  the  Company  at  the  end  of  this 
year,  is  going  to  install  a  large  fan.  The  current  is  conducted  to  the  working 
faces  by  good  substantial  stoppings,  over-casts,  etc.  The  roof  is  bad  in  some 
sections  of  the  mine  and  requires  very  great  attention  as  to  timbering  to  pre- 
vent falls,  accidents,  etc.  Gas  liberates  in  small  quantities  in  numerous  work- 
ing places  in  the  mine.  However  it  is  being  well  cared  for.  Dust  also  re- 
quires considerable  attention  to  prevent  dangerous  accumulations.  The  coal 
is  undecut  by  electric  machines  and  the  blasting  is  done  by  permissible  ex- 
plosives exclusively.  The  coal  is  gathered  and  hauled  to  the  side  tracks  on  the 
interior  by  mules  and  horses  and  from  here  to  the  retard  at  the  drift  mouth  by 
electric  motor,  where  it  is  hoisted  and  dumped  into  Railroad  cars.  State  Mine 
Laws  are  being  observed.  The  capacity  of  this  mine  is  about  1200  tons  daily. 
The  drainage  is  good. 
H.  H.  Watson,  Manager. 

J.  H.  Bainbridge,  Superintendent.        Adam  Gross,  Mine  Foreman. 

Luther  King,  Mine  Foreman 
Sam  Cunningham,  Fire  Boss. 
Arthur  Sturm,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Glen  Falls  W.  Va. 
No.  227.    Consolidation  No.  70. — Pittsburg  Seam. — Drift.    This  mine  is  lo- 
cated on  the  West  Fork  River  5  miles  North  of  Clarksburg,  W.  Va.,  on  the  M. 
R.  Division  of  the  B.  &  O.  railroad.    It  has  not  run  any  coal  during  the  past 
year. 

H.  H.  Watson,  Manager. 
Luke  Murray,  Superintendent. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Interstate,  W.  Va. 
No.  228.    Consolidation  No.  44. — Mine  No.  1. — Pittsburg  Seam — Drift  In- 
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cline.  This  mine  is  located  8  miles  South  of  Clarksburg,  W.  Va.,  on  Browns 
Creek  on  the  W.  Va.  &  P.  Division  of  the  B.  &  O.  railroad.  The  openings  are 
made  on  the  double  entry  system.  The  ventilation  is  produced  by  a  disc  fan 
with  electric  connections  and  is  conducted  to  the  working  places  by  substantial 
stoppings.  The  roof  is  rather  bad  and  requires  careful  attention  to  prevent 
falls,  accidents,  etc.  No  gas  liberates  and  no  dust  of  any  consequence.  The 
coal  is  undercut  by  electric  machines  and  gathered  and  hauled  to  the  head  of 
the  plane  by  horses  and  mules  and  from  there  it  is  lowered  by  1  taction  to  the 
tipple  and  dumped  into  railroad  cars.  State  Mine  laws  are  being  observed. 
Permissible  explosives  are  used.  The  capacity  of  this  mine  is  about  700  tons 
daily.  The  drainage  is  good. 
H.  H.  Watson,  Mana<n  r. 

G.  W.  Eliason,  Superintendent.  G.  W.  Eliason,  Mine  Foreman. 

P.  B.  Robinson,  Superintendent.  Nathan  McMasters,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
V.  O.  Glen  Falls  W.  Va. 
No.  229.  Consolidation  No.  48  Pittsburg  Seam. — Drift.  This  mine  is  lo- 
cated on  Fall  Run,  a  small  tributary  of  West  Fork  River,  3  miles  North  of 
Clarksburg,  W.  Va.,  on  a  branch  off  of  the  M.  R.  Division  of  the  B.  &  O.  Rail- 
road. It  is  opened  up  on  the  double  entry  system  and  the  current  which  ven- 
tilates the  mine  workings  is  produced  by  a  7  foot  disc  fan  with  electric  con- 
nections. It  is  conducted  to  the  working  faces  by  wooden  stoppings.  The  roof 
is  of  the  usual  characer  of  that  which  overlies  the  Pittsburg  Seam  and  requires 
careful  attention  as  to  timbering  to  prevent  accidents  from  happening  from 
falls  of  slate,  etc.  No  gas  of  any  consequence  ever  found  in  this  mine.  Dust 
is  being  cared  for.  The  coal  is  undecut  by  electric  machines  and  with  picks. 
It  is  gathered  and  hauled  to  the  side  tracks  on  the  interior  by  horres  and  mules 
and  from  there  to  the  tipple  by  electric  motor  where  it  is  dumped  into  Railroad 
cars.  Both  permissible  and  black  powders  used  to  blast  the  coal.  State  Mine 
Laws  are  being  observed.  The  capacity  of  this  mine  is  about  1000  tons  daily. 
The  drainage  is  difficult  in  sections,  yet  looked  after. 

H.  H.  Watson,  Manager. 

Luke  Murray.  Supt.  Walter  Miller,  Mine  Foreman. 

Claude  Addison,  Mine  Foreman. 
C.  N.  Reeves,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Adamston,  W.  Va. 
No.  230.  Consolidation  No.  50 — No.  1  Mine. — Pittsburg  Seam — Drift.  This 
mine  is  located  on  Mines  Run,  a  tributary  to  the  West  Fork  River,  3  miles  West 
of  Clarksburg,  W.  Va.,  on  a  branch  off  of  the  Short  Line  Division  of  the  B.  & 
O.  Railroad.  The  development  is  made  on  the  double  entry  system  and  the 
current  which  ventilates  the  workings  is  produced  by  a  centrifuge  fan  with 
direct  steam  connections.  The  roof  is  unusually  bad  and  requires  careful  daily 
attention  as  to  timbering  in  the  working  places,  etc.,  to  prevent  accidents  from 
happening  from  falls  of  slate.  Slight  traces  of  gas  only  liberate  in  a  few 
places  in  the  mine,  which  is  being  cared  for  by  sufficient  ventilation.    No  dust 
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found.  The  coal  is  undercut  by  electric  machines,  blasted  by  permissible  ex- 
plosives exclusively,  gathered  to  the  side  tracks  by  mules  and  horses  and  hauled 
to  the  tipple  by  electric  motor  as  described  in  report  on  No.  2  mine.  State 
Mine  Laws  are  being  observed.  The  capacity  of  this  mine  is  about  800  tons 
daily.  Drainage  well  looked  after. 
H.  H.  Watson,  Manager. 

C.  E.  Gaskill,  Superintendent.  O.  M.  Vanscoy,  Mine  Foreman. 

David  Wilkins,  Mine  Foreman. 
O.  J.  Fetty,  Fire  Boss. 
Lawrence  Henry,  Fire  Boss. 
M.  A.  Curran,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANF. 
P.  O.  Adamston,  W.  Ya. 
Xo.  230.  Consolidation  No.  50 — No.  2  Mine — Pittsburg  Seam — Drift.  This 
mine  is  located  on  Mines  Kun,  a  small  tributary  of  the  West  Fork  River,  on  a 
banch  off  of  the  Short  Lire  Division  of  the  B.  &  O.  Railroad.  The  development 
is  on  the  double  entry  system  and  the  current  which  ventilates  the  mine  work- 
ings is  produced  by  a  centrifugal  fan  with  direct  steam  connection.  It  is  con- 
ducted to  the  working  faces  by  means  of  substantial  stoppings,  over-casts,  etc. 
The  roof  is  bad  and  requires  careful  timbering  to  prevent  accidents  resulting 
from  falling  slate.  Very  slight  traces  only  of  gas  liberates  at  some  of  the 
working  places  and  no  dust  of  any  consequence  in  the  mine.  The  coal  is  under- 
cut by  electric  machines  and  permissible  explosives  are  used  exclusively  for 
blasting  the  coal,  which  is  gathered  to  the  side  tracks  on  the  interior  of  the  mine 
by  mules  and  horses  and  from  there  it  is  hauled  to  the  tipple  with  an  electric 
motor.  This  tipple  is  of  the  twin  type  that  spans  the  ravine  which  separates 
it  from  the  Xo.  1  mine,  the  output  of  the  two  mines  are  dumped  into  railroad 
cars  in  connection  with  each  other.  State  Mine  Laws  are  being  observed.  The 
mine  is  capable  of  producing  1200  tons  daily.  The  drainage  is  difficult,  but 
looked  after. 

H.  H.  Watson,  Manager. 

C.  E.  Gaskill,  Superintendent.  O.  M.  Vanscoy,  Mine  Foreman. 

David  Wilkins,  Mine  Foreman. 
O.  J.  Fetty,  Fire  Boss. 
Lawrence  Henry,  Fire  Boss. 
M.  A.  Curran,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  R.  F.  D. 
Xo.  231.  Consolidation.  No.  51. — No.  1  Mine — Pittsburg  Seam — Drift.  This 
mine  is  located  15%  miles  Xorth  of  Clarksburg,  W.  Va.,  on  the  West  Fork 
River  on  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  and  de- 
veloped on  the  double  entry  system  and  the  current  which  ventilates  the  mine 
workings  is  produced  by  a  centrifugal  fan  with  direct  steam  connections.  Th6 
roof  is  of  the  usual  dangerous  character  which  overlies  the  Pittsburg  Seam  and 
requires  very  careful  attention  as  to  timbering  in  the  working  places,  etc.,  to 
prevent  accidents  from  falls  of  slate.    Xo  gas  of  any  consequence  found.  Xo 
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dust  of  dangerous  character  found  in  the  mine.  The  coal  is  undercut  with 
electric  machines.  Black  powder  is  used  principally  to  blast  the  coal.  It  is 
gathered  to  the  side  tracks  by  horses  and  mules  and  hauled  to  the  drift  mouth 
by  electric  motor  and  from  there  it  is  hoisted  to  the  tipple  by  head  rope  and 
dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed.  The  min<  is 
capable  of  producing  about  200  tons  daily.  The  drainage  is  good. 
H.  H.  Watson,  Manager. 

J.  H.  Nuzum,  Superintendent.  Oliver  Bush,  Mine  Foreman. 

Louie  Lewis,  Mine  Foreman. 
Uriah  Blakesmith,  Fire  Boss. 
Tom  Laird,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  R.  P.  D. 
No.  231.  Consolidation  No.  51. — No.  3  Mine.— Pittsburg  Seam.— Drift.  This 
mine  is  located  on  the  West  Fork  River  151/2  miles  North  of  Clarksburg,  W. 
Va.,  on  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  The  developments  are  on 
the  double  entry  system.  The  current  which  ventilates  the  mine  workings  is 
produced  by  a  centrifugal  fan  with  electric  connections.  It  is  conducted  to  the- 
working  faces  by  substantial  stoppings,  over-casts,  etc.  Very  slight  traces  only 
of  gas  have  heretofore  been  discovered  at  a  few  of  the  working  faces  in  the 
mine.  Very  small  quantities  of  dust  only,  which  is  cared  for.  The  roof  is  of 
the  usual  character  and  dangerous  if  not  carefully  timbered,  but  is  being  looked 
after.  The  coal  is  undercut  by  machines  of  the  electric  type  and  is  blasted  with 
both  black  pawder  and  permissible  explosives.  It  is  gathered  to  the  side  tracks 
by  mules  and  horses  and  from  there  it  is  hauled  to  the  mouth  of  No.  1  mine, 
via  No.  1  Left  entry  off  of  Main  Headings  No.  1  Mine,  which  is  cut  to  the 
outside  and  the  haulway  of  No.  3  mine  is  intersected  with  this  heading.  It  is. 
hoisted  to  the  tipple  by  means  of  head  rope  in  conjunction  with  the  cptput 
of  No.  1  mine.  State  Mine  Laws  are  being  observed.  The  capacity  of  this  mine- 
is  about  500  tons  daily.  The  drainage  is  difficult  in  sections,  yet  looked  after- 
carefully. 

H.  H.  Watson,  Manager. 

J.  H.  Nuzum,  Superintendent.  Oliver  Bush,  Mine  Foreman. 

Louie  Lewis,  Mine  Foreman. 
Uriah  Blakensmith,  Fire  Boss. 
Tom  Laird,  Fire  Boss. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Ocean  Mine,  W.  Va. 
No.  232.  Consolidation  No.  52. — Pittsburg  Seam. — Drift.  This  mine  is  located 
3  miles  East  of  Clarksburg,  W.  Va.,  on  the  Parkersburg  Branch  of  the  B.  &  O. 
Railroad.  The  property  is  being  developed  on  the  double  entry  system.  The- 
current  which  ventilates  the  mine  workings  is  produced  by  a  centrifugal  fan 
with  direct  steam  connections.  It  is  conducted  to  the  working  faces  by  sub- 
stantial stoppings,  over-casts,  etc.  The  roof  in  some  sections  of  this  mine  is 
very  good  and  does  not  resemble  that  of  the  stratum  directly  overlying  the 
Pittsburg  seam  of  coal,  while  in  other  sections  it  is  very  bad  and  requires  very 
careful  attention  to  prevent  accidents  from  falls  of  slate.    Gas  does  not  liberate- 


1912] 


Department  of  Mines. 


5fl 


from  the  coal  and  dangerous  dust  is  not  found  in  the  mine.  The  coal  is  under 
cut  by  picks  and  by  machines  of  the  compressed  air  puncher  type.  It  is  blasted 
with  black  powder  and  permissible  explosives.  It  is  gathered  to  the  rope  by 
horses  and  mules  and  from  there  it  is  hauled  to  the  tipj>le  by  head  and  tail 
rope,  where  it  is  dumped  into  railroad  cars.  State  Mine  Laws  are  being  ob 
served.  The  capacity  of  this  mine  is  about  3200  tons  daily.  The  drainage  is 
difficult  in  sections,  yet  looked  after. 
H.  H.  Watson,  Manager. 

D.  A.  Reed,  Superintendent.  Frank  Brooks,  Mine  Foreman. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  233.    Consolidation  No.  60. — Pittsburg  Seam — Drift  Incline.    This  mine 
is  located  on  Browns  Creek,  7^  miles  south  of  Clarksburg,  W.  Va.,  on  the  W. 
Va.  &  P.  Division  of  the  B.  &  O.  Railroad.    The  development  is  made  on  the 
double  entry  system.    The  ventilating  current  is  produced  by  a  disc  fan  with 
electric  connection.    The  roof  is  very  bad  and  requires  very  careful  attention 
to  prevent  falls  qf  slate,  accidents,  etc.    No  gas  liberates  in.  the  mine,  and  but 
very  little  dust  of  any  character  is  found.    The  coal  is  undercut  by  electric 
machines,  blasted  with  permissible  explosives,  gathered  and  hauled  to  the  head 
of  the  plane  by  mules  and  horses  and  from  there  it  is  lowered  by  traction  to  the 
tipple  and  dumped  into  railroad  cars.    State  Mine  Laws  are  being  observed. 
The  capacity  of  this  mine  is  about  400  tons  daily.    The  drainage  is  looked 
after  and  good  in  working  sections. 
H.  H.  Watson,  Manager. 

Lowell  Childs,  Superintendent.  J.  M.  Matheney,  Mine  Foreman. 

Thomas  Smith,  Superintendent. 

THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Shinnston,  W.  Va.,  E.  F.  D. 

No.  234.     Consolidation  No.  66. — Pittsburg  Seam  Drift.     This  mine  is 

located  on  the  West  Fork  River  17 y2  miles  north  of  Clarksburg,  W.  Va.,  on  the 
M.  R.  Divisioon  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry 
system.  The  current  which  ventilates  the  mine  is  produced  by  a  disc  fan  with 
steam  connection.  It  is  conducted  to  the  working  places  by  substantial  stop- 
pings, over-casts,  etc.  The  roof  is  of  the  character  which  is  usually  found  over 
the  Pittsburg  seam  of  coal  and  which  requires  care  as  to  timbering  to  prevent 
accidents.  No  gas  liberates  from  the  mine  and  no  dust  of  dangerous  quantities. 
The  coal  is  undercut  by  electric  machines,  blasted  with  black  powder  principally, 
gathered  and  hauled  to  the  side  tracks  by  mules  and  horses  and  from  there  it 
is  hauled  to  the  drift  mouth  by  electric  motor,  hoisted  to  tipple  by  the  Wagner- 
Palmros  system  and  dumped  ino  railroad  cars.  State  Mine  Laws  are  well  ob- 
served. The  capacity  of  this  mine  is  about  800  tons  daily.  The  drainage  is 
difficult  but  is  being  looked  after. 
H.  H.  Watson,  Manager. 

C.  H.  Higginbotham,  Superintendent.    Perry  Vernon,  Mine  Foreman. 

Albert  Parsons,  Mine  Foreman. 


56 


Annual  Report  of 


I  W.  Va. 


THE  CONSOLIDATION  COAL  COMPANY. 
P.  O.  Interstate,  W.  Ya. 
No.  235.  Consolidation  No.  64. — No.  2  Mine. — Pittsburg  Seam — Drift.  This 
mine  is  located  8  miles  South  of  Clarksburg,  W.  Va.,  on  a  small  tributary  of 
Browns  Creek  on  the  W.  Va.  &  P.  Division  of  the  B.  '&  O.  Railroad.  It  is  be- 
ing developed  on  the  duble  entry  system.  The  current  by  which  the  mine  is 
ventilated  is  produced  by  a  steam  connected  centrifugal  fan  and  is  conducted  to 
the  working  places  by  wooden  stoppings.  The  roof  is  very  bad  in  sections  of 
this  mine  and  requires  very  careful  attention  as  to  timbering  to  prevent  falls 
Of  slate  and  accidents  from  occuring.  No  gas  or  dust  of  any  consequence  or 
of  dangerous  quantities  found  in  the  mine.  Permissible  explosives  are  prin- 
cipally used  to  blast  the  coal,  which  is  undercut  by  compressed  air  machines 
of  the  puncher  type.  The  coal  is  gathered  by  horses  and  mules  and  hauled  to 
tho  tipple  and  dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed. 
The  capacity  of  this  mine  is  about  1200  tons  daily.  The  drainage  difficult  is 
sections,  yet  well  looked  after. 
II.  II.  Watson,  Manager. 

L.  C.  Keener,  Superintendent .  Jesse  L.  Thomas,  Mine  Foreman. 

P.  B.  Robinson,  Superintendent. 

VIRGINIA  MARYLAND  COAL  CBPORATION. 
P.  ().  Shinnston,  W.  Va.,  R.  P.  D. 
No.  236.  Willard  No.  1  Mine. — Pittsburg  Seam. — Drift.  This  mine  is 
located  on  Mud  Lick  Run,  a  small  tributary  to  the  West  Fork  River,  17% 
miles  north  of  Clarksburg,  W.  Va.,  on  a  branch  of  off  the  M.  R.  Division  of 
the  P>.  &  0.  Railroad.  The  Main  headings  are  developed  on  the  tripple  entry 
system  while  the  room  entries  are  developed  on  the  double  entry  system.  The 
ventilating  current  is  produced  by  a  large  centrifugal  fan  with  direct  steam 
connections.  The  roof  is  very  bad  in  some  sections  and  requires  very  careful 
attention,  to  prevent  accidents.  In  other  sections  it  is  good,  or  at  last  above 
the  average  for  the  region.  No  gas  liberates  and  no  dust  of  any  consequence 
is  found  in  the  mine.  The  coal  is  undercut  by  machines  of  the  compressed  air 
punch  type,  blasted  with  permissible  explosives,  gathered  to  the  side  tracks  by 
horses  and  mules  and  from  there  it  is  hauled  to  th  tipple  by  means  of  gasoline 
motor,  where  it  is  dumped  into  railroad  cars.  State  Mine  Laws  are  observed. 
This  mine  is  capable  of  producing  1500  tons  daily.  The  drainage  is  difficult 
but  looked  after. 
Irving  Adams,  General  Manager. 

A.  Lysle  White,  Superintendent.         Thos.  Westmoreland,  Mine  Foreman. 

L.  C.  Morris,  Asst.  Mine  Foreman. 

VIRGINIA  -  MARYLAND  COAL  CBPORATION. 
P.  O.  Shinnston,  W.  Va.,  R.  F.  D. 
No.  236.  Willard  No.  2  Mine. — Pittsburg  Seam. — Drift.  This  mine  is  lo- 
cated on  Mud  Lick  Run,  a  tributary  of  West  Fork  River,  17*4  miles  rorth-east 
of  Clarksburg,  W.  Va.,  on  a  branch  off  of  the  M.  R.  Division  of  the  B.  &  O. 
Railroad.  It  is  opened  up  on  the  double  entry  system  and  the  current  which 
ventilates  the  workins  is  produced  mostly  by  natural  means.    However  a  fire 
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basket  is  also  used  to  ventilate  a  section  of  the  mine  This  mine  lias  not 
operated  much  during  the  past  year,  only  a  very  few  men  being  employed  there- 
in and  that  being  irregularly.  The  roof  is  above  the  average  of  that  which 
overlies  the  Pittsburg  Seam  and  is  well  looked  after.  The  coal  is  und<  n  ut 
by  puncher  machine,  blasted  with  permissible  explosives  and  gathered  and 
hauled  to  the  tipple  by  mules  and  horses,  it  is  hauled  to  the  same  tipple  over 
which  the  output  of  No.  1  mire  is  dumped,  and  is  dumped  into  railroad  ears 
in  connection  with  the  output  of  No.  1  mine.  No  gas  or  dust  in  he  mine. 
State  Mine  Laws  are  observed.  The  mine  is  capable  of  producing  200  tons 
daily.  Water  is  handled  exclusively  by  pumps. 
Irving  Adams,  General  Manager. 

A.  Lysle  White,  Superintendent.         Thcs.  Westmoreland,  Mine  Foreman. 

L.  C.  Morris,  Asst.  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Meadowbrcok,  W.  Va. 
No.  237.    McCandlish  No.  1. — Pittsburg  Seam. — Drift.    This  mine  is  located 
on  the  waters  of  Simpson  Creek,  a  tributary  of  the  West  Fork  River,  about  1 
mile  from  the  West  Fork  River,  on  a  branch  off  of  the  M.  R.  Division  of  the 

B.  &  O.  Railroad.  It  is  opened  up  and  developed  on  the  double  entry  system. 
The  current  which  ventilates  the  mine  workings  is  produced  by  a  disc  fan  with 
electric  connections.  It  is  conducted  to  the  working  places  by  substantial  stop- 
plings,  etc.    The  roof  is  good  for  that  which  overlies  the  Pittsburg  Seam  of 

'  coal  in  this  region  and  is  being  well  looked  after  as  to  timbering  to  prevent 
accidents,  etc.  No  gas  liberates  from  the  coal,  and  no  dust  of  dangerous 
character  found  in  this  mine.  The  undercutting  is  done  by  electric  machines. 
It  is  blasted  with  black  powder,  is  gathered  to  the  side  tracks  by  mules  and 
horses  and  from  there  it  is  hauled  to  the  tipple  by  electric  motor,  where  itis 
dumped  into  Railroad  cars.  State  Mine  Laws  are  well  observed.  The  capacity 
of  this  mine  is  about  800  tons  daily.  The  drainage  is  good  in  all  important 
working  sections  of  the  mine. 

C.  H.  Jenkins,  General  Manager.         Pat  Costello,  Mine  Foreman. 
John  Reuter,  Superintendent.  Arthur  Spencer,  Mine  Foreman. 

Fred  Weiss,  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Meadowbrook,  W.  Va. 
No.  237.  McCadlish  No.  2. — Pittsburg  Seam. — Drift.  This  mine  is  located 
on  the  waters  of  Simpson  Creek,  a  tributary  of  the  West  Fork  River,  9  miles 
north  of  Clarksburg,  W.  Va.  It  is  opened  up  and  developed  on  the  double 
entry  system.  The  current  which  ventilates  the  mine  workings  is  produced  by 
a  centrifugal  fan  with  electric  connections.  It  is  distributed  to  the  working 
faces  by  means  of  substantial  stopping's,  doors,  overcasts,  etc.  The  roof  is 
above  the  average  for  that  which  overlies  the  Pittsburg  seam  in  this  region. 
However,  it  requires  attention  as  to  timbering  to  prevent  falls.  No  gas  liberates 
from  the  coal  and  but  little  dust  is  found  in  the  mine.  The  coaPis  undercut 
by  electric  machines  of  the  chain  type,  blasted  principally  with  black  powder, 
gathered  and  hauled  to  the  side  tracks  by  mules  and  horses.    From  there  it  is 
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hauled  to  the  No.  1  tipple  located  on  a  branch  off  of  the  M.  R.  Division  of  the 

B.  &  O.  Railroad  by  electric  motor.  The  coal  is  haled  via  the  Main  Heading 
of  No.  1  mine,  which  is  cut  through  the  hill  opposite  the  hill  in  which  No.  2 
mine  is  opened.  State  Mine  Laws  are  being  observed.  This  mine  is  capable 
of  producing  1200  tons  daily.    The  drainage  is  good. 

C.  H.  Jenkins,  General  Manager.         Pat  Costello,  Mine  Foreman. 
John  Reuter,  Superintendent.  Arthur  Spencer,  Mine  Foreman. 

Fred  Weiss,  Mine  Foreman. 

CO  BON  A  COAL  &  COKE  COMPANY. 
P.  O.  Clarksburg,  W.  Va.,  R.  F.  D. 
No.  238.  Harold  Mine. — Pittsburg  Seam — Drift  Incline.  This  mine  is  lo- 
cated on  the  West  Fork  River  2  miles  North  of  Clarksburg,  W.  Va.,  on  the 
M.  R.  Division  of  the  B.  &  O.  Railroad.  The  mine  is  opened  up  on  the  double 
entry  system.  The  current  which  ventilates  the  mine  is  produced  by  a  disc 
fan  with  electric  connections.  It  is  conducted  to  the  working  places  by  wooden 
stoppings,  doors  etc.  The  roof  varies  in  character,  some  -eel  ions  being  above 
the  average  for  the  region  and  other  sections  being  very  bad.  However,  it  is 
carefully  looked  after  as  to  timbering.  No  explosive  gas  liberates  in  the  mine. 
In  some  of  the  old  sections  of  the  mine  carbon  dioxide  is  found  in  varying 
quantities.  No  dust  of  dangerous  character  found.  The  coal  is  undercut  by 
electric  machines  and  blasted  wih  permissible  explosives.  It  is  gathered  and 
hauled  to  the  side  tracks  on  the  interior  by  mules  and  horses  and  from  there 
it  is  hauled  with  an  electric  motor  to  the  month  of  the  drift  at  the  head  of  the 
plane,  where  it  is  lowered  by  traction  to  the  tipple  and  dumped  into  railroad 
cars.  State  Mine  Laws  are  being  observed.  This  mine  is  capable  of  producing 
•from  600  to  700  tons  daily.  The  drainage  is  bad  in  the  left  hand  section  yet 
kept  in  fair  condition. 
S.  A.  Taylor,  General  Manager. 

Ed.  Clingan,  Superintendent.  Thomas  Horton,  Mine  Foreman. 

CENTRAL  FAIRMONT  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va. 
No.  239.  Snake  Hill  Mine. — Pittsburg  Seam. — Drift.  This  mine  is  located 
on  the  waters  of  Elk  Creek,  a  tributary  of  West  Fork  River,  1  mile  East  of 
Clarksburg,  W.  Va.,  on  the  Grasselli  Branch  of  the  Parkersburg  Branch  of  the 
B.  &  O.  Railroad.  It  is  opened  up  on  the  the  double  entry  system.  The  venti- 
lating current  is  produced  hy  a  furnace  which  ventilates  the  principal  working 
sections  of  the  mine.  However,  other  smaller  sections  are  ventilated  naturally, 
as  there  are  numerous  holes  to  the  outside  in  the  crop  workings.  The  roof  is 
of  the  usual  character  which  overlies  the  Pittsburg  Seam  and  which  is  danger- 
ous when  not  properly  to  prevent  accidents.  Timbering  is  looked  after.  This 
is  a  pick  mine,  there  being  no  machinery  for  undercutting  the  coal.  No  gas 
liberates  in  the  mine  and  the  dust  is  cared  for  by  wetting.  The  coal  is  gathered 
and  hauled  from  the  working  places  to  the  tipple  by  means  of  horses  and  mules 
State  Mine  Laws  are  observed.  This  mine  is  capable  of  producing  from  500 
to  600  tons  daily.  Drainage  good  except  rooms  left  off  of  Main,  where  some 
standing  wrater  is  found. 

D.  Howard,  .  General  Manager. 

Fred  Howard,  Superintendent.  D.  M.  Harr,  Mine  Foreman. 
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VINCENT  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va. 

No.  240.    Grasselli  Mine. — Pittsburg  Seam  Drift  Incline.  '  The  location  of 

this  mine  is  on,  a  small  tributary  of  Elk  Creek,  1  mile  East  of  Clarksburg,  W. 
Va.,  on  the  Gresselli  Branch  off  of  the  Parkersburg  Branch  of  the  B.  &  O. 
railroad.  It  is  Opened  on  the  double  entry  system.  The  ventilation  for  the 
past  year  has  been  by  natural  means,  as  this  is  a  hill  top  mine  with  numerous 
holes  to  the  outside  around  the  outcrop.  The  roof  is  of  the  usual  character 
overlying  the  Pittsburg  Seam,  which  requires  careful  timbering  to  prevent  falls 
of  slate  and  accidents  resulting  therefrom.  No  gas  liberates  nor  dust  of  any 
consequence  found  in  the  mine.  It  is  a  pick  mine,  there  being  no  machinery 
with  which  to  underut  the  coal  installed.  It  is  blasted  with  permissible  explo- 
sives, gathered  to  the  head  of  the  plane  by  mules  and  horses  where  it  is  lowered 
to  the  tipple  by  traction  and  dumped  into  railroad  cars.  State  Mine  Laws  are 
being  observed.  The  capacity  of  this  mire  is  from  300  to  400  tons  daily. 
Drainage  good  in  the  working  places. 

V.  E.  Gocke,  General  Mgr.  Sf  Supt.  J.  J.  Malloy,  Mine  Foreman. 

HAYWOOD  COAL  MINING  COMPANY. 
P.  O.  Shinnston,  W.  Va. 
No.  24L  Monroe  Mine. — Pittsburg  Seam. — Drift.  This  mine  is  located  on 
the  West  Pork  River  14  miles  North  of  Clarksburg,  W.  Va.,  on  the  M.  R. 
Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system. 
The  ventilating  current  is  produced  by  disc  fan  with  electric  connection.  It  is 
conducted  to  the  working  places  by  means  of  wooden  stoppings.  The  roof  is 
of  the  usual  character  which  overlies  the  Pittsburg  seam  of  coal  and  requires 
careful  timbering  to  prevent  accidents  from  falls,  etc.  Gas  in  small  quantities 
liberates  at  some  of  the  working  faces.  Dust  also  requires  a  little  attention  as 
to  wetting  in  some  sections.  The  coal  is  undercut  by  electric  machines.  It  is 
blasted  with  permissible  explosives,  gathered  and  hauled  to  the  drift  mouth  by 
mules  and  horses.  From  there  it  is  hoisted  to  the  tipple  by  electric  retard 
where  it  is  dumped  into  Railroad  cars.  State  Mine  Laws  are  observed.  The 
capacity  of  this  mine  is  about  600  to  700  tons  daily.  Water  is  handled  by  pumps 
and  kept  in  fair  condition. 

George  Wisser,  General  Mgr.  $  Supt.     L.  C.  Morris,  Mine  Foreman. 

Isaac  Martin,  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Hepzibah,  W.  Va. 
No.  242.  Erie  No.  1  Mine. — Pittsburg  Seam. — Drift  Engine  Piane.  This 
mine  is  located  on  the  West  Fork  River  6miles  North  of  Clarksburg,  W.  Va.,  on 
the  M.  R.  Division  of  the  B.  &  O.  Railroad.  It  is  being  developed  on  the  double 
entry  system.  The  current  which  ventilates  the  mine  workings  is  produced  by  a 
centrifugal  fan  of  high  speed  with  belt  connections  to  a  steam  engine.  It  is 
conducted  to  the  working  faces  by  means  of  substantial  stoppings,  over-casts, 
etc.  The  roof  is  a  very  good  average  for  that  which  overlies  the  Pittsburg 
Seam  and  is  carefully  looked  after  to  prevent  accidents.  No  gas  liberates  from 
the  coal  and  no  dust  of  any  consequence  found.  The  coal  is  undercut  by  electric 
machines,  gathered  and  hauled  o  the  side  tracks  by  mules  and  horses  and  from 
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there  to  the  dirft  mouth  by  electric  motors  and  from  there  it  is  hoisted  to  the 
tipple  by  head  rope  via  engine  plane.  Permissible  powder  is  used  to  blast  the 
coal.  State  Mine  Laws  are  being  observed.  This  mine  is  capable  of  produc- 
ing from  400  to  500  tons  daily.  The  drainage  is  difficult  but  carefully  looked 
after,  and  kept  in  good  condition. 
C.  H.  Jenkins,  General  Manager. 

James  A.  Jenkins,  Superintendent.        John  Daily,  Mine  Foreman. 
John  Daily,  Superintendent.  Kli  Morris,  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Hepzibah,  W.  Va. 
No.  242.  Erie  No.  2  Mine. — Pittsburg  Seam. — Drift.  This  mine  is  located 
on  Lamberts  Run,  a  small  tributary  of  the  West  Fork  River,  about  1  mile  West 
of  Erie  No.  1  mine.  It  is  opened  up  on  the  four  entry  system.  The  ventilation 
is  produced  by  a  centrifugal  fan  with  electric  connections  of  a  high  speed 
type.  The  room  entries  are  developed  on  the  double  entry  system.  The  roof 
is  of  the  usual  character  which  overlies  the  Pittsburg  Sam  of  coal  in  the  region 
and  is  carefully  timbered  to  prevent  accidents.  No  gas  liberates  from  the  coal 
and  no  dust  of  dangerous  character  found  in  the  mine.  The  coal  is  undecut 
by  electric  machines,  gathered  to  the  side  tracks  by  mules  and  horses  and  from 
there  it  is  hauled  by  electric  motors  to  the  mouth  of  Mine  No.  1  via  the  Main 
Heading  of  this  mine,  which  is  cut  through  the  hill,  and  the  haul  ways  being 
conrected.  From  there  it  is  hoisted  up  the  engine  plane  with  head  rope  in  con- 
nection with  the  output  of  No.  1  mine.  State  Mine  Laws  are  observed.  The 
capacity  of  this  mine  is  from  700  to  800  tons  daily,  and  will  increase  as  de- 
velopments are  made.  The  drainage  is  difficult  but  carefully  looked  after  and 
kept  in  good  condition. 
C.  H.  Jenkins,  General  Manager. 

James  A.  Jenkins,  Superintendent.         John  Daily,  Mine  Foreman. 
John  Daily,  Superintendent.  Eli  Morris,  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Reynoldsville,  W.  Va. 
No.  243.  Delta  Mine. — Pittsburg  Seam. — Slope.  This  mine  is  located  on 
Limestone  Run  7  miles  West  of  Clarksburg,  W.  Va.,  on  the  Parkersburg 
Branch  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system. 
The  ventilating  current  is  produced  by  a  centrifugal  fan  of  high  speed  design 
with  belt  connection  to  a  steam  engire.  It  is  conducated  to  the  working  faces 
by  means  of  wooden  stoppings.  The  roof  is  rather  bad  and  requires  very  close 
attention  as  to  the  proper  blasting  of  the  coal  and  as  to  timbering,  to  prevent 
falls,  accidents,  etc.  Traces  of  gas  liberate  from  some  of  the  working  places. 
Also  some  dust  is  found  in  the  mire.  The  coal  is  undercut  by  compressed  air 
punches  and  blasted  with  permissible  powder  exclusively.  It  is  gathered  and 
hauled  to  the  rope  by  horses  and  mules  and  from  there  it  is  hauled  to  the  tipple 
with  head  rope  where  it  is  dumped  into  Railroad  cars.  State  Mine  Laws  are 
being  observed.  The  capacity  of  this  mine  is  about  400  tons  daily.  The  drain- 
age is  carefully  looked  after  by  pumps. 
C.  H.  Jenkins,  General  Manager. 

C.  D.  M.  Kramer,  Superintendent.  C.  D.  M.  Kramer,  Mine  Foreman  4" 

Fire  Boss. 
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HUTCHINSON  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  244.    Hutchinson  Mine  No.  1. — Pittsburg  Seam. — Drift. — This  mine  is 
located  on  the  waters  of  Browns  Creek,  8  miles  south  of  Clarksburg,  W.  Va., 
on  the  W.  Va.  &  P.  Division  of  the  B.  &  O.  Railroad.    It  is  a  twin  mine  of 
No.  2,  which  is  located  in  the  opposite  hill.    The  tipple  bridges  a  ravine  which 
separates  the  two  mines.    This  mine  has  not  operated  any  during  the  past 
year.    The  coal  will  eventually  be  taken  via  No.  3  mine,  which  is  opened  at 
the  head  of  the  ravine  mentioned  above. 
C.  H.  Jenkins,  General  Manager. 
W.  G.  H.  Crawford,  Superintendent. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  244.  Hutchinson  Mine  No.  b. — Pittsburg  Seam. — Drift. — This  mine  is 
located  on  the  waters  of  Browns  Creek  8  miles  south  of  Clarksburg,  W.  Va.,  on 
the  W.  Va.  &  P.  Division  of  the  B.  &  O.  Railroad.  The  main  headings  are 
opened  on  the  triple  entry  system.  The  room  and  some  of  the  Face  Headings 
are  being  developed  on  the  double  entry  system.  The  ventilating  current  is 
produced  by  a  centrifugal  fan  with  direct  steam  connections.  It  is  conducted 
to  the  working  places  by  substantial  stoppings,  doors,  etc.  The  roof  is  very 
bad  in  some  sections  of  the  mine,  which  necessitates  careful  attention  as  to 
timbering  and  also  as  to  properly  blasting  the  coal  to  prevent  falls  of  slate, 
accidents,  etc.  Traces  of  gas  have  heretofore  been  found  liberating  at  some 
of  the  faces,  but  are  being  taken  care  of  with  sufficient  ventilation.  Dust  is 
also  a  factor  in  some  sections  of  this  mine  and  requires  attention.  The  coal 
is  undercut  by  both  types  of  machines-compressed  air  and  electric,  the  com- 
pressed air  being  of  the  puncher  type.  The  coal  is  blasted  by  permissible  pow- 
der exclusively.  It  is  gathered  and  hauled  to  the  side  tracks  by  horses  and 
mules  and  from  there  to  the  tipple  by  electric  motor  where  it  is  dumped  into 
railroad  cars.  State  Mine  Laws  are  being  observed.  The  capacity  of  this 
mine  is  hard  to  estimate,  as  it  is  principally  pillar  work,  etc.  However,  think 
it  capable  of  producing  from  400  to  500  tons  daily.  Drainage  looked  after 
with  pumps,  ditches,  etc. 

C.  H.  Jenks.  General  Manager.  W.  B.  Maloxe.  Mine  Foreman. 

W.  G.  H.  Crawford,  Superiniemdent.     Arthur  Spencer,  Fire  Boss. 

J.  E.  Mason,  Fire  Boss. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Mt.  Clare.  W.  Va. 
No.  244.  Hutchinson-  Mine  No.  3. — Pittsburg  Seam. — Drift. — This  mine  is 
located  on  the  waters  of  Browns  Creek  8  miles  south  of  Clarksburg.  W.  Va.,  on 
the  W.  Va.  &  P.  Division  of  the  B.  &  O.  railroad.  It  is  opened  up  on  the 
double  entry  system.  The  air  currents  which  ventilate  the  mine  workings  are 
produced  by  two  fans,  one  being  the  centrifugal  fan  which  ventilates  No.  2 
workings  described  in  report  on  No.  2  mine,  the  other  being  a  disc  fan  which  is 
connected  by  belt  to  a  steam  engine.  They  are  conducted  to  the  working  places 
by  means  of  good  stoppings,  over-casts,  doors,  etc.  The  roof  is  bad  and  re- 
quires careful  attention  as  to  blastings,  timbering,  etc..  to  prevent  falls  and 
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accidents.  Some  gas  liberates  at  the  advanced  working  faces,  which  is  well 
taken  care  of  by  means  of  sufficient  ventilation.  The  coal  is  undercut  by  ma- 
chines of  the  electric  type.  It  is  blasted  with  permissible  powder  exclusively.  It 
is  gathered  and  hauled  to  the  side  tracks  on  the  interior  of  the  mine  by  horses 
and  mules  and  from  there  it  is  hauled  by  an  electric  motor  to  the  tipple  de- 
scribed in  the  reports  of  Mines  No.  1  and  2  and  is  dumped  into  railroad  cars 
in  conjunction  with  the  output  of  No.  2  mine.  State  Mine  Laws  are  being 
observed.  This  mi  no  is  capable  of  producing  800  tons  daily.  Drainage  is 
good. 

C.  H.  Jenkins,  General  Manager.  W.  B.  Malone,  Mine  Foreman. 

W.  G.  H.  Crawford.  Superintendent.     Arthur  Spencer,  Fire  Boss. 

J.  E.  Mason,  Fire  Boss. 

HARRISON  COUNTY  COAL  COMPANY. 
P.  O.  Hepzibah,  W.  Va. 
No.  245.  Overholt  Mine. — Pittsburg  Seam. — Slope. — The  location  of  this 
mine  is  on  the  West  Fork  river  6*4  miles  north  of  Clarksburg,  W.  Va.,  on  the 
Short  Line  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double 
entry  system.  The  current  which  ventilates  the  mine  workings  is  produced 
by  a  disc  fan  with  electric  connections.  The  roof  is  of  the  usual  character  over- 
lying the  Pittsburg  Seam  in  this  region,  which  is  dangerous  and  requires  careful 
attention  as  to  blasting  the  coal,  timbering,  etc.  to  prevent  accidents  from  falls 
of  slate,  etc.  Traces  of  gas  have  heretofore  been  found  liberating  at  a  few 
of  the  working  faces,  which  is  cared  for  by  sufficient  ventilation.  Dust  is  also 
cared  for.  This  mine  has  reached  the  limit  of  their  property  and  are  now  on 
the  retreat,  the  workings  being  confined  to  pillars,  etc.  The  coal  is  undercut 
by  electric  machine.  It  is  blasted  with  permissible  explosives  exclusively.  It 
is  gathered  and  hauled  to  the  foot  of  the  slope  by  horses  and  mules  and  from 
there  it  is  hoisted  up  the  slope  to  the  tipple  by  head  rope  and  dumped  into 
railroad  cars.  State  Mine  Laws  are  being  observed.  The  capacity  of  this 
mine  is  hard  to  estimate  at  present  on  account  of  there  being  no  new  territory 
to  develop.    The  drainage  is  good. 

George  Austin.  General  Mgr.  &  Snpt.    Tony   Starr.  Mine  Foreman. 

David  Teasdale,  Mine  Forem-anx. 

—  LAMBERTS  RUN  COAL  COMPANY. 

P.  O.  Meadowbrook,  W.  Va. 

No.  246.  Clauson  Mine. — Pittsburg  Seam. — Drift. — Engine  Plane. — This 
mine  is  located  on  the  West  Fork  river  7  miles  north  of  Clarksburg,  W.  Va. 
on  the  Short  Line  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the 
double  entry  system.  The  current  which  ventilates  the  mine  workings  is  pro- 
duced by  a  disc  fan  with  electric  connections.  The  roof  is  above  the  average 
for  that  which  overlies  the  Pittsburg  Seam  in  this  region.  However,  it  requires 
proper  attention  as  to  timbering,  blasting,  etc.,  to  prevent  falls,  accidents,  etc. 
Traces  of  gas  have  heretofore  been  found  liberating  in  one  or  two  of  the  work- 
ing places  in  small  quantities,  which  was  being  cared  for  with  sufficient  venti- 
lation. The  coal  is  undercut  by  electric  machines  and  by  picks.  It  is  blasted 
with  both  black  powder  and  permissible  explosives.  It  is  gathered  and  hauled 
to  the  drift  mouth  by  mules  and  horses  and  from  there  it  is  hoisted  up  the 
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engine  plane  with  a  head  rope  by  an  electric  motor  to  the  tipple,  whore  it  is 
dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed.  This  com- 
pany has  recently  acquired  some  additional  adjoining  coal  properties  and  at 
the  present  time  the  mine  is  capable  of  producing  400  tons  daily  and  will  in- 
crease as  developments  are  made  in  the  future.  Drainage  carefully  after  with 
pumps. 

C.  D.  Robinson,  General  Manager.         W.  M.  Ashcraft,  Mine  Foreman. 
Dorsey  Pople,  Superintendent. 

HERO  COAL  &  COKE  COMPANY. 
P.  O.  Lumberport,  W.  Va. 
No.  247.  Hero  Mine. — Pittsburg  Seam. — Drift. — This  mine  is  located  10i/2 
miles  north  of  Clarksburg,  W.  Va.,  on  the  West  Fork  river,  on  the  Short  Line 
Division  of  the  B.  &  O.  Railroad.  The  current  which  ventilates  the  mine  is 
produced  by  a  disc  fan  and  gas  engine  with  belt  connection.  It  is  conducted 
to  the  working  places  by  means  of  wooden  stoppings,  doors,  etc.  The  roof  is  a 
little  above  the  average  of  that  which  overlies  the  Pittsburg  Seam  in  the  region, 
yet  it  requires  careful  timbering  to  prevent  falls  in  several  sections  of  the 
mine.  Traces  of  gas  have  been  discovered  liberating  in  small  quantities  in  one 
section  of  this  mine.  This  is  being  looked  after  by  sufficient  ventilation.  The 
coal  is  undercut  with  picks  by  reason  of  there  being  no  machinery  for  that  pur- 
pose installed.  It  is  blasted  with  permissible  explosives,  gathered  and  hauled 
to  the  tipple  by  horses  and  mules,  where  it  is  dumped  into  railroad  cars.  State 
Mine  Laws  are  being  observed.  This  mine  has  operated  very  irregularly  dur- 
ing the  past  year  with  a  very  small  force  of  men.  With  a  full  force  of  men 
this  mine  is  capable  of  producing  600  tons  daily.  Drainage  is  good  in  the 
larger  portion  of  the  mine.  It  is  bad1  to  the  left  of  the  Main  in  some  places. 
E.  L.  Zearly.  General  Manager. 
Harry  Hough.  Supt.,  Mine  Foreman  and  Fire  Boss. 

BLUE  RIDGE  COAL  COMPANY. 
P.  O.  Lumberport,  W.  Va. 
No.  248.    Thompson  Mine. — Pittsburg  Seam. — Drift. — This  mine  is  located 
on  Ten  Mile  Creek  11  miles  north  of  Clarksburg,  W.  Va.,  on  the  Short  Line 
Division  of  the  B.  &  O.  Railroad.    It  is  opened  up  on  the  double  entry  system. 
The  ventilating  current  is  produced  by  a  disc  fan  and  gas  engine  with  belt  con- 
nection.   It.  is  conducted  to  working  faces  by  means  of  wooden  stoppings, 
doors,  etc.    The  roof  is  bad  in  some  sections  of  the  mine  while  in  other  sec- 
tions it  is  a  fair  average  for  the  region.    However,  it  requires  careful  timber- 
ing, blasting,  etc.,  to  prevent  falls.    No  gas  liberates  from  the  coal,  and  but 
very  little  dust  is  found  in  the  mine.    The  coal  is  undercut  with  picks,  there 
being  no  power  plant  installed  at  this  mine.    It  is  gathered  and  hauled  to  the 
drift  mouth  by  horses  and  mules  where  it  is  dumped  into  a  wooden  chute  which 
conducted  it  to  the  railroad  cars.  This  property  has  been  in  litigation  and  for 
that  reason  very  little  operating  was  done  during  the  past  year.    State  Mine 
Laws  were  being  observed.    This  mine  is  capable  of  producing  from  500  to  600 
tons  daily.    Drainage  is  bad. 
W.  D.  Wamsley,  General  Manager. 
Willis  Sandridge,  Supt.  and  Min-e  Foreman. 
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HOSEBUD  FUEL  COMPANY. 
P.  O.  Rosebud,  W.  Va. 
No.  249.  Rosebud  Mine  No.  1. — Pittsburg  Seam. — Drift  Incline. — This 
mine  is  located  on  Ten  Mile  Creek  14  miles  northwest  of  Clarksburg,  W.  Va., 
on  the  Short  Line  Division  of  the  B.  &  O.  Railroad.  The  openings  are  made 
on  the  double  entry  system.  The  ventilating  current  is  produced  by  a  disc 
fan  with  electric  connection.  It  is  conducted  to  the  working  faces  by  wooden 
stoppings,  doors,  etc.  The  roof  is  rather  bad  and  requires  exceeding  careful 
timbering  and  blasting  of  the  coal  to  prevent  falls,  accidents,  etc.  No  gas 
liberates  and  no  dust  of  any  consequence  is  found  in  the  mine.  The  undercut- 
ting is  done  by  machines  of  the  electric  type.  It  is  blasted  with  permissible 
explosives,  gathered  to  the  side  tracks  by  horses  and  mules  and  from  there 
it  is  hauled  to  the  drift  mouth  at  the  head  of  the  plane  by  electric  motor  and 
lowered  by  traction  to  the  tipple  where  it  is  dumped  into  railroad  cars.  State 
Mine  Laws  are  being  observed.  This  mine  is  capable  of  producing  from  400 
to  500  tons  daily.    Drainage  bad  in  some  sections. 

W.  E.  Watson,  Jr..  General  Manager.    James  Dennison,  Mine  Foreman. 
J.  F.  Straight,  General  Supt. 
R.  E.  Garrett,  Superintendent. 

ROSEBUD  FUEL  COMPANY. 
P.  O.  Rosebud,  W.  Va. 
No.   250.    Rosebud   Mine  No.   2. — Pittsburg   Seam. — Drift   Incline. — This 
mine  is  located  on  Ten  Mile  Creek,  14  miles  northwest  of  Clarksburg,  W.  Va., 
on  the  Short  Line  Division  of  the  B.  &  O.  Railroad.    It  is  opened  up  on  the 
double  entry  system.    The  ventilating  currents  are  produced  by  the  disc  fan 
which  ventilates  Mine  No.  1  and  by  natural  means,  as  there  are  numerous  holes 
to  the  outside  in  the  crop  workings.    They  are  conducted  to  the  working  faces 
by  means  of  wooden  stoppings,  doors,  etc.    The  roof  is  a  good  average  for  that 
overlying  the  Pittsburg  Seam  in  this  region,  which  requires  careful  daily  at- 
tention to  prevent  falls,  accidents,  etc.    No  gas  liberates  from  the  coal,  and 
no  dust  of  dangerous  character  found.    The  coal  is  undercut  by  compressed  air 
machines  of  the  puncher  type,  is  blasted  with  permissible  explosives,  hauled  to 
the  side  tracks  on  the  interior  by  mules  and  horses,  and  from  there  to  the  drift 
mouth  at  teh  head  of  the  plane  with  an  electric  motor,  where  it  is  lowered  to 
the  tipple  by  traction  plane  and  dumped  into  railroad  cars.    State  Mine  Laws 
are  being  observed.    This  mine  is  capable  of  producing  600  tons  daily.  Drain- 
age is  good  in  most  parts  of  the  mine,  yet  bad  in  some  sections. 
W.  E.  Watson,  General  Manager.        James  Dennnison.  Mine  Foreman. 
J.  F.  Straight,  General  Supt. 
R.  E.  Garrett,  Superintendent. 

NATIONAL  COAL  COMPANY. 
P.  O.  Dola.  W.  Va. 
No.  251.  National  Mine. — Pittsburg  Seam. — Drift. — The  location  of  this 
mine  is  on  Ten  Mile  Creek  16  miles  northwest  of  Clarksburg,  W.  Va.,  on  the 
Short  Line  Division  of  the  B.  &  O.  Railroad.  The  development  is  being  made 
on  the  double  entry  system.  The  ventilating  current  are  principally  natural  as 
there  are  numerous  holes  to  the  outside  around  the  outcrop.    However,  there 
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is  a  furnace  in  connection  which  is  used  to  ventilate  some  sections  of  the  mine. 
The  roof  is  unusually  bad  and  requires  very  careful  blasting  of  the  coal  as 
well  as  timbering  to  prevent  falls,  accidents,  etc.  No  gas  liberates  from  the 
coal.  It  is  blasted  with  permissible  powder  and  black  powder.  Eowever, 
very  little  explosives  are  used  as  most  of  the  coal  is  produced  by  picks  exclusive 
ly  and  requires  no  blasting.  It  is  gathered  and  hauled  by  mules  and  hoorses 
to  the  tipple  where  it  is  dumped  into  the  wooden  chute  that  slides  it  into  a 
small  bin,  and  from  there  it  is  poured  into  railroad  cars.  State  Mine  Laws 
are  being  observed.  The  mine  is  capable  of  producing  200  tons  daily.  The 
drainage  is  bad  along  important  haulways. 

\V.  TL  Conoway,  Manager.  Brooks  Patton.  Mine  Foreman.. 

R.  A.  Brown,  Superintendent. 

FAYETTE  COAL  COMPANY. 
P.  O.  Dola,  W.  Va. 
No.  252.  Fayette  mine. — Pittsburg  Seam. — Drift. —  (During  a  portion  of 
the  year.  Incine.) — The  location  of  this  mine  is  16  miles  northwest  of  Clarks- 
burg, W.  Va.,  on  Ten  Mile  Creek  on  the  Short  Line  Division  of  the  B.  &  O. 
Railroad.  It  is  opened  up  on  the  double  entry  system  and  ventilating  current 
is  produced  by  a  disc  connected  to  a.  steam  engine  by  belt.  It  is  conducted 
to  the  working  faces  by  means  of  wooden  stoppings,  doors,  etc.  Much  difficulty 
was  experienced  in  maintaining  the  roof  in  the  airways  until  after  the  operat- 
ing company  made  a  change  in  the  working  plans  of  their  mine,  making  new 
openings,  which  eliminated  the  incline.  The  coal  is  now  being  hauled  around 
the  hill  to  the  tipple  and  much  better  conditions  prevail  in  the  airways,  as  this 
enables  them  to  use  the  old  haulway  headings  for  airways.  Slight  traces  of 
gas  have  been  heretofore  discovered  liberating  at  a  few  of  the  working  faces. 
None  however  have  been  discovered  for  some  time  and  the  mine  is  at  this  time 
practically  free  from  gas.  Drainage  is  good  and  no  dust  of  dangerous  char- 
acter found.  The  coal  is  undercut  by  compressed  air  machines  of  the  puncher 
type.  It  is  gathered  and  hauled  to  the  tipple  by  horses  and  mules  where  it  is 
dumped  into  railroad  cars.  State  Mine  Laws  are  being  obesrved.  This  mine 
is  capable  of  producing  600  tons  daily. 

E.  Dale  Field,  General  Manager.  Eli  Morris.  Mine  Foreman.. 

E.  W.  Sterrett,  Superiniemdent.  Lock  Vincent,  Mine  Foreman. 

B.  T.  Greaves,  Superintendent. 

MONONGAH  FUEL  COMPANY. 
P.  O.  Monongah.  W.  Va. 
No.  253.  GcMehue  Mine. — Pittsburg  Seam. — Drift. — This  mine  is  located  on 
Coons  Run  10  miles  north  of  Clarksburg,  W.  Va.,  on  the  Coons  Run  Branch  off 
of  the  M.  R.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double 
entry  system.  The  ventilation  is  produced  by  natural  means  and  also  by 
furnace.  It  is  conducted  to  the  working  places  by  means  of  wooden  stoppings, 
doors,  etc.  The  roof  is  of  the  usual  character  overlying  the  Pittsburg  Seam  in 
this  region  and  which  requires  careful  timbering  to  prevent  falls  of  slate  and 
accidents  from  happening.  No  gas  liberates  in  the  mine  and  no  dust  of  a 
dangerous  character  is  found.  The  coal  is  undercut  by  picks,  there  being  no 
machinery  installed  at  the  mine.    It  is  blasted  with  black  powder.    It  is 
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gathered  and  hauled  to  the  tipple  by  mules  and  horses.  State  Mine  Laws  are 
being  observed.  The  capacity  of  this  mine  is  about  400  tons  daily.  Drainage 
is  good  in  most  of  the  working  places.  Some  little  difficulty  is  experienced 
however  to  properly  drain  it  in  some  sections. 

Carroll  Currey,  General  Manager.         John  Prunty,  Mine  Foreman. 

Dave  Victor,  Manager  n  Supt. 

D.  A.  Wilson.  Supt.  &  Mine  Foreman. 

George  Coburn,  Supt.  &  Mine  Foreman. 

SHORT  LINE  COAL  COMPANY. 
P.  O.  Dola,  W.  Va. 
No.  254.  Girards  No.  2  &  3. — Pittsburg  Seam. — Drifts. — These  mines  are 
are  located  on  Ten  Mile  Creek  lO1/^  miles  northwest  of  Clarksburg,  W.  Va.,  on 
the  Short  Line  Division  of  the  B.  &  0.  Railroad.  They  are  opened  up  on  the 
double  entry  system.  The  ventilating  currents  are  produced  by  two  fans  and 
conducted  to  the  working  places  by  means  of  wooden  stoppings,  doors,  etc. 
The  fans  are  propelled  by  steam  engine  with  belt  connection.  The  roof  is  a 
fair  average  of  that  which  overlies  the  Pittsburg  Seam  in  this  region,  which 
requires  careful  attention  daily  as  to  timbering,  blasting  of  the  coal,  etc.,  to 
prevent  falls  of  slate,  accidents,  etc.  No  gas  liberates  in  the  No.  3  mine. 
Small  quantities  have  heretofore  been  detected  liberating  at  some  of  the  faces 
in  No.  2  mine.  Also  some  Carbon  Dioxide  is  found  in  No.  2  mine  in  the 
abandoned  workings  to  the  left  of  the  Main.  The  coal  is  undercut  with  picks. 
]"t  is  blasted  with  black  powder  and  permissible  explosives.  It  is  gathered 
and  hauled  to  the  side  tracks  by  horses  and  mules  and  from  there  it  is  hauled 
to  the  tipple  by  means  of  head  rope.  These  mines  are  not  intersected  under 
ground  yet  the  output  of  No.  3  is  hauled  via  a  portion  of  the  No.  2  workings 
before  reaching  the  rope.  From  there  it  is  hauled  to  the  tipple  and  dumped 
into  railroad  cars  in  conjunction  with  the  output  of  No.  2  mine.  State  Mine 
Laws  are  being  observed  in  most  important  matters.  The  capacity  of  this 
mine  is  about  600  tons  daily.  The  drainage  of  No.  2  is  very  bad,  Large 
bodies  of  standing  water  are  found  at  the  extreme  faces  which  are  not  work- 
ing at  present,  as  this  mine  goes  to  the  dip.  The  drainage  in  No.  3  mine  is 
fairly  good. 

Charles  Heyer.  General  Manager.        Claude   Addison,   Mine  Forem-an. 
Pat  Kroger.  Superintendent.  Thomas  H.  Graham,  Mine  Foreman. 

J.  K.  Elsess,  Superintendent. 
Thomas  H.  Graham.  Superintendent. 

FAIRMONT  &  BALTIMORE  COAL  8c  COKE  COMPANY. 
P.  O.  Adamston.  W.  Va. 
No.  255.  Fairmore  Mine. — Pittsburg  Seam. — Drift  Incline. — This  mine  is 
located  on  Limestone  Creek,  2  miles  west  of  Clarksburg,  W.  Va.,  on  the  Parkers- 
burg  Branch  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry 
system.  The  ventilating  currents  are  produced  by  natural  means,  by  furnace 
and  one  portion  of  the  mine  is  ventilated  by  a  fan,  which  is  connected  to  a 
steam  engine  by  belt.  It  is  conducted  to  the  working  faces  by  wooden  stop- 
pings, doors,  etc.  The  roof  is  bad  and  requires  careful  attention  as  to  timber- 
ing to  prevent  accidents.    No  gas  liberates  from  the  coal  and  not  dust  of  any 
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consequence  is  found  in  the  mine.  The  coal  is  undercut  with  picks.  It  is 
blasted  with  black  powder,  gathered  and  hauled  to  the  outside  by  horses  and 
mules  and  from  there  it  is  hauled  around  the  hill  to  the  head  of  the  plane  by 
steam  locomotive,  where  it  is  lowered  by  rope  to  the  tipple  by  engine  plane  and 
dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed.  The  capac 
ity  of  this  mine  is  hard  to  estimate,  in  as  much  as  most  of  the  workings  are 
pillars,  etc.  However  I  would  judge  the  mine  capable  of  producing  from  300 
to  400  tons  diaily.  The  drainage  is  bad  in  some  sections  on  account  of  local 
dips,  etc.,  and  it  is  difficult  to  get  proper  drainage  on  account  of  old  workings 
which  are  badly  fallen  in. 

Irving  Adams,  General  Manager.  Cleo  Monk,  Mine  Foreman. 

A.  Lysle  White,  Superintendent. 

MADEEIA-HILL-CLAEK  COAL  COMPANY. 

P.  O.  WlLSONBURG.  W.  VA. 

No.  256.  Goff  Mine. — Pittsburg  Seam. — Drift  Incline. — This  mine  is  lo- 
cated on  Limestone  Creek  3%  miles  west  of  Clarksburg,  W.  Va.,  on  the  Parkers- 
burg  Branch  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry 
system.  The  ventilation  is  produced  by  a  centrifugal  fan  with  direct  steam 
connection,  located  at  drift  mouth  of  Waldo  No.  1  mine  belonging  to  the  same 
company,  these  two  mines  being  connected  under-ground.  The  roof  is  of  a 
good  average  for  the  Pittsburg  Seam  in  this  region,  and  is  well  timbered.  No 
gas  liberates  from  the  coal,  and  no  dust  of  dangerous  character  found  in  the 
mine.  The  coal  is  undercut  by  picks  and  gathered  and  hauled  to  the  drift 
mouth  at  the  head  of  the  plane  by  horses  and  mules  where  it  is  lowered  by 
traction  by  the  tipple  and  dumped  into  railroad  cars.  State  Mine  Laws  are 
being  observed.  The  capacity  of  this  mine  is  about  800  tons  daily.  Drainage 
is  good  in  all  the  important  working  places  in  the  mine. 
John  A.  Clark,  General  Manager.  O.  .J.  Fowler.  Mine  Foreman. 
W.  R.  Wilburn,  General  Superint evident. 
3.  M.  Hicks,  Superintendent. 

MADEEIA-HILL-CLAEK  COAL  COMPANY. 
P.  O.  WlLSONBURG.  W.  Va. 
No.  257.  Waldo  No.  1. — Pittsburg  Seam. — Drift  Petard  Plane. — This  mine 
is  located  4  miles  west  of  Clarksburg,  W.  Va.,  on  the  waters  of  Limestoen 
Creek  on  the  Parkersburg  Branch  of  the  B.  &  O.  Railroad.  The  mine  is  opened 
up  on  the  double  entry  system.  The  ventilating  current  is  produced  by  a  centri- 
fugal fan  with  direct  steam  connection  and  is  conducted  to  the  working  faces  by 
means  of  wooden  stoppings,  doors,  etc.  The  roof  is  rather  bad  and  requires 
very  careful  attention  to  prevent  falls,  accidents,  etc.  No  explosive  gas  liber- 
ates from  the  coal  and  no  dust  of  dangerous  character  found  in  this  mine. 
Some  Carbon  Dioxide  is  found  in  the  abandoned  sections  of  the  mine.  The 
coal  is  undercut  with  picks,  blasted  with  black  powder,  gathered  and  hauled 
to  the  drift  mouth  at  the  head  of  the  plane  by  horses  and  mules  where  it  is 
lowered  to  the  tipple  by  retard  plane  and  dumped  into  railroad  cars.  State 
Mine  Laws  are  being  observed.    The  capacity  of  this  mine  is  from  300  to 
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400  tons  daily  at  this  time  and  will  not  increase  in  as  much  as  pillars  and 
stumps  are  the  principal  part  of  the  workings.  Drainage  is  bad  in  several 
sections  of  the  mine. 

John  A  Clark,  General  Manager.  A.  G.  Coburn,  Mine  Foreman-. 

W.  R.  WilbUrn,  General  Supt. 
J.  M.  Hicks.  Supermtendewt. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Reynoldsville,  W.  Va. 
No.  258.  Yorlc  Mine. — Pittsburg  Seam. — Drift,  Incline. — This  mine  is 
located  on  the  waters  of  Limestone  Creek  6%  miles  west  of  Clarksburg,  'W.  Va., 
on  the  Parkersburg  Branch  of  the  B.  &  O.  Railroad.  The  opening  and  the 
developments  are  being  made  on  the  double  entry  system.  The  current  which 
ventilates  the  mine  workings  is  produced  by  a  high  speed  fan  of  the  J.  R. 
Robinson  type,  which  is  connected  to  a  steam  engine  by  belt.  The  current 
is  conducted  to  the  working  places  by  means  of  wooden  stoppings,  doors,  etc., 
which  are  substantially  built.  The  roof  is  of  the  usual  character  that  over- 
lies the  Pittsburg  Seam  in  this  region  and  which  requires  careful  timbering  in 
rooms,  etc.,  to  prevent  falls  of  slate  and  accidents  from  happening.  At  times 
during  the  past  year  gas  escaped  in  this  mine  in  large  and  dangerous  quanti- 
ties from  a  gas  well  located  about  1700  feet  across  the  hill  from  the  opening, 
which  gave  the  operating  company,  as  well  as  the  inspector,  a  great  deal  of 
concern  to  prevent  an  accident  from  happening.  At  this  time  however,  no 
gas  is  found  in  the  workings,  but  a  careful  watch  is  maintained  by  a  competent 
fire  boss.  The  coal  is  undercut  with  picks  and  blasted  with  permissible  ex- 
plosives. It  is  gathered  and  hauled  to  the  head  of  the  plane  by  horses  and 
mules  and  from  there  it  is  lowered!  to  the  tipple  by  means  of  traction  plane 
and  dumped  into  the  railroad  cars.  State  Mine  Laws  are  being  observed.  The 
capacity  of  this  mine  is  about  100  tons  daily,  and  will  increase  as  develop- 
ments are  made.  Drainage  is  good  in  all  the  working  places.  Some  standing 
water  found  along  Main  Heading,  which  needed  attention.  This  mine  was 
not  reported  last  year,  as  it  is  a  new  mine,  and  began  shipping  coal  during  the 
past  year. 

C.  H.  Jenkins,  General  Manager.  Will  Flannagan,  Mine  Foreman. 

C.  D.  M.  Kramer.  Superintendent.        George  Eliason.  Fire  Boss. 
Walter  Miller.  Superintendent.  Walter  Miller.  Fire  Boss. 

O  'GAB A  COAL  MINING  COMPANY. 
P.  O.  Reynoldsville,  W.  Va. 
No.  259.  O'Gara  Mine. — Pittsburg  Seam. — Slope. — This  mine  is  located  on 
the  waters  of  Limestone  Creek  7y2  miles  west  of  Clarksburg,  W.  Va.,  on  the 
Parkersburg  Branch  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double 
entry  system  and  the  current  which  ventilates  the  mine  workings  is  produced 
by  a  centrifugal  fan  connected  to  a  steam  engine  by  belt.  The  design  of  this 
fan  being  high  speed.  It  is  conducted  to  the  working  places  by  means  of 
wooden  stoppings,  doors,  etc.  The  roof  is  of  a  very  bad,  brittle  nature,  and 
requires  very  great  attention  as  to  timbering,  blasting  the  coal,  etc.,  to  pre- 
vent falls,  accidents,  etc.  Some  gas  liberates  at  the  faces  in  the  advanced 
workings,  which  is  being  cared  for  by  sufficient  ventilation.    The  coal  is  un- 
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dercut  by  picks  and  by  compressed  air  machines  of  the  puncher  type.  It  is 
blasted  with  permissible  explosives  and  gathered  and  hauled  to  the  foot  of 
the  slope  by  horses  and  mules.  From  there  it  is  hoisted  to  the  tipple  by  means 
of  head  rope  and  dumped  into  railroad  cars.  State  Mine  Laws  are  observed. 
This  mine  is  capable  of  producing  600  tons  daily.  The  drainage  in  most  of 
the  working  places  is  good.  Alonge  some  of  the  important  haulways  it  is  very 
bad. 

W.  J.  Keefe,  Superintendent.  Thomas  McDonald,  Mine  Foreman. 

M.  Mannix.  Superintendent.  James  Cummings,  Mine  Foreman. 

Andy  Adcock,  Fire  Boss. 

Wade  C.  Wales,  Fire  Boss. 

Pete  Bruno,  Fire  Boss. 

HA  BUY  B  COAL  &  COKE  COMPANY. 
P.  O.  Clarksburg,  W.  Va. 
No.  260.  Pit  cairn  Mine. — Pittsburg  Seam. — Drift. — This  mine  is  located  1 
mile  south  of  Clarksburg,  W.  Va.,  on  a  branch-off  of  the  W.  Va.  &  P.  Division 
of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system.  The 
ventilation  is  produced  by  a  centrifugal  fan  with  direct  steam  connections. 
It  is  conducted  to  the  working  places  by  means  of  stoppings,  several  of  which 
are  constructed  of  brick.  The  roof  is  a  good  average  for  that  overlying  the 
Pittsburg  Seam  in  this  region,  yet  requires  careful  attention  as  to  timbering 
and  the  blasting  of  the  coal  to  prevent  falls,  accidents  ,etc.  Traces  of  gas  have 
heretofore  been  found  liberating  from  some  of  the  advanced  working  faces, 
which  was  being  care  for.  Some  sections  of  the  mine  are  inclined  to  be  dry 
and  dusty  in  the  winter  time  if  not  properly  looked  after.  The  coal  is  under- 
cut by  electric  machines  of  the  chain  type  and  by  picks.  Black  powder  is 
principally  used  for  blasting  the  coal.  It  is  gathered  to  the  side  tracks  by 
mules  and  horses  from  where  it  is  hauled  to  the  tipple  by  an  electric  motor 
where  it  is  dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed. 
The  mine  is  capable  of  producing  1200  tons  daily.  Drainage  is  good  in  all 
the  important  working  sections  of  the  mine. 

Harry  B.  Clark,  General  Manager.       Bert  Russell,  Mine  Foreman. 
John  A.  Clark,  Jr..  Supt.  Joe  Coburn.  Mine  Foreman. 

MAESHALL  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  261.  Marshall  Mine. — Pittsburg  Seam, — Drift  Incline. — This  mine  is 
located  on  Browns  Creek  7  miles  south  of  Clarksburg,  W.  Va.,  on  the  W.  Va, 
&  P.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry 
system  and  the  current  which  ventilates  the  workings  is  produced  by  a  centri- 
fugal fan  with  direet  steam  connections.  It  is  conducted  to  the  working  places 
by  substantial  stoppings,  doors,  etc.  The  roof  varies  in  character,  some  sec- 
tions being  exceedingly  good  while  in  other  sections  it  is  very  bad  and  requires 
very  careful  attention  to  prevent  falls,  accidents,  etc.  No  gas  liberates  from 
the  coal.  Some  dust  found  in  the  mine  during  the  winter  season,  which  re- 
quires attention.  The  coal  is  undercut  by  compressed  air  machines  of  the 
puncher  type.  It  is  blasted  with  black  powder  and  permissible  explosives. 
It  is  gathered  and  hauled  to  the  side  tracks  on  the  interior  by  horses  and  mules. 
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From  there  for  the  most  part  of  the  year  it  was  hauled  to  the  drift  mouth 
at  the  head  of  the  plane  by  endless  rope,  but  at  this  time  it  is  hauled  by  gaso- 
line motors.  From  here  it  is  lowered  by  traction  to  the  tipple  and  dumped 
into  railroad  cars.  State  Mine  Laws  are  being  observed.  The  capacity  of 
the  mine  is  about  1500  tons  daily.    Drainage  is  good. 

C.  E.  Sharpless,  General  Manager.       Thomas  Price,  Mine  Foreman. 
"William  Patterson,  Superintendent.     Oliver  McIntire,  Mine  Foreman. 
James  A.  Jenkins,  Superintendent.       William  Gantz,  Mine  Foreman. 

DANIEL  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  202.  Godke  No.  1  Mine. — Pittsburg  Seam. — Drift  Incline. — This  mine 
is  located  on  Browns  Creek  71/£  miles  south  of  Clarksburg,  W.  Va.,  on  the  W. 
Va.  &  P.  Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  en- 
try system.  The  ventilation  is  produced  by  natural  means.  This  mine  has 
operated  very  irregularly  during  the  past  year.  The  roof  is  bad ;  drainage  is 
bad;  and  conditions  generally  in  and  around  the  place  are  adverse.  However, 
during  the  time  the  mine  was  operating,  the  State  Mine  Laws  were  being 
observed.  The  capacity  of  the  mine  is  hard  to  estimate  on  account  of  ab- 
normal conditions. 

D.  Howard.  Sales  Manager.  H.  S.  Huber,  Mine  Foremam,. 
V.  E.  Gocke.  Superintendent. 

CLABESBUBG  GAS  COAL  COMPANY. 
P.  O.  McWhorter,.  W.  Va. 
No.  263.  McWhorter  Mine. — Bedstone  Seam. — Drift  Incline. — The  location 
of  this  mine  is  16  miles  south  of  Clarksburg,  W.  Va.,  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system. 
The  current  which  ventilates  the  mine  workings  is  produced  by  a  disc  fan  with 
electric  connections.  It  is  conducted  to  the  working  places  by  means  of 
wooden  stoppings.  The  roof  is  very  bad  on  account  of  numerous  clay  veins 
encountered  and  requires  very  careful  attention  as  to  timbering,  blasting,  etc., 
to  prevent  accidents.  This  mine  has  operated  very  irregularly  during  the 
past  year.  No  gas  liberates  at  the  faces  and  no  dust  of  dangerous  character 
found'  in  the  mine.  The  coal  is  undercut  by  electric  chain  machines  and  blast- 
ed with  permissible  explosives.  It  is  gathered  and  hauled  to  the  side  tracks 
by  horses  and  mules  and  from  there  to  the  head  of  the  plane  by  electric  motor, 
from  where  it  is  lowered  by  traction  to  the  tipple  and  dumped  into  railroad 
cars.  State  Mine  Laws  are  observed.  The  capacity  of  this  mine  is  from  200 
to  300  tons  daily,  provided  clay  veins  did  not  interfere  too  much  with  the 
operation.  Drainage  is  good  in  all  important  working  sections. 
Harry  Whyel,  Ge>neral  Manager.  Charles  Fortney,  Mime  Foreman. 

J.  J.  Sharfneker,  Superintendent. 
* 

BBYON  COAL  COMPANY. 
P.  O.  Mt.  Clare,  W.  Va. 
No.  264.    Althea  Mine. — Pittsburg  Seam. — Drift. — This  mine  is  located  on 
Browns  Creek  7  miles  south  of  Clarksburg,  W.  Va.,  on  the  W.  Va.  &  P.  Division 
of  the  B.  &  O.  Railroad.    It  is  opened  up  on  the  double  entry  system.  The 
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ventilating  current  is  produced  by  a  disc  fan  which  is  connected  to  a  steam 
engine  by  belt.  It  is  conducted  to  the  working  faces  by  wooden  stopping, 
doors,  etc.  The  roof  is  a  good  average  of  that  overlying  the  Pittsburg  Seam 
in  this  region,  yet  it  requires  careful  attention  as  to  timbering,  blasting,  etc., 
to  prevent  falls  of  slate,  accidents,  etc.  No  gas  liberates  from  the  coal. 
Some  dust  is  found  in  the  mine  during  the  winter  season  and  requires  attention. 
The  coal  is  undercut  with  picks  and  blasted  with  black  powder  principally. 
It  is  gathered  and  hauled  to  the  drift  mouth  by  horses  and  mules  and  from 
there  it  is  lowered  to  the  tipple  by  means  of  head  rope,  the  distance  being 
%  of  a  mile  from  the  drift  mouth  to  the  tipple,  where  it  is  dumped  into  rail- 
road cars.  State  Mine  Laws  are  being  observed  in  most  important  matters. 
This  mine  is  capable  of  producing  about  500  tons  daily.    Drainage  is  good. 

D.  Howard,  Sales  Superintendent.  Thomas  Price,  Mine  Foreman. 
P.  P.  Gannon,  Superintendent. 

EYGBADE  COAL  COMPANY. 
P.  O.  McWhorter,  W.  Va. 
No.  265.  Page  Mine — Bedstone  Seam — Drift  Incline. — This  mine  is  located 
15y2  miles  South  of  Clarksburg,  W.  Va.,  on  the  W.  Va.  &  P.  Division  of  the 
B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system  and  the  ventila- 
tion is  produced  by  a  furnace.  It  is  conducted  to  the  working  places  by 
means  of  wooden  stoppings.  The  roof  is  good  except  in  places  where  clay 
veins  are  encountered  where  it  requires  careful  timbering,  blasting,  etc.,  to  pre- 
vent falls,  accidents,  etc.  No  gas  liberates  from  the  coal.  The  mine  is  in- 
clined to  be  dry  and  dusty  and  requires  wetting  to  insure  safety.  The  coal 
is  undercut  by  picks  and  blasted  with  permissible  explosives.  It  is  gathered 
and  hauled  to  the  head  of  the  plane  by  horses  and  mules  from  where  it  is 
lowered  to  the  tipple  by  traction  plane  and  dumped  into  Eailroad  cars.  State 
Mine  Laws  are  being  observed.  The  capacity  of  this  mine  is  from  200  to  300 
tons  daily.  Drainage  is  exceedingly  good.  This  mine  did  not  operate  regularly 
during  the  past  year. 

E.  A.  Russell,  General  Manager. 
Isham  Keith,  Superintendent. 
Marshall  Limer,  Supt.  and  Mine  Foreman. 

Charles  Fortney,  Mine  Foreman. 

BEBNHABD  COAL  COMPANY. 
P.  O.  Clarksburg,  W.  Va.,  R.  F.  D. 
No.  266.  Burli  Mine — Pittsburg  Seam — Drift  Incline. — This  mine  is  located 
\y-2  miles  East  of  Clarksburg,  W.  Va.,  on  the  waters  of  Elk  Creek  on  the  Gras- 
selli  Branch  of  the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  sys- 
tem. The  ventilation  is  produced  by  a  furnace.  The  roof  is  of  the  usual  char- 
acter overlying  the  Pittsburg  Seam  in  this  Region  and  requires  careful  tim- 
bering to  prevent  falls,  accidents,  etc.  No  gas  liberates  from  the  coal  and 
no  dust  of  dangerous  character  is  found.  The  coal  is  undercut  by  picks, 
gathered  and  hauled  to  the  head  of  the  plane  by  horses  and  mules  and  from 
there  it  is  lowered  to  the  tipple  and  dumped  into  railroad  cars.  State  Mine 
Laws  are  observed  in  all  important  matters.    Drainage  is  a  little  difficult,  yet 
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it  is  in  fair  condition.    The  capacity  of  this  mine  is  about  100  tons  daily. 

This  is  a  new  mine  and  was  not  reported  last  year. 

George  Phillips,  General  Manager. 

Pat  Donnelly,  Supt.  and  Mine  Foreman. 

LEWIS  COUNTY. 

EEOGEE  GAS  COAL  COMPANY. 
P.  O.  McWhorter,  W.  Va. 
No.  267.  Polar  Mine — Bedstone  Seam — Drift  Incline. — The  location  of  this 
mine  is  37  miles  South  of  Clarksburg,  W.  Va.,  on  the  W.  Va.  &  P.  Division  of 
the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system.  The  ventil- 
ating current  is  produced  by  a  disc  fan  and  conducted  to  the  working  places  by 
wooden  stoppings.  The  roof  is  good  except  in  places  where  clay  veins  are 
encountered.  Here  is  is  very  bad  and  requires  attention  to  prevent  falls,  acci- 
dents, etc.  No  gas  liberates  from  the  coal.  No  dust  of  a  dangerous  character 
is  found.  The  coal  is  undercut  by  picks,  blasted  with  permissible  powders, 
gathered  and  hauled  to  the  head  of  the  plane  by  horses  and  mules  and  from 
there  it  is  lowered  by  traction  to  the  tipple  and  dumped  into  railroad  cars. 
State  Mine  Laws  are  observed.  The  capacity  of  the  mine  is  from  400  to  500 
tons  daily.    Drainage  is  good  in  most  working  places. 

B.  J.  Kroger,  General  Manager. 

C.  F.  Limer,  Superintendent  and  Mine  Foreman. 

UPSHUR  COUNTY. 

BED  BOCK  FUEL  COMPANY. 
P.  O.  Red  Rock,  W.  Va. 
No.  268.  Bed  Bock  No.  1  Mine — Bedstone  Seam — Drift. — The  location  of 
this  mine  is  3  miles  West  of  Buckhannon,  W.  Va.,  on  the  Buckhannon  and  Wes- 
ton Branch  of  the  B.  &  O.  Railroad.  The  developments  are  made  on  the  double 
entry  system.  The  air  current  which  ventilates  the  mine  workings  is  produced 
by  a  disc  fan  with  electric  connections.  It  is  conducted  to  the  working  places 
by  wooden  stoppings.  The  roof  is  fairly  good  except  in  places  where  clay  veins 
are  encountered  and  in  these  places  it  is  very  bad  and  requires  very  careful 
attention  to  prevent  accidents.  No  gas  found  liberating  at  the  working  faces 
and  but  little  dust  of  a  dangerous  character  found  in  the  mine.  The  coal  is 
undercut  by  electric  machines.  It  is  gathered  and  hauled  to  the  tipple  by  elec- 
tric motors  where  it  is  dumped  into  railroad  cars.  This  tipple  is  of  the  twin 
type  which  spans  the  ravine  separating  this  mine  from  the  No.  2  mine  belong- 
ing to  the  same  Company.  The  output  of  both  mines  is  dumped  into  railroad 
cars  from  the  same  tipple.  State  Mine  Laws  are  being  observed  in  all  im- 
portant matters.  The  mine  is  capable  of  producing  from  200  to  300  tons  daily. 
The  drainage  is  good. 

George  DeBolt,  General  Manager.  James  Lang,  Mine  Foreman. 
Robert  Lang,  Jr.,  Superintendent.  Mike  Fahey,  Mine  Foreman. 
R.  E.  Tarleton,  Superintendent.  Grover  Knight,  Mine  Foreman. 
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RED  ROCK  FUEL  COMPANY. 
P.  O.  Bed  Rock,  W.  Va. 
No.  268.    Red  Bock  No.  2  Mine — Bedstone  Seam — Drift. — This  mine  is  locat- 
ed about  3  miles  West  of  Buckhannon,  W.  Va.,  on  the  Buckhannon  &  Weston 
Branch  of  the  B.  &  O.  Railroad.    The  mine  is  opened  on  the  double  entry  sys- 
tem.   The  ventilation  is  produced  by  a  disc  fan  with  electric  connections.  It 
is  conducted  to  the  working  places  by  wooden  stoppings,  doors,  etc.    The  roof 
is  good  except  in  places  where  clay  veins  are  encountered  and  in  these  places 
it  is  very  bad  and  requires  careful  timbering  to  prevent  accidents  from  falls 
of  slate,  etc.    No  gas  liberates  from  the  coal.    No  dust  of  any  consequence 
found  in  this  mine.    The  coal  is  undercut  by  electric  machines  and  by  picks, 
gathered  and  hauled  to  the  tipple  by  means  of  electric  motor  where  it  is  dumped 
into  railroad  cars  in  conjunction  with  the  output  of  No.  1  mine.    This  mine 
has  been,  idle  for  the  greater  part  of  he  year  and  the  capacity  is  hard  to  esti- 
mate on  account  of  the  numerous  clay  veins  and  the  varying  conditions. 
State  Mine  Laws  were  observed  in  important  matters.    Drainage  is  difficult 
as  the  working  are  to  the  dip.    The  water  is  handled  by  pump. 
George  DeBolt,  General  Manager.        James  Lang,  Mine  Foreman. 
Robert  Lang,  Jr.,  Superintendent.        Mike  Fahey,  Mine  Foreman. 
R.  E.  Tarleton,  Superintendent.  Grover  Knight,  Mine  Foreman. 

NEWCOMEB  COAL  COMPANY. 
P.  O.  Teter,  W.  Ata. 
No.  269.    Newcomer  Mine — Bedstone  Seam — Drift. — This  mine  Is  iocated  7 
miles  North-East  of  Buckhannon,  W.  Ya.,  on  the  Buckhannon  &  Belington 
Branch  of  the  B.  &  O.  Railroad.    It  is  opened  up  on  the  double  entry  system. 
The  air  which  ventilates  the  workings  is  produced  by  a  furnace.    It  is  con- 
ducted to  the  working  faces  by  means  of  wooden  stoppings.    The  roof  is  very 
bad  on  account  of  numerous  clay  veins  encountered  and  requires  careful  at- 
tention to  prevent  accidents  from  falls  of  slate.    No  gas  liberates  from  the 
coal.    Some  dust  is  found  in  cold  weather  in  the  mine  workings,  which  requires 
attention.    The  coal  is  undercut  with  picks,  gathered  and  hauled  to  the  tipple 
by  mean,s  of  mules  and  horses  where  it  is  dumped  into  railroad  cars.    The  mine 
has  operated  but  very  little  during  the  past  year.    The  mine  is  capable  of  pro- 
ducing about  200  tons  daily.    State  Mine  Laws  were  observed.    Drainage  is 
bad  along  the  Main  haulway.    In  the  working  places  it  is  good. 
F.  O.  Blue,  General  Manager. 
J.  L.  Jeffreys,  Supt.  4"  Mine  Foreman. 

BUCKHANNON  RIVER  COAL  $  COKE  COMPANY. 
P.  O.  Adrian,  W.  Ya. 
No.  270.  Florence  Mine  No.  2 — Masontown  Seam  (?) — Drift  En  dine  Plane. 
This  mine  is  located  3  1-8  miles  West  of  Sago,  W.  Ya.,  on  the  Coal  &  Coke 
Railroad.  The  openings  are  made  on  the  tripple  entry  system.  The  current 
which  ventilates  the  mine  workings  is  produced  by  a  Connellsville  Centrifugal 
fan  wih  electric  connection.  The  roof  is  exceedingly  good.  No  gas  liberates 
from  the  working  faces  and  no  dust  of  any  consequence  found  in  the  mine. 
During  the  past  year,  a  complete  electric  system  has  been  installed  at  this  mine, 
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the  coal  being  hoisted  up  the  engine  plane  to  the  tipple  by  an  electric  motor 
by  means  o-f  endless  rope  and  hand  grip,  where  it  is  dumped  into  railroad 
ears.  The  capacity  of  the  mine  at  this  time  is  small  as  only  a  few  men  are 
working  in  the  mine.  It  will  increase  as  developments  are  made,  as  this  Com- 
pany owrs  a  large  acreage  of  coal  at  this  location.  This  mine  will  eventually 
be  connected  underground  with  No.  1  mine  belonging  to  the  same  Company, 
which  at  his  time  is  not  in  operation.  Drainage  is  good.  State  Mine  Laws 
are  being  observed. 
T.  S.  Lackey,  General  Manager. 
I.  W.  Reokard,  Supt.  4"  Mine  Foreman. 

I.  J.  Humphries,  Superintendent.         Wade  Corley,  Mine  Foreman. 

BUCKHANNON  RIVER  COAL  $  COKE  COMPANY. 
P.  O.  Adrian,  W.  Va. 
No.  270.    Florence  Mine  No.  1 — Masontown  Seam  (?) — Drift. — This  mine  is 
located  3  miles  West  of  Sago,  W.  Va.,  on  the  Coal  &  Coke  Railroad.    It  is 
opened  on  the  double  entry  system  and  the  ventilation  is  produced  by  a  fur- 
nace.   The  roof  is  exceedingly  good.    The  coal  is  undercut  by  picks,  hauled 
to  a  temporary  tipple  by  means  of  horses  and  mules  and  dumped  into  railroad 
cars.    This  mine  has  operated  very  irregularly  during  the  past  year.  Drain- 
age is  exceedingly  good.    State  Mine  Laws  were  observed.  ffl 
T.  S.  Lackey,  General  Manager. 
I.  W.  Reckard,  Supt.  $  Mine  Foreman. 

I.  J.  Humphries,  Superintendent.         Wade  Corley,  Mine  Foreman. 

NICHOLAS  COUNTY. 

PARDEE  $  CURTIN  LUMBER  COMPANY. 
P.  O.  Curtin,  W.  Va. 

No.  271.    Panther  Mine — Sewell  Seam — Slope  The  location  of  this  mine  is 

6  miles  South  of  Curtin,  W.  Va.,  on  a  log  railroad  owned  and  operated  by  the 
Lumber  Company.  It  is  opened  on  the  double  entry  system.  The  ventilation 
is  produced  by  a  furnace.  The  roof  is  very  good.  No  gas  liberates  from  the 
coal.  The  coal  is  undercut  by  picks,  gathered  by  the  miners  to  the  rope  and 
from  there  it  is  hauled  by  head  rope  system  to  the  tipple  and  dumped  into  bins 
for  local  use  for  the  locomotives  used  by  the  Lumber  Company.  State  Mine 
Laws  are  observed  in  important  matters.  The  capacity  of  the  mine  is  small — 
■from  50  to  100  tons  daily.  Drainage  is  good. 
G.  W.  Curtin,  General  Manager. 

C.  D.  Mayo,  Superintendent.  J.  M.  Boggs,  Mine  Foreman. 

PARDEE  S>  CURTIN  LUMBER  COMPANY. 
P.  O.  Curtin,  W.  Va. 
No.  272.  Hominy  Mine — Sewell  Seam — Drift. — This  mine  is  located  17 
miles  South  of  Curtin,  W.  Va.,  on  a  log  railroad  owned  and  operated  by  the 
Lumber  Company.  It  is  opened  up  on  the  double  entry  system.  The  ventilat- 
ing current  is  produced  by  a  furnace.  The  roof  is  of  a  good  character.  No 
gas  liberates  from  the  coal  and  no  dust  found  in  the  mine,  which  is  of  danger- 
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ous  character.  The  coal  is  undercut  by  picks,  pushed  by  hand  to  the  rope  by 
the  miners,  from  where  it  is  hoisted  to  the  drift  mouth  by  means  of  head  rope. 
From  there  it  is  lowered  by  traction  to  the  bins  into  which  it  is  dumped  for 
local  use  of  the  operating  Lumber  Company.  The  drainage  is -bad  on  account 
of  work  going  to  the  dip.  The  capacity  of  the  mine  is  small  and  is  regulated 
by  the  needs  of  the  Lumber  Company  which  use  the  coal  for  their  locomotives. 
State  Mine  Laws  are  observed  in  important  matters. 
G.  W.  Curtin,  General  Manager. 

C.  D.  Mayo,  Supt.  A.  W.  Smith,  Mine  Foreman. 

SAXMAN  COAL  $  COKE  COMPANY. 
P.  O.  Saxman,  W.  Ya. 

No.  273.  Saxman  No.  1 — Sewell  Seam — Drift. — The  location  of  this  mine  is 
2  miles  South  of  Fenwick,  W.  Va.,  on  a  railroad  belonging  to  the  Fenwick  Lum- 
ber Company.  It  is  opened  up  on  the  double  entry  system.  The  current  which 
ventilates  the  workings  is  produced  by  a  centrifugal  fan  with  electric  connec- 
tions. The  roof  is  bad  and  requires  careful  attention  as  to  timbering  to  pre- 
vent falls,  accidents,  etc.  The  coal  is  undercut  by  electric  machines  of  the 
chain  type  and  it  is  blasted  by  both  black  and  permissible  explosives.  It  is 
gathered  and  hauled  to  the  tipple  by  electric  motor  where  it  is  dumped  into 
the  railroad  cars.  State  Mine  Laws  are  observed  and  no  gas  liberates  from  the 
coal,  nor  dust  of  a  dangerous  character,  when  properly  looked  after.  The 
capacity  of  this  mine  is  hard  to  estimate  on  account  of  local  conditions,  such 
as  thinning  out  of  the  coal,  etc.,  but  will  vary  from  200  to  400  tons  daily. 
Drainage  is  good  throughout  the  mine. 
G.  E.  Saxman,  General  Manager. 

D.  H.  Abrams,  Superintendent.  M.  F.  Allenbaugh,  Mine  Foreman. 

SAXMAN  COAL  #  COKE  COMPANY. 
P.  O.  Saxman,  W.  Va. 
No.  273.  Saxman  No.  2 — Sewell  Seam — Drift. — This  mine  is  located  2  miles 
South  of  Fenwick,  W.  Va.,  on  a  railroad  owned  by  the  Fenwick  Lumber  Com- 
pany. It  is  opened  and  developed  on  the  double  entry  system  and  the  current 
which  ventilates  the  mine  workings  is  produced  by  a  centrifugal  fan  with  elec- 
tric connections.  The  roof  is  very  bad  and  requires  careful  attention  daily  as 
to  timbering,  blasting,  etc.,  to  prevent  falls  and  accidents.  No  gas  liberates 
from  the  coal,  and  no  dust  of  dangerous  character  found.  The  coal  is  under- 
cut by  electric  machines  of  the  chain  type.  It  is  blasted  with  permissible 
and  black  powder.  It  is  gathered  and  hauled  to  the  tipple  by  electric  motor. 
This  tipple  is  used  by  both  No.  1  and  No.  2  mines  and  the  output  of  both  mines 
is  dumped  into  railroad  ears  in  conjunction  with  each  other.  State  Mine  Laws 
are  being  observed  in,  important  matters.  The  capacity  of  the  mine  cannot  be 
accurately  estimated  on  account  of  the  pinching  out  of  the  coal  and  other 
local  conditions.  However,  it  is  capable  of  producing  about  the  same  tonnage 
as  that  of  No.  1  mine.  Drainage  is  good. 
G.  K.  Saxman,  General  Manager. 

D.  H.  Abrams,  Superintendent.      v        M.  F.  Allenbaugh.  Mine  Foreman. 
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SAXMAN  COAL  #  COKE  COMPANY. 
P.  O.  Saxman,  W.  Ya. 
No.  274.    Saxman  No.  3 — Sewell  Seam — Drift. — This  mine  is  located  3  miles 
South  of  Fenwick,  W.  Va.,  on  a  railroad  owned  by  the  Fenwick  Lumber  Com- 
pany.   It  is  opened  up  on  the  double  entry  system  and  the  ventilation  is  pro 
duced  by  an  open  grate.    The  roof  is  of  the  same  character  as  described  in 
Saxman  Nos.  1  and  2  mines  belonging  to  the  same  Company  and  located  1  mile 
North  of  this  mine.    The  development  is  very  small,  it  being  confined  to  entry 
work  for  prospecting,  etc.    The  coal  is  produced  with  picks  as  no  machinery 
is  installed.    It  is  gathered  and  hauled  to  the  dump  by  a  mule.    The  capacity 
of  the  mine  is  of  a  negligible  quantity.    The  water  is  handled  by  pump,  which 
is  operated  by  the  steam  locomotive  when  it  makes  its  trip  to  the  mine. 

G.  R.  Saxman,  General  Manager. 

D.  H.  Abrams,  Superintendent.  E.  S.  Buzzard,  Mine  Foreman. 

GREENBRIER  COUNTY. 

ELK  LICK  COAL  COMPANY. 
P.  O.  Rich  wood,  W.  Va. 
No.  275.  Spruce  Knob  Mine — Sewell  S.eajn — Drift. — This  mine  is  located 
12  miles  South  of  Rich  wood,  W.  Va.,  on  the  railroad  owned  by  the  Cherry 
River  Boom  &  Lumber  Company,  and  used  for  the  purpose  of  hauling  their 
logs  to  the  mill.  The  mine  is  opened  on  the  double  entry  system.  The  cur- 
rent which  ventilates  the  mine  is  produced  by  a  centrifugal  fan  which  is  direct- 
ly connected  to  a  steam  engine.  It  is  conducted  to  the  working  faces  by  means 
of  substantial  stoppings,  doors,  etc.  The  roof  is  exceedingly  good  in  most  sec- 
tions of  the  mine  and  but  little  trouble  is  experienced  from  falls,  etc.,  in  the 
working  places.  No  gas  liberates  from  the  coal.  No  dust  of  dangerous  character 
found  in  the  mine.  The  undercutting  is  done  with  picks.  It  is  blasted  with 
black  powder  and  gathered  and  hauled  to  the  tipple  by  mules  where  it  is 
dumped  into  railroad  cars.  State  Mine  Laws  are  being  observed.  The  mine  is 
capable  of  producing  from  200  to  300  tons  daily.  Drainage  is  bad  in  some  sec- 
tions on  account  of  local  dips,  etc. 

H.  W.  Armstrong,  General  Manager. 
Harry  P.  Jones,  Supt.  4"  Mine  Foreman. 

UPSHUR  COUNTY. 

EAST  GRAFTON  COAL  COMPANY. 
P.  O.  Lorentz,  W.  Va. 

No.   .    Lorentz  Mine — Redstone  Seam — Slope. — This  mine  is  located  3% 

miles  West  of  Buckhannon,  W.  Ya.,  on  the  Buckhannon  &  Weston  Branch  of 
the  B.  &  O.  Railroad.  It  is  opened  up  on  the  double  entry  system.  The  cur- 
rent which  ventilates  the  mine  workings  is  produced  by  a  centrifugal  fan  with 
direct  steam  connections.  It  is  conducted  to  the  working  places  by  serviceable 
stoppings.  The  roof  is  good  except  in  places  where  clay  veins  are  encountered 
and  there  it  is  very  bad  and  requires  careful  timbering,  etc.,  to  prevent  falls 
of  slate  and  accidents  from  happening.  These  clay  veins  are  very  numerous. 
Slight  traces  of  gas  liberate  at  some  of  the  advanced  working  faces,  but  is 
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cared  for  by  means  of  sufficient  ventilation,.  Dust  is  a  factor  that  is  neces- 
sary to  be  looked  after  in  this  mine.  The  coal  is  undercut  by  picks,  hauled  by 
a  pony  to  the  side  track  at  the  foot  of  the  slope  on  the  interior  of  the  mine 
and  from  there  it  is  hoisted  to  the  tipple  by  head  rope  and  dumped  into  rail- 
road cars.  The  capacity  of  the  mine  is  about  200  tons  daily.  State  Mine 
Laws  are  being  observed.  Drainage  good  in,  all  the  important  working  sec 
tions  of  the  mine,  the  water  being  pumped  from  the  foot  of  the  slope  to  the 
outside.  This  mine  has  not  operated  any  except  by  this  Company,  since  the 
date  of  an  explosion  which  happened  in  this  mine  several  years  ago.  It  was 
then  operated  under  the  name  of  the  Pennsylvania  Consolidated  Coal  Com- 
pany. For  that  reason,  it  was  omitted  from  the  report  last  year. 
W.  C.  Scrimshaw,  Pres.  4'  Mgr.  Okey  Malcolm,  Mine  Foreman. 

Joseph  Kadell,  Superintendent.  Okey  Malcolm,  Fire  Boss. 
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THIRD  DISTRICT. 


GENEBAL  SUMMARY  FOR  THE  THIRD  MINING  DISTRICT  FOR  THE 
)  EAR  ENDING  JUNE  30TH  1012. 


EMPLOYES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

COUNTY. 

-6 

<o 

No.  of  Openings. 

No.  of  Persona  Kill 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

| 

Totals. 

■ 
5 

3 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,000  lbs. 

Barbour  

(Part) 
Monongalia . 
Preston  

13 

4 

2 

60  252 

68 

133 

713 

155 

5 

160 

873 

679.451 

1,475 

7 

15 

2 
3 

195 
518 

62 
190 

11 

64 

82 
232 

350 
1,004 
651 

50 
141 

37 
107 

87 
248 

437 
1,252 
776 

382,164 
841,801 

55,994 
196,031 
6,452 

Taylor 

10 

2 

245 

237 

32 

137 

118 

7 

125 

731,300 

Total  

45 

11 

1,218 

741 

175 

5S4 

2.71S 

464 

156 

620 

3,338 

2,634,716 

259,952 

Hon.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 
Dear  Sir: — I  herewith  submit  my  annual  report  as  Inspector  of  the  Third 
District  of  West  Virginia  for  the  year  ending  June  30,  1912.    This  District  is 
composed  of  the  following  counties: 

Taylor,  Preston,  Monongalia  and  all  of  the  mines  in  Barbour  county  except 
one. 

The  coal  business  has  been  dull  in  this  District  during  the  past  year  and 
very  few  of  the  mines  have  worked  regularly  and  some  of  them  have  not  been 
in  operation  at  all. 

It  gives  me  pleasure  to  report  that  the  mines,  as  a  general  proposition,  are 
in  better  condition  than  they  have  ever  been  before,  in  so  far  as  ventilation  and 
general  safety  is  concerned  and  especially  the  mines  that  have  been  working 
regularly  during  the  past  fiscal  year. 

The  mine  managers  and  operators  have  all  shown  a  willingness  to  adopt  any 
methods  that  I  have  recommended  or  suggested,  after  showing  good  cause  for 
such  suggestions  and  recommendations,  that  tend  to  put  their  mines  in  a  safer 
and  more  sanitary  condition  and  especially  in  regard  to  taking  care  of  coal 
dust,  which  is  a  matter  that  has  to  be  watched  very  closely  in  this  District. 
I  have  always  insisted  that  all  of  the  coal  dust  be  removed  from  the  mines  and 
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that  portions  of  it  that  cannot  be  loaded  out,  be  kept  watered,  either  by  sprink- 
ling or  by  injecting  steam  into  the  intake  air  current.  Several  of  the  com- 
panies in  this  District  have  equipped  their  mines  for  the  induction  of  steam  in- 
to same  and  practically  all  of  them  have  made1,  or  are  making  arrangements  to 
comply  with  the  orders  issued  by  you  to  the  mines  through  the  various  in- 
spectors, relative  to  the  humidity  during  the  fall  and  winter  months.  Many 
of  the  mines  have  electric  pumps  on  their  water  cars  with  hose  attached  for 
sprinkling,  while  others  have  the  old  fashioned  water  cars  to  keep  the  dry  sec- 
tions moistened. 

It  gives  me  pleasure  to  report  that  in  my  District  during  the  past  year  that 
we  have  had  but  very  few  accidents  and  the  fatal  and  non-fatal  accidents  which 
have  occurred  from  the  different  causes,  have  practically  all  been  due  to  the 
carelessness  on  the  part  of  the  men  who  were  killed  or  injured  and  disobedience 
to  the  instructions  given  them  by  officials  in  charge  of  the  mines  where  such 
accidents  occurred.  In  one  instance  in  this  District,  the  mine  foreman  com- 
pelled the  miner  to  set  a  prop  in  his  working  place  and  immediately  after  the 
foreman  had  gone  out,the  miner  took  an  ax  and  knocked  the  prop  out  and 
the  roof  fell  on  him,  killing  him  instantly. 

The  following  new  mines  are  now  being  opened  up  and  developed  in  this 
District : 

The  Elkins  Coal  &  Coke  Company  are  opening  three  mines  near  Bretz,  W.  Va. 
The  Maryland  Coal  Company  is  opening  up  one  mine  near  Wend  all,  W.  Va. 
The  Grafton  Coal  &  Coke  Company  is  opering  one  mine  near  Simpson,  W.  Va. 
The  Gorman  Coal  &  Coke  Company  is  opening  up  one  mine  near  Austin.  W. 
Va. 

The  Davis  Coal  &  Coke  Company  is  opening  up  one  mine  near  Dartmore.  W. 
Va.,  and  also  one  near  Newburg,  W.  A7a.  The  latter  mine  referred  to  is  a  shaft 
opening. 

The  three  new  mines  that  the  Elkins  Coal  &  Coke  Company  are  opening  up 
will  increase  the  output  of  that  Company  about  5,000  tons  per  day.  They  will 
be  located  on  the  M.  &  K.  Railway  and  equipped  with  the  most  modern  up-to- 
date  equipment  in  every  detail. 

At  the  least  calculation,  when  all  of  these  mines  are  in  operation,  it  will  in- 
crease the  production  in  this  District  from  nine  to  ten  thousand  tons  daily  by 
the  end  of  the  next  fiscal  year. 

In  conclusion,  I  wish  to  say  that  with  the  exception  of  the  few  arrests  that 
I  have  made,  my  relations  with  the  miners  and  mine  operators  have  been  very 
pleasant  and  I  take  this  opportunity  to  thank  the  operators,  managers,  super- 
intendents and  miners  for  the  many  courtesies  shown  me  in  the  discharge  of  my 
duties  and  their  co-operation  in  endeavoring  to  improve  the  mining  conditions 
generally.  I  also  thank  you,  as  Chief  of  the  Department  of  Mines  for  the 
able  assistance  and  advice  you  have  given  me  and  for  your  courteous  treat- 
ment and  I  wish  the  Department  of  Mines  continued  success. 

Respectfully  submitted. 

L.  D.  Vaughn. 
Inspector  Third  District. 
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GREAT  SCOTT  COAL  &  COKE  CO. 

MORGANTOWN.  W.  Va. 

General  Office  of  Company,  Morgantown,  W.  Va. 

No.  301.  Great  Scott  Mine. — Drift. — Pittsburg  Seam. — This  mine  is  located 
three  miles  north  of  Morgantown,  W.  Va.,  on  the  Monongahela  river,  operating 
on  the  double  entry  system.  The  mine  is  naturally  ventilated  and  on  my  last 
visit  the  ventilation  was  not  what  it  should  be,  however,  there  were  only  ten 
men  in  the  mine  and  there  was  sufficient  air  for  this  number  of  men  and  the 
company  is  driving  to  the  outside  with  a  view  of  installing  a  gasoline  fan. 

The  main  heading  has  been  driven  through  the  hill,  a  distance  of  about 
three  thousand  feet.  The  coal  is  of  a  good  quality  and  the  natural  conditions 
are  excellent.  Owing  to  the  depressed  condition  of  the  coal  business,  they  have 
not  operated  regularly  during  the  past  two  years.  The  coal  is  conveyed  across 
the  Monongahela  river  by  means  of  ropes  and  buckets  to  a  side  track  on  the 
B.  &  O.  Railroad,  where  it  is  dumped  into  the  cars. 

Alex  Tate.  Manager,  A.  CJ.  Tate.  Supt.  &  Mine  Foreman. 

Morgantown,  IV.  Va.  M org ant  oxen,  TV.  Va. 


ANTLER  COAL  COMPANY. 
Round  Bottom,  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  302.    Grant  Mine. — Drift. — Pittsburg  Seam. — This  mine  is  located  on 
the  west  side  of  the  Monongahela  river,  six  miles  south  of  Morgantown  on  the 
B.  &  O.  Railroad  and  is  operating  on  the  double  entry  system.    The  venti- 
lation is  produced  by  a  furnace  and  on  my  last  inspection,  was  very  good. 

The  roof  and  timbering  is  good,  except  where  it  is  worked  near  the  crop  and 
the  roof  at  these  points  is  in  bad  shape.    Drainage  is  good. 

The  coal  is  conveyed  across  the  river  by  ropes  tnd  buckets  to  a  siding  on  the 
B.  &  O.  Railroad  where  it  is  dumped  into  the  cars. 

T.  W.  Arnett,  Manager,  Charles  Gandy,  Mine  Foreman. 

Fairmont.  TV.  Va. 

CONSOLIDATION  COAL  COMPANY. 
General  Office  of  Company,  Fairmont,  W.  A^a. 
No.  303.  Consolidation  No.  30  Mine. — Drift. — Pittsburg  Seam. — This  mine 
is  located  twelve  miles  north  of  Fairmont  on  the  F.  M.  &  P.  Railroad,  •  oper- 
ating on  the  double  entry  system.  The  ventilation  is  natural  and  I  have  al- 
ways found  it  very  good.  The  entries  and  the  majority  of  the  rooms  are  driven 
to  the  outcrop  which  makes  the  air  good.  The  head  coal  is  left  in  some  parts 
of  the  mines,  which  makes  a  very  good  roof.  Timbering  is  good.  Blankets 
and  stretchers  are  kept  on  hand  and  mile  rules  are  posted. 

There  has  never  been  an  air  record  kept  at  this  mine  as  there  are  so  many 
openings  outside  that  it  is  a  hard  matter  to  get  a  correct  reading. 
H.  H.  Watson.  Manager,  Harry  S.  Toothman.  Supt. 

Fairmont,  TV.  Va.  C.  H.  Johnson.  Mine  Foreman. 

Beeclucood,  TV.  Va. 
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PITTSBUEG  STEAM  COAL  COMPANY 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  304.  Opekiska  Mine. — Drift. — Pittsburg  Seam. — This  mine  is  located  ;it 
Opekiska,  W.  Va.,  ten  miles  north  of  Fairmont,  W.  Va.,  on  the  F.  M.  &  P.  Rail 
road,  operating  on  the  double  entry  system  and  is  naturally  ventilated  and  the 
air  is  very  good  as  there  are  several  openings  to  the  outside.  There  are  only 
a  few  men  working  in  this  mine. 

The  mine  laws  are  complied  Avith. 
J.  R.  Bailey,  Gen.  Mgr.  &  Supt.  James  Winney.  Mine  Foreman. 

Fairmont.  W.  Va. 

ELKINS  COAL  &  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 

No.  305.  Sabraton  Mine  Nos.  4  4-  5. — Drift. — Pittsburg  Seam. — This  mine  is 
located  2y2  miles  south  of  Morgantown,  W.  Va.,  on  the  M.  &  K.  Railraod  and 
is  operating  on  the  double  entry  system.  This  mine  is  well  ventilated  by  a 
fan  and  the  air  is  well  distributed  through  the  rooms  and  headings.  Roof  gen- 
erally bad  and  requires  careful  timbering. 

The  coal  is  hauled  about  one  mile  on  a  tram  road  by  a  motor  on  the  M.  &  K. 
Railroad,  where  it  is  dumped  into  the  cars.  Drainage  gooa  and  mines  laws 
complied  with. 

J.  B.  Hanford,  Gen.  Supt.  Floyd  Gandy,  Mines  Foreman. 

Morgantowm\,  W.  Va. 

ELKINS  COAL  &  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 
No.  306.    Richard  Mine  No.  1. — Drift.  Upper  Freeport  Seam. — This  mine 
is  located  four  miles  south  of  Morgantown,  W.  Va.,  on  the  M.  &  K.  Railroad 
and  is  operating  on  the  double  entry  system.    The  ventilation  is  produced  by 
a  20  ft.  fan  and  is  well  distributed  throughout  the  mine.    The  roof  is  good, 
it  being  a  hard  bone  coal  and  is  taken  down  in  the  headings  for  height  and  is 
left  up  in  the  rooms.    This  is  a  very  dry  and  dusty  mine,  but  the  dust  is  well 
cared  for  at  all  times.    In  addition  to  the  other  precautions  they  have  the  dis- 
charge from  the  fan  going  into  the  intake  and  the  fan  is  kept  running  con- 
stantly.   Timbering  is  good  and  the  mine  laws  are  complied  with. 
J.  B.  Hanford.  Gen,  Supt.  Oliver  Barbard.  Mine  Foreman. 

Morgantown.  W.  Va. 

ELKINS  COAL  &  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 
No.  307.    Elkin£  No.  3  Mine. — Drift.  Upper  Freeport  Seam. — This  mine  is 
located  on  the  M.  &  K.  Railroad  and  the  entire  output  of  the  mine  is  used  by 
the  railroad  company  for  engine  fuel.    The  mine  is  well  ventilated  and  roof 
and  timbering  is  good.    The  mine  laws  are  complied  with. 
J.  B.  Hanford.  Gen.  Supt.  Oliver  Barbard.  Mine  Foreman. 

Morgantown.  TV.  Va. 
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PBESTON  COUNTY. 

ELKINS  COAL  &  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 
No.  308.  Brctz  Mine  No.  2. — Drift,  Upper  Freeport  Seam. — This  mine  is 
located  at  Bretz,  W.  Va.,  on  the  M.  &  K.  Railroad,  operating  on  the  double 
entry  system.  The  ventilation  is  produced  by  a  16  ft.  fan  and  is  well  dis- 
tributed throughout  the  mine.  Drainage  good  and  the  second  opening  meets 
the  requirements  of  the  law.  Blankets  and  stretchers  are  kept  on  hand  and 
J.  B.  Hanford.  Gen.  Supt.  Robert  L.  Wolfe,  Mine  Foreman. 

Joe  Hanford.  Local  Supt. 
the  mining  law  is  fully  complied  with. 

ELKINS  COAL  <?•  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 
No.  309.    Masontown  No.  6 — Drift,  Upper  Freeport  Seam. — This  mine  is 
located  at  Masontown,  W.  Va.,  or  the  M.  &  K.  Railroad  and  is  operating  on 
tlie  double  entry  system.    The  ventilation  is  produced  by  a  16  ft.  far,  and  is 
good.    Drainage  good  and  the  mine  laws  are  fully  complied  with. 
J.  B.  TJanford,  Gen.  Supt,,  Arthur  Spencer,  Mine  Foreman . 

Joe  Hanford,  Loral  Supt.,  Masontown,  TV.  Va. 

Morgantown,  W.  Va. 

PBESTON  COUNTY  COKE  COMPANY. 
General  Office,  Morgantown,  W.  Va. 
No.  310.  Cascade  Mines  Nos.  1,  2,  3. — Drift,  Upper  Freeport  Seam. — These 
mines  are  located  at  Cascade,  W.  Va.,  on  the  M.  &  K.  Railroad,  operating  on  the 
double  entry  system.    Nos.  1  and  3  are  ventilated  by  a  12  foot  steam  driven  fan 
and  the  ventilation  is  good  in  all  parts  of  the  mine.    No.  2  is  ventilated  by  a 
4  foot  fan,  electrically  driven,  which  produces  good  results.    Drainage  good. 
Practically  all  of  the  coal  produced  is  used  in  the  manufacture  of  coke.  They 
have  about  200  ovens.    The  mine  laws  are  complied  with. 
Evehart  Beiere,  Manager  and  Supt.,     M.  L.  Ford,  Mine  Foreman, 

Morgantown,  TV.  Va.  Cascade,  TV.  Va. 

ELKINS  COAL  4-  COKE  CO. 
General  Office,  Morgantown,  W.  Va. 
No.  311.  Kingwood  Mines  Nos.  1,  2,  4 — Drifts,  Upper  Freeport  Seam. — 
These  mires  are  located  one  mile  North  of  Kingwood  on  the  M.  &  K.  Railroad, 
operated  on  the  double  entry  system.  The  No.  1  mine  is  ventilated  by  a  16 
foot  fan  and  the  No.  2  by  a  4  foot  fan  and  the  ventilation  is  good  throughout 
all  three  openings.  Roof,  timbering  and  drainage  good  and  the  mine  laws  are 
fully  complied  with. 

J.  B.  Hanford,  Gen.  Sup't  and  Manager, 
Morgantown,  TV.  Va. 

I  BON  A  COAL  4-  COKE  CO. 
General  Office,  Philadelphia,  Pa. 
No.  312.    Irona  No.  2  Mine — Drift,  Upper  Freeport  Seam  This  mine  is 
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located  two  miles  west  of  Kingwood  on  the  West  Virginia  Northern  Railroad, 
operating  on  the  double  entry  system.  The  ventilation  is  produced  by  a  fan 
and  does  not  give  very  good  results  due  to  the  mine  being  cut  up  very  badly 
and  the  brattice  in  bad  shape.  Drainage  fairly  good.  Blankets  and  stretchers 
are  kept  on  hand  and  mine  rules  are  posted. 

J.  H.  Weaver,  Manager.  J.  D.  Williams,  Mine  Foreman  and 

Superintendent, 

Irona,  W.  Va. 

BORGMAN  COAL  CO. 

TUNNELTON,   W.  VA. 

No.  313.  Borgman  No.  1  Mine — Drift,  Upper  Freeport  Seam. — This  mine  is 
located  four  miles  West  of  Kingwood  on  the  West  Virginia  Northern  Railroad 
and  is  operated  on  the  double  entry  system.  It  is  ventilated  by  a  fan  which 
produces  good  results  hroughout  the  mine.  Roo*f,  timbering  and  drainage 
good  and  the  mine  laws  are  well  observed. 
F.  W.  Borgman,  Sup't  and  Mine  Foreman, 
funnelton,  W.  Va. 

KINGWOOD  COAL  COMPANY. 

General  Office,  Philadelphia,  Pa. 
No.  314.  Howesville  Mine — Drift,  Upper  Freeport  Seam. — This  mine  is 
located  five  miles  west  of  Kingwood  on  the  West  Virginia  Northern  Railroad 
and  is  operated  on  the  double  entry  system.  Ventilation  is  produced  by  a  fur- 
nace and  does  not  give  very  good  results.  Timbering  and  general  safety  fairly 
good.  Blankets  and  stretchers  are  kept  on  hand.  The  mining  law  is  generally 
well  complied  with. 

William  Atkins,  Manager,  Isaac  Conn,  Sup't., 

Philadelphia,  Fa.  Howesville,  TV.  Va. 

ATLANTIC  COAL  COMPANY. 
General  Office,  Philadelphia,  Pa. 
No.  315.  Atlantic  Mine  No.  1 — Drift,  Upper  Freeport  Seam. — This  mine  is 
located  three  miles  West  of  Tunnelton  on  a  branch  of  the  West  Virginia  North- 
ern Railroad  and  is  owned  and  operated  by  J.  H.  Weaver,  on  the  double  entry 
system.  Roof,  timbering  and  drainage  good.  They  have  not  operated  regularly 
during  the  past  four  years  on  account  of  the  market  conditions  and  the  mine 
was  idle  at  the  close  of  this  fiscal  year.  The  mining  laws  are  fully  com- 
plied with. 

J.  H.  Weaver,  Manager.  J.  D.  Williams,  Sup 't. 

S.  H.  JOF.DEN. 
General  Office:  Corinth,  W.  Va. 
No.  316.  Corinth  Mine. — Drift  and  Slope. — Upper  Freeport  Seam.  This 
mine  is  located  on  the  B.  &  O.  Railroad  on  Snowy  Creek  and  is  operating  on 
the  double  entry  system.  There  are  two  openings  at  this  place  one  drift  and 
one  slope,  but  the  slope  has  not  worked  for  some  time  and  is  filled  with  water. 
The  drift  is  ventilated  by  a  fan  and  does  not  produce  very  good  results  on 
account  of  the  condition  of  the  air  way  and  the  stoppings  which  I  have 
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recommended  be  put  in  proper  condition  on,  my  last  visit  to  this  mine.  There 
were  only  11  men  employed  inside  the  mine  and  the  general  condition  of  same 
was  bad. 

S.  H.  Jorden,  Supt.  and  Mine  Foreman. 

MERCHANTS  COAL  CO. 
General  Office:  Pittsburg,  Pa. 
No.  317.  Tunnelton  Mine. — Drift. — Upper  Freeport  Seam.  This  mine  is 
located  at  Tunnelton,  W.  Va.,  on  the  B.  &  O.  Railroad  and  is  operated  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  16  foot  fan  and  is  \tell 
distributed  throughout  the  mine.  Roof,  timbering  and  drainage  good,  except 
in  a  few  places  the  drainage  can  be  improved  upon  and  recommendations  have 
been  made,  which  will  correct  this.  This  is  one  of  the  largest  producers  in  this 
District  and  they  have  just  recently  erected  a  new  steel  tipple  and  a  picking 
table.    The  mine  laws  are  fully  observed. 

James  D.  O'Neil,  Manager.  Thomas  Stiff,  Superintendent. 

Pittsburg,  Fa.  David  Jack,  Mine  Foreman. 

Tunnelton,  W.  Va. 

GORMAN  COAL  $  COKE  COMPANY. 
General  Office:   Baltimore  Md. 
No.  318.    Gorman  Mine  No.  1. — Drift. — Upper  Freeport  Seam.    This  mine  is 
located  one  mile  west  of  Tunnelton,  W.  Va.,  on  the  B.  &  O.  Railroad  and  is 
operated  on  the  double  entry  system.    The  ventilation  is  natural  and  is  very 
poor.    The  mining  laws  are  generally  well  observed.    Roor  and  timbering  good. 
This  mine  has  operated  very  little  during  the  past  year. 
Gus  Gorman,  Manager. 

T.  M.  Murphey,  Superintendent.  B.  F.  Williams,  Mine  Foreman. 

GORMAN  COAL  $  COKE  COMPANY. 
General  Office:   Baltimore  Md. 

No.  318-B.    Gorman  Mine  No.  2. — Drift  Upper  Freeport  Seam.    This  mine 

is  located  on  a  branch  of  the  B.  &  O.  Railroad  near  Austen,  W.  Va.,  and  is 
operated  on  the  double  entry  system.  The  ventilation  is  produced  by  a  10  foot 
fan,  with  good  results.  Roof,  timbering  and  drainage  good  and  the  mining 
laws  are  well  observed. 

T.  M.  Murphy,  Superintendent  and  Mine  Foreman. 
Austin,  W.  Va. 

GORMAN  COAL  $  COKE  COMPANY. 
General  Office :    Baltimore,  Md. 
No.  318-C.    Gorman  Mine  No.  4. — Drift. — Upper  Freeport  Seam.    This  mine 
is  located  on  a  branch  of  the  B.  &  O.  Railroad,  near  Austin,  W.  Va.,  and  is 
only  working  four  men  and  I  have  not  made  an  inspection  of  same  this  year. 
They  expect  to  close  it  up  entirely  within  the  next  few  weeks. 
Thomas  Murphy,  Supt.  and  Mine  Foreman. 
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AUSTEN  COAL  4  COKE  COMPANY. 
General  Office,  New  York,  N.  Y. 
No.  319.    Austen  Mine  No.  1. — Drift. — Upper  Freeport  Seam.    This  mine 
ih  located  at  Austen,  W.  Va.,  0  nthe  B.  &  O.  Railroad  and  is  operated  on  the 
double  entry  system.    The  ventilation  is  produced  by  a  force  fan  and  is  well 
distributed  throughout  the  mine.    The  roof  is  dangerous  but  timbering  is  well 
looked  after,  and  the  mining  law  is  complied  with. 
('.  E.  Zehnder,  Manager. 

F.  W.  Hochler,  Supt.  Ed.  Whitaker,  Mine  Foreman. 

AUSTEN  COAL  4  COKE  COMPANY. 
General  Office,  New  York,  N.  Y. 
No.  320.    Austen  No.  c  Mine. — Drift. — Upper  Freeport  Seam.    This  mine  is 
located  near  Austen,  W.  Va.,  and  is  operated  on  the  double  entry  system.  The 
ventilation  is  produced  by  an  8  foot  fan  and  is  well  distributed  throughout  the 
mine.    The  roof  as  a  general  proposition  is  very  bad,  but  is  well  cared  for  by 
being  properly  timbered.    The  second  opening  meets  with  the  requirements  of 
th  law.    Blankets  and  stretchers  are  kept  on  hand  and  mine  rules  are  posted. 
The  mine  laws  are  generally  well  observed. 
C.  H.  Zehnder,  Manager. 

F.  W.  Hochler,  Supt.  John  Cook,  Mine  Foreman. 

KITE  COAL  4  COKE  CO. 
General  Office,  Fairmont,  W.  Ara. 
No.  321.   Dixie  Mine. — Drift. — Upper  Freeport  Seam.    This  mine  has  worked 
but  very  little  during  the  past  year  and  is  opened  up  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  furnace,  which  has  never  given  good  results. 
The  second  opening  meets  the  requirements  of  the  law.    Drainage  and  timber- 
ing good.    The  mine  laws  are  generally  well  observed. 
R.  H.  Hite,  Manager. 

Fairmont,  W.  Va. 

HIOBEA  COKE  CO. 
Gneral  Office,  Uniontown,  Pa. 
No.  322.  Vulcan  Mine: — Drift. — Upper  Freeport  Seam.  This  mine  is  located 
four  miles  east  of  Newburg  on  a  branch  of  the  B.  &  O.  Railroad  and  is  operated 
on  the  double  entry  system.  They  have  worked  but  very  little  during  the  past 
year.  The  ventilation  is  produced  by  a  fan  and  has  been  found  generally  good. 
They  have  encountered  many  clay  veins  in,  this  operation  and  the  developement 
on  this  account  has  been  very  slow.  The  mining  laws  are  farily  well  observed. 
George  Humpheries,  Supt.  Grant  Deal,  Mine  Foreman. 

HAMILTON  COAL  4  COKE  COMPANY. 

Newburg,  W.  Va.  * 
General  Office,  Cumberland,  Md. 
No.  323.    Newburg. — Shaft.    This  is  a  shaft  mine  located  at  Newburg,  W. 
Va.  on  the  B.  &.  O.  R.  R.    And  is  360  feet  deep  to  the  lower  seam  which  is 
the  Kittanning  Seam,  the  one  above  is  the  upper  Freeport  it  is  170  from  the 
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surcafe  this  seam  has  cot  been  worked  any  for  some  time,  this  seam  has  been 
abandoned  by  the  present  company  or  receivers, 

This  mine  is  very  gaseous  and  is  worked  with  locked  safety  lamps  of  the 
Wolf  type ;  and  is  ventilated  by  a  20  foot  fan  and  the  ventilation  is  conducted 
to  the  working  faces  of  all  the  places. 

This  mine  is  in  the  hands  of  a  receiver,  and  has  r.ever  been  paying  to  operate 
it  owing  to  the  output  being  so  small  that  the  coal  cost  to  much  to  get  it  out. 
This  is  fine  seam  of  coal  when  mined  properly,  and  with  a  lawout  of  a  few 
thousand  dollars  could  be  made  to  pay. 

This  mine  is  now  in  a  better  shape  than  it  was  last  report  but  plenty  of  room 
for  improvement  yet.  The  canvas  ar.d  brattice  are  kept  up  close  to  the  face- 
of  all  working  places  and  the  gas  that  is  given  off  is  carried  off  by  the  air 
current  and  is  made  safe  in  this  respect. 

F.  A.  Husted,  Manager.  John  BuMPHEKY,  Mine  Foreman. 

L.  C.  Stevenson,  Superintenednt.         John  Lennon,  Fire  Boss. 

HAMILTON  COAL  $  COKE  COMPANY. 
General  Office,  Cumberland,  Md. 
No.  323.  Newburg  Shaft. — Shaft. — Lower  Kittaning  Seam.  This  is  a  shaft 
mir,e,  located  at  Newburg,  W.  Va.,  on  the  B.  &  O.  Railroad,  and  is  360  feet 
deep  to  the  lower  seam.  The  upper  Freeport  seam  is  170  feet  from  the  surface, 
but  it  has  not  been  worked  for  some  time,  only  operating  in  the  lower.  This 
mine  is  very  gaseous  and  is  worked  with  locked  safety  lamps  exclusively. 
The  ventilation  is  produced  by  a  twenty  foot  fan,  which  gives  good  re- 
sults. This  mine  is  now  in  the  hands  of  the  receivers.  There  has 
been  considerable  improvement  at  this  place  since  my  last  report.  This 
operation  has  given  me  much  concern,  as  it  is  very  dangerous  on  account 
of  the  gas,  but  they  have  the  brattice  work  in  good  shape  and  the  gas  is  care- 
fully looked  after  and  is  not  allowed  to  accumulate.  The  mining  laws  are  well 
observed. 

F.  A.  Husted,  Manager.  John  IIumphery,  Mine  Foreman. 

L.  C.  Stevenson,  Superintenednt.         John  Lennon,  Fire  Boss. 

TAYLOR  COUNTY. 

WINONA  COAL  4'  COKE  CO. 
General  Office,  Dale,  Pa. 
No.  324.     Winona  Mine. — Drift. — Upper  Freeport   Seam.     This  mine  is- 
located  at  Coffman,  four  miles  west  of  Grafton,  on  the  Wheeling  branch  of  the 
B.  &  O.  Railroad  and  is  operated  on  the  double  entry  system.    The  ventilation 
is  produced  by  a  fan,  and  is  distributed  throughout  the  mine  by  the  split  air- 
system,  and  is  generally  good  throughout.    The  roof  is  fairly  good  and  tim- 
bering is  well  looked  after.    The  mining  laws  are  generally  well  observed. 
S.  E>.  Hixson,  Manager.  D.  F.  Tarr,  Superintendent. 

Buffs  Dale,  Pa.  R.  R.  Beverage,  Mine  foreman. 

McGRAW  COAL  COMPANY. 
General  Office,  Frostburg,  Md. 
No.  325.    New  York  Mine  No.  1. — Drift. — Pittsburg  Seam.    This  mine  is  lo- 
catedon  the  Parkersburg  branch  of  the  B.  &  O.  Railroad,  seven  miles  west  of 
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Grafton,  operating  on  the  double  entry  system.  The  ventilation  is  produced 
by  a  16  foot  fan  and  sin,ce  it  has  been  run  by  electricity,  it  has  been  giving 
good  results.  There  are  quite  a  number  of  clay  veins  in  this  seam  and  most 
of  them  given  off  more  or  less  fire  damp  and  for  this  reason,  the  mine  requires 
very  close  attention.  The  mine  is  also  very  dry,  but  the  dust  is  well  looked 
after,  by  being  removed  and  kept  watered.  The  roof  and  timbering  is  well 
cared  for  and  the  mining  law  is  complied  with. 

John  Brophey,  Manager,  Charles  ^ilhelm,  Mine  Foreman. 

James  Blair,  Superintendent.  V.  L.  Davis,  Fire  Boss. 

GRAFTON  COAL  <$*  COKE  COMPANY. 
General  Office,  Grafton,  West  Virginia. 
No.  326.  Sand  Lick  Mine. — Drift. — Pittsburg,  Seam.  This  mine  is  located 
on  a  branch  of  the  B.  &  O.  Railroad  near  Simpson,  W.  Va.,  operating  on  the 
double  entry  system.  The  ventilation  is  natural  ard  has  never  been  very  good. 
All  the  work  in  this  mine  is  now  on  pillars  and  is  about  worked  out  entirely, 
Roof,  timbering  and  drainage  fair,  and  the  mine  laws  are  generally  well  ob- 
served. 

L.  B.  Brydon,  Manager. 

Ed.  Fahey,  Superintendent.  John  P.  McGraw,  Mine  Foreman. 

MARYLAND  COAL  COMPANY. 
General  Office,  No.  1  Broadway,  New  York. 
No.  327.  Wendle  Mines — Nos.  1,  2,  3,  4,  5,  6 — Drifts. — Pittsburg  Seam. 
These  mines  are  located  on  a  branch  of  the  B.  &  O.  R.  R.  eleven  miles  west  of 
Grafton  and  are  operating  on  the  double  entry  system.  All  of  these  openings 
are  ventilated  by  fans,  which  give  good  results.  Roof,  timbering  and  drainage 
fair.    The  mining  laws  are  complied  with. 

E.  R.  Clayton,  Superintendent.  Wm.  KEEF,l/w;e  Foreman. 

T.  B.  DAVIS  COAL  COMPANY. 
General  Office,  Piedmont,  W.  Va. 
No.  328.    T.  B.  Davis  Mines  Nos.  1-2. — Drift. — Pittsburg  Seam.  These 
mines  are  located  ten  miles  west  of  Grafton,  on  the  Parkersburg  branch  of  the 
B.  &  O.  Railroad  and  are  operating  on  the  double  entry  system.    The  ventila- 
tion, is  produced  by  a  fan  and  is  well  distributed  throughout  the  mine.  Roof,, 
timbering  and  drainage  good  and  the  mine  laws  are  complied  with. 
Wm.  Heskett,  Manager, 

Piedmont,  W.  Va.  Wm.  Drainer,  Mine  Foreman. 

W.  B.  Wolf,  Superintendent. 

Flemington,  W.  Va. 

PITTSVEIN  COAL  COMPANY. 
General  Office,  New  York  City. 
No.  329.    Flemington  Mine  No.  4. — Drift. — Pittsburg  Seam.    This  mine  is 
located  at  Flemington  or,  the  B.  &  0.  Railway  and  is  operating  on  the  double 
entry  system.    Ventilation  is  produced  by  a  10  foot  electrically  dirven  fan 
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which  gives  good  results.    This  is  a  machine  mine  and  the  cutting  is  done  with 
a  chain  machine  and  the  coal  is  hauled  to  the  tipple  by  electric  motors.  The 
mining  laws  are  observed. 
John  Delaney,  General  Manager. 

15  Broad  St.,  New  York  City. 
George  Brackett,  Superintendent.  G.  R.  W.  Johnson,  Mine  Foreman. 

Flemington,  W.  I  a. 

UOESMONT  COAL  COMPANY. 
General  Office,  Philadelphia,  Pa. 
No.  330.  Roscmont  Mine. — Drift. — Pittsburg  Seam.  This  mine  is  located  at 
Tryconnel,  twelve  miles  west  of  Grafton  on  the  B.  &  O.  Railroad  and  is  operated 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  fan,  which  gives 
good  results.  Drainage,  roof  and  imbering  are  good  and  the  mine  laws  are  well 
observed. 

J.  H.  Weaver,  Manager. 

James  Starford,  Superintendent.  W.  M.  Starford,  Mine  Foreman. 

HARRISON  COAL  COMPANY. 
Tryconnell,  W.  Va.,  General  Office. 
No.  331.  Smith  Mine  No.  1 — Drift. — Pittsburg  Seam.  This  mine  is  located 
twelve  miles  west  of  Grafton  on,  the  B.  &  O.  Railroad  and  is  operating  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  fan  and  is  fairly  good, 
but  is  not  as  well  distributed  throughout  the  mine  as  it  should  be.  This  is  a 
small  mine  and  only  a  few  men  are  employed.  Roof,  timbering  and  drainage 
are  good  and  the  mine  laws  are  complied  with. 

H.  G.  Smith,  Superintendent.  David  Smith,  Mine  Foreman. 

STERLING  COAL  COMPANY. 
General  Office,  Cleveland,  Ohio. 

No.  332.    Cecil  Mine. — Drift  Upper  Freeport  Seam.    This  mine  is  located 

on  the  G.  &  B.  Railroad  seven  miles  south  of  Grafton  and  is  operated  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  furnace  and  is  not  very 
good.  Roof,  timbering  and  drainage  fairly  good  and  the  mine  laws  are  generally 
well  observed. 

H.  D.  Hilman,  General  Manager.         Clyde  Lewis,  Superintendent. 

Cleveland,  Ohio.  Grafton,  W.  Va. 

M.  C.  Brady,  Mine  Foreman. 
Cecil,  W.  Va. 

SUNNY  SIDE  COAL  COMPANY, 
General  Office,  Grafton,  W.  Va. 
No.  333.    Sunnyside  Mine. — Drift. — Upper  Freeport  Seam.    This  mine  is 
located  on  a  branch  of  the  B.  &  O.  Railroad  near  Hardman  and  is  opened  up 
on  the  double  entry  system.    Ventilationi  s  produced  by  a  fan  is  generally 
good.    Roof,  timbering  and  drainage  good  and  the  mine  laws  are  well  observed. 

I,  .  B.  Brydon,  Manager. 

Thomas  Daily,  Sup't  and  Mine  Foreman. 
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BARBOUR  COUNTY. 
LAUREL  CREEK  COAL  COMPANY. 
General  Office  Grafton,  W.  Va. 
No.  334.    Laurel  Creek  Mine. — Drift. — Upper  Erccport  Seam.    This  mine  is 
located  on  the  G.  &  B.  Railroad  nine  miles  north  of  Phillipi  and  is  opened  up 
on  the  double  entry  system.    The  ventilation  is  producved  by  a  furnace  and  has 
never  been  very  good.    This  is  a  small  opening  and  is  practically  all  pillar  work 
and  for  this  reason  they  have  not  installed  a  fan.    Roof,  timbering  and  drain- 
age fairly  good  and  the  mine  laws  are  complied  with.  frl 
L.  B.  Brydon,  Manager.  Ira  Huffman,  Mine  Foreman. 

W.  S.  Brydon,  Sup't. 

TYGARTS  RIVER  COAL  COMPANY. 
General  Office,  Clearfield,  Pa. 
No.  335.    Arden  Mine. — Drift. — Upper  Freeport  Seam.    This  mine  is  located 
eight  miles  north  of  Philippi,  W.  Va.,  on  the  G.  &  B.  Railroad  and  is  operated 
on  the  double  entry  system.    The  ventilation  is  produced  by  a  fan  which  gives 
good  results.    Constant  attention  to  dust  is  required  at  this  mine  as  it  is  very 
dry,  but  this  matter  is  carefully  looked  after.    Roof  timbering  and  drainage  are 
good  and  the  mine  law  is  generally  well  complied  with. 
C.  Shillingsford,  Manager.  George  Gattin,  Mine  Foreman. 

Charles  A.  Cook,  Sup't. 

MIDLAND  COAL  #  COKE  COMPANY. 
General  Office,  Scottdale,  Pa. 
No.  336.    Midland  Mine. — Shaft. — Upper  Freeport   Seam.    This   mine  is 
located  at  Hackers  Junction  on  the  Berryburg  branch  of  the  G.  &  B.  Railroad 
and  is  opened  up  on  the  double  entry  system.    This  shaft  is  150  feet  deep. 
The  ventilation  is  produced  by  a  10  foot  fan  which  gives  good  results.  The 
drainage  is  very  bad  and  at  times  the  mine  fills  up  with  water.    The  principal 
part  of  the  coal  produced  at  this  mine  is  converted  into  coke.    Roof  is  bad,  but 
timbering  is  well  looked  after.    The  mining  laws  are  well  observed. 
W.  B.  Hurst,  Manager. 
Dan  Costello,  Supt.  and  Mine  Foreman. 

CONSOLIDATION  COAL  COMPANY. 
General  Office,  Fairmon,  W.  Va. 
No.  337.  Consolidation  No.  37  Mine. — Drift, — Pittsburg  Seam.  This  mine 
is  located  at  Berryburg,  W.  Va.,  about  four  miles  from  Hackers  Junction,  on 
the  Berryburg  Branch  of  the  G.  &  B.  Railroad  and  is  opened  up  on  the  double 
ntry  system.  The  venitlation  is  produced  by  two  fans,  one  seven  foot  and  the 
other  eleven  foot,  which  produces  good  results.  Roof,  timbering  and  drainage 
fairly  good. 

This  mine  liberates  some  explosive  gas,  especially  whenever  a  clay  vein  is 
struck,  but  not  in  very  great  quantities  however  it  is  well  looked  after.  Safety 
powder  is  used  exclusively  and  shot  firers  are  employed.  The  mine  lawes  are 
generally  complied  with. 

H.  H.  Watson,  Manager.  Lee  Cotterell,  Mine  Foreman. 

W.  W.  Furguson,  Sup't.  Earnest  Love,  Mine  Foreman. 

A.  A.  Shaw,  Fire  Boss. 

S.H.  Shaw,  Fire  Boss. 
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MERIDEN  COAL  MINING  COMPANY. 
General  Office,  Philadelphia,  Pa. 
No.  338.    Meriden  Nos.  1  -  2  -  3  -  4. — Drift. — Upper  Frceport  Seam.  These 
mines  are  located  about  iy2  miles  from  Philippi,  W.  Va.,  on  the  G.  &  B.  Rail- 
road and  is  operating  on  the  double  entry  Bystem.    T^he  ventilation  is  produced 
by  a  16  foot  fan  and  is  good.    These  openings  are  all  connected  underground. 
This  mine  is  dry  and  dusty,  but  this  dust  is  well  cared  for  and  exhaust  steam 
from  the  fan  is  conducted  into  the  mine.    Roof,  timbering  and  drainage  fairly 
good.    The  mining  laws  are  well  observed. 
Lee  J.  Sandridge,  Sup't  and  General  Manager. 

H.  D.  Hurfhvan,  Mine  foreman. 

GRAFTON  FUEL  COMPANY. 
General  Office,  Grafton,  W.  Va. 
No.  339.    Lillian  No.  1  Mine.— Drift. — Mahoning  Seam.    This  mine  is  located 
at  Lillian,  W.  Va.,  on  the  G.  &  B.  Railroad,  five  miles  south  of  Philippi  ard  is 
opened  up  on  the  double  entry  system.    The  ventilation  is  produced  by  a  furn- 
ace.   The  mine  has  not  been  in  operation  for  several  years  and  I  have  not  made 
an  inspection  of  it. 
It,  B.  Brydon,  Manager. 
W.  S.  Brydon,  Superintendent. 

GRAFTON  FUEL  COMPANY. 
General  Office,  Grafton,  W.  Va. 
No.  339.  Lillian  No.  B  Mine. — Drift. —  Upper  Freeport  Seam.  This  mine 
is  located  at  Lillian,  VV.  Va.,  on  the  G.  &  B.  Railroad  five  miles  south  of  Philippi 
and  is  opened  up  on  the  double  entry  system.  The  ventilation  is  produced  by 
a  13  foot  fan  which  gives  good  results.  Hoof,  timbering  and  drainage  good 
and  the  mire  laws  are  generally  well  observed. 

L  B.  Brydon,  Manager.  Thos  Jones,  Mine  Foreman. 

W.  S.  Brydon,  Sup't. 

CENTURY  COAL  COMPANY  OF  W.  FA. 
General  Office,  Baltimore,  Md. 
No.  340.  Century  Mine  No.  1. — Shaft,  Red  Stone  Seam. — This  mine  is  lo- 
cated on  a  branch  of  the  B.  &  O.  Railroad,  four  miles  from  Lomely  Junction. 
The  ventilation  is  produced  by  a  13  ft.  fan  and  has  always  been  very  good  and 
is  well  distributed  throughout  the  mine.  There  is  some  gas  generated  here 
but  is  well  looked  after.  Safety  powder  is  used  exclusively  and  shot  lirers 
are  employed.  The  are  three  main  splits  in  the  current  and'  a  number  of  sub- 
splits.  Each  heading  gets  fresh  air  from  the  surface  and  this  makes  the  air 
go  all  over  the  mine.  The  stoppings  are  all  built  of  concrete  and  kept  in 
good  shape.  This  is  a  shaft  opening,  but  it  has  natural  ventilation.  A  head- 
ing has  been  driven  to  the  outside  and  a  ditch  is  cut  about  8  ft.  or  9ft.  deep 
which  thoroughly  drains  the  mine.  Roof  and  timbering  good  and  the  mine  laws 
are  complied  with. 

Ben  Bissell,  Manager.  A.  B.  McMurdo,  Mime  Foreman. 

John  Phillips,  Supt.  John  Pokas,  Fire  Boss. 

John  Donahue,  Fire  Bo&s. 

J.  M.  Lough,  Fire  Boss. 
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CENTURY  COAL  COMPANY  OF  W.  VA. 
General  Office,  Baltimore,  Md. 
No.  340.    Century  Mine. — Drift,  Red  Stone  Seam. — This  mine  is  located  on 
the  Buckhannon  Branch  of  the  G.  &  H.  Railroad  and  is  opened  up  on  the 
double  entry  system.    It  is  now  connected  up  to  the  Century  No.  1  mine  and 
is  ventilated  by  the  fan  from  No.  1  and  the  air  is  generally  good.    Roof,  tim- 
bering and  drainage  fairly  good.    The  mining  laws  are  complied  with. 
Ben  Bissell,  Manager.  Garfield  Munday,  Mine  Foreman. 

John  Phillips,  Supt. 

GAUGE  COAL  &  COKE  COMPANY. 
General  Office,  Pittsburg,  Pa. 

No.  341.  Sara  Mine. — Drift. — This  mine  is  located  about  one  mile  south 
of  Junior,  W.  Va.,  on  the  Western  Maryland  Railroad  and  is  opened  up  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  fan  which  gives  good 
results.  Roof,  timbering  and  drainage  fair.  This  mine  has  been  worked  but 
very  little  during  the  past  year.  It  changed  hands  last  October  and  is  now 
operated  by  the  Gauge  Coal  &  Coke  Company,  of  Pittsburg,  Pa. 

The  mining  laws  are  generally  well  observed. 
George,  Hinkel,  General  Mamnger. 

H.  C.  Haskins,  Supt.  &  Mine  Foreman. 

DAVIS  COLLIERY  COMPANY. 
General  Office,  Elkins,  W.  Va. 
No.  342.    Junior  No.  4  Mine. — Drift. — Upper  Freeport  Seam. — This  mine  i9 
located  at  Junior,  W.  Va.,  and  is  operated  on  the  double  entry  system.  They 
have  worked  but  very  little  in  the  past  year,  however,  arrangements  are  now 
being  made  to  operate  regularly.    Roof,  timbering  and  drainage  fair  and  the 
mine  laws  are  complied  with. 
J.  F.  Healey,  Manager. 

HUMPHREYS  COAL  COMPANY. 
General  Office,  Philadelphia,  Pa. 
No.  343.    Humphreys  Mine. — Drift. — Upper  Freeport  Seam. — This  mine  is 
located  at  Phillippi,  W.  Va.,  and  is  opened  up  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  fan  which  gives  good  results.    Roof,  timber- 
ing and  drainage  fairly  good  and  the  mine  laws  are  complied  with. 

I.  A.  Bourcher.  General  Manager.  John  Swick,  Mine  Foreman. 
J.  E.  Shannon,  Supt. 

LUELLA  COAL  &  COKE  COMPANY. 
General  Office,  Phillippi,  W.  Va. 
No.  344-A.  Adma  Mine. — Drift. — Upper  Freeport  Seam. — This  mine  is  lo- 
cated at  Adma,  W.  Va.,  on  the  G.  &  B.  Railroad  and  is  opened  up  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  furnace  and  is  very 
good.  Roof,  timbering  and  drainage  good  and  the  mine  laws  are  complied 
with. 

H.  M.  Crawford.  Manager  &  Supt.  J.  J.  Robinson.  Mine  Foreman. 

Phillippi,  W.  Va. 
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LUELLA  COAL  &  COKE  COMPANY. 
General  Office,  Phillippi,  W.  Va. 
No.  345.    Luella  Mine. — Drift. — Upper  Freeport  Seam. — This  mine  is  lo- 
cated at  Adma,  W.  Va.,  on  the  G.  &  B.  Railroad  and  is  opened  up  on  the  double 
entry  system.    The  ventilation  is  produced  by  a  furnace  and  is  very  good. 
Roof,  timbering  and  drainage  good.    The  mine  laws  are  well  observed. 
H.  M.  Crawford,  Manager  &  Supt.  J.  J.  Robinson.  Mine  Foreman. 

PMllippi,  W.  Va. 

DAVIS  COAL  &  COKE  CO. 
General  Office,  Thomas,  W.  Va. 
No.  346.  Dartmore  Mine. — Slope. — Upper  Freeport  Seam. — This  is  a  new 
mine  just  started  up  in  the  past  year  and  is  being  opened  up  for  operation  on 
the  third  heading  system.  The  ventilation  is  produced  by  a  fan  and  is  very  good. 
When  this  mine  is  fully  developed  the  tonnage  will  be  about  800  to  1000  tons 
per  day.  Roof,  timbering  and  drainage  good  and  the  mine  laws  are  well 
observ<  d. 

Lee  Ott.  General  Supt.  J.  E.  Ott,  Mine  Foreman. 

W.  W.  Brewer,  Mine  Supt. 
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FOURTH  DISTRICT. 


GENERAL   SUMMARY  FOE   TEE  FOURTH  MINING  DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TH,  1912. 


COUNTY. 

No.  of  Openings. 

No.  of  Persons  Killed. 

EMPLOYEES. 

Production  of 

Inside. 

Outside. 

Coal. 

C  )!t3  . 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

1 

Tons  of  2,000  lbs. 

Grant   . 

2 

18 
12 
15 
1 

1 

7 

31 

513 
448 
913 
48 

10 
20 
20 
20 

16 
5 
4 
4 

16 
116 
131 
402 

17 

73 
654 
603 
1,339 

65 

23 
113 

79 
203 
7 

23 
113 
148 
262 
7 

96 
767 
751 
1,601 

72 

188,907 

Mineral  

Randolph-.. 
Tucker 

Barbour  

(Part) 

Total  

655,941 
716,632 
1,114,732 
76.944 

69 
59 

119,513 
40,710 

48 

10 

1,953 

70 

29 

682 

2,734l  425 

128 

553 

3,287 

2,753,156 

160,223 

Office  of  the  Fourth  District  Mine  Inspector. 

Elkins,  W.  Va.,  September  21,  1912. 

Hon.  John  Laing, 

Chief  of  the  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  herewith  respectfully  submit  to  you  my  annual  report  as  In- 
spector of  the  Fourth  Mining  District  of  West  Virginia,  for  the  year  ending 
June  30,  1912. 

All  the  new  mines  of  this  District  opened  during  the  last  year  will  be  found 
under  the  head  of  " Condition  of  Mines  in  the  Fourth  District"  and  all  other 
mines,  except  several  small  mines  in  Eandolph  county,  where  the  number  of 
men  employed  are  so  small  that  they  do  not  lawfully  come  under  the  juris- 
diction of  this  Department.  In  all  there  are  at  present  in  this  District,  includ- 
ing ten  sand  mines,  a  total  in  round  numbers  of  eighty  mine  openings.  Not 
all  of  these  mines  are  in  operation  at  anyone  time  and  under  normal  market 
conditions  not  over  sixty  to  sixty-five  coal  mines  will  be  found  producing  coal 
on  any  given  date ;  however,  this  number  of  mines,  some  of  them  being  very 
large,  and  distributed  as  they  are  over  five  different  counties  some  of  them  be- 
ing many  miles  apart,  make  it  impossible  for  me  to  visit  them  as  frequently 
as  I  would  wish  to,  or  the  Mining  Law  requires.  But,  with  conditions  as  we 
found  them,  and  not  perhaps  as  we  would  have  liked  to  have  had  them — we 
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with  tho  active  support  of  the  mining  fraternity  both  miners  and  operators 
alike,  and  good  citizens  generally — although  not  interested  in  mining  in  any 
way,  have  given  their  moral  support  in  such  a  way  that  much  of  the  good  that 
has  been  accomplished  could  not  have  been  brought  about  without  their  as- 
sistance, and  any  attempt  on  my  part  to  claim  credit  for  the  very  great  im- 
provement that  has  taken  place  in  the  mines  and  mining  practice,  in  this  Dis- 
trict during  the  present  administration,  without  giving  all  the  above  named 
parties  their  just  share  in  any  words  of  praise  in  this  report  would  be  both 
unjust  on  my  part  and  egotistical  as  well.  I  have  found  it  necessary  to 
prosecute  but  three  persons  during  the  past  year,  all  of  them  were  arrested  for 
solid  shooting.  Justice  W.  A.  Jones,  of  Thomas,  W.  Va.,  was  the  presiding 
Judge  in  each  case,  and  the  men  were  found  guilty  and  fund. 

The  present  Mine  Law,  we  find  adequate  in  most  all  cases;  but  have  no 
hesitation  in  saying  that  Sec.  13,  of  the  law  should  be  amended  to  that  extent 
that  it  would  be  more  explicit,  as  to  just  when  a  Fire  Boss  shall  be  employed, 
and  the  mine  fan  kept  in  continuous  motion. 

As  Sec.  13  now  reads,  it  requires  among  other  things  that  where  dangerous 
quantities  of  gas  are  being  liberated  in  a  mine,  that  the  fan  must  be  kept  in 
operation  except  when  stopped  for  necessary  repairs,  and  that  a  Fire  Boss  shall 
be  employed  to  examine  the  workings  daily  before  the  men  enter  to  begin 
work.  What  constitutes  a  DANGEROUS  QUANTITY  of  gas  or  just  who  ib 
authorized  to  say  authoritively  when  any  given  quantity  has  reached  the  danger 
point,  are  questions  not  answered  by  the  Statute,  and  indeed  we  find  much 
honest  difference  of  opinion  about  this  question  among  competent  mining  men. 

In  view  of  the  fact  that  many  of  our  worst  explosions  occur  in  mines  where 
the  quantity  of  gas  liberating  had  not  been  regarded  as  dangerous;  it  is  my 
judgement  that  the  term  DANGEROUS  QUANTITIES  should  be  stricken 
from  the  law;  and  at  all  mines  known  to  liberate  gas  regardless  of  the  mini- 
mum amount  found,  the  mine  fan  should  be  kept  in  continuous  motion,  except 
when  idle-  for  necessary  repairs  and  when  the  mine  or  sections  of  mine  where 
the  £as  is  known  to  liberate  should  be  daily  inspected  for  gas  before  the  men 
enter  to  begin  work. 

In  all  other  respects  we  believe  the  present  law  to  be  reasonably  satisfactory, 
and  with  the  cordial  relations  which  exist  between  the  Department,  coal  inter- 
ests and  general  public  continuing  to  prevail,  I  can  see  no  reason  why  the 
future  shculd  not  contain  even  brighter  promise  than  the  past. 

In  conclusion  I  desire  to  tender  my  sincere  thanks  to  you  as  Chief  of  this 
Department  for  any  and  all  assistance  you  have  given  me  during  the  past  year, 
to  the  Operators,  Mine  Officials,  and  Miners,  for  the  courteous  treatment  that 
I  have  received  at  their  hands,  and  lastly  to  the  general  public  who  have  mani- 
fested such  a  lively  interest  in  my  work  and  welfare. 

Yours  respectfully, 

W.   B.  Plaster. 
Inspector  4th  W.  Va.  Miming  District. 
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BARBOUR  COUNTY. 

DAVIS  COAL  &  COKE  CO. 
Weaver.  W.  Va. 
General  Office,  Thomas,  W.  Va. 
No.  401.    Weaver  No.  3  Mine. — This  is  a  drift  mine,  operating  the  lower 
Kittanning  seam  on  the  double  entry  system. 

The  ventilation  is  good,  roof  and  drainage  good.  Second  opening  complies 
fully  with  the  law. 

The  work  in  this  mine  now  consists  only  of  pillar  drawing  as  the  coal  at 
this  point  is  now  exhausted. 

Lee  Ott,  General  Supt.  James  Coverly,  Mime  Foreman. 

W.  W.  Brewer,  Supt. 

RANDOLPH  COUNTY. 

DAVIS  COAL  &  COKE  CO. 
Weaver.  W.  Va. 
General  Office,  Thomas,  W.  Va. 
No.  402.    Weaver  No.  2  Mine. — This  is  a  drift  mine,  located  on  a  branch  of 
the  Western  Md.  R.  R.,  six  miles  from  Belington,  W.  Va. 

Aside  from  being  somewhat  larger  than  the  No.  3,  conditions  are  very  similar 
to  that  mine,  same  seam  of  coal,  and  same  general  conditions  prevailing  except 
that  a  top  ply  of  coal  is  taken  down  in  this  mine  which  gives  a  very  frail  top 
and  a  dangerous  roof  condition  is  thereby  created,  but  the  management  of  these 
mines  have  taken  great  precautions  against  accidents  due  to  lack  of  timbering 
and  as  a  consequence  few  men  are  injured  in  that  way. 
Lee  Ott,  Gen.  Supt.  Homer  Davis.  Mine  Foreman. 

W.  W.  Brewer,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Weaver.  W.  Va. 
General  Office,  Thomas,  W.  Va. 
No.  403.    Weaver  No.  1  mine. — This  is  the  oldest  of  the  Weaver  mines  and 
until  recently  was  the  largest  of  all,  but  it  is  now  nearly  worked  out  and  only 
the  pillars  and  entry  stumps  remain.    A  rope  haulage  is  used  in  this  mine  and 
a  twelve  foot  steam  fan  supplies  ventilation  to  the  workings. 

All  lawful  requirements  are  met  at  this  plant. 
Lee  Ott.  Gen.  Supt.  Ophie  Shomo,  Mine  Foreman. 

W.  W.  Brewer,  Supt. 

DAVIS  COLLIERY  CO. 
Harding.  W.  Va. 
General  Offices,  Elkins,  W.  Va. 
No.  404.    Harding  No.  3  Mine. — This  is  a  drift  mine  operating  the  lower 
Kittanning  seam  of  coal  on  the  double  entry  system. 

This  is  a  large  mine  always  kept  in  nice  condition,  and  the  requirements  of 
the  mining  law  are  fully  complied  with. 

Roof  and  drainage  good. 
J.  F.  Healey.  Gen.  Manager.  Leslie  Wilmouth.  Mint  Foreman. 

P.  3.  Stanton.  Supt. 
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DAVIS  COLLIERY  CO. 
Harding,  W.  Va. 
General  Offices,  Elkins,  W.  Va. 
No.  404.    Norlh  Drift  Mine. — This  is  a  few  opening  in  the  opposite  hill  from 
the  No.  3  and  it  is  destined  to  be  a  large  mine,  but  at  present  but  little  is 
being  done  only  a  few  miners  being  employed  there.    Ventilation  is  by  a 
furnace  and  is  sufficient  for  the  number  of  men  employed.    All  the  law's 
requirements  are  fully  met. 

J.  F.  Healey,  Gen.  Manager.  Leslie  Wilmouth,  Mine  Foreman. 

P.  J.  Stanton,  Supt. 

DAVIS  COLLIERY  CO. 
West  Harding,  W.  Va. 
General  Offices,  Elkins,  W.  Va. 
"     No.  405.    Livad  No.  4  Mine. — This  is  merely  a  coaling  station  on  the  Coal  & 
Coke  R.  R.    Nearing  Roaring  Creek  Junction;  however,  this  mine  although 
a  small  one  is  kept  in  most  excellent  condition,  and  is  in  every  respect  a  fine 
little  mine. 

J.  F.  Healey,  Gen.  Mgr.  C.  Boothe.  Mine  Foreman. 

Robert  Pollitt,  Supt. 

DAVIS  COLLIERY  CO. 
Harding,  W.  Va. 
General  Offices,  Elkins,  W.  Va. 
No.  406.    Sivad  No.  2  Mines. — This  is  a  collection  of  openings  known  as 
the  Sivad.    The  lower  Kittanning  is  the  seam  operated,  developments  being  on 
the  double  entry  system. 

The  coal  at  this  point  has  an  average  height  of  about  six  feet  and  the  roof 
conditions  are  excellent  and  at  some  time  these  mines  will  be  the  largest  pro- 
ducers in  the  field. 

At  present,  little  is  being  done,  but  the  management  expects  in  the  near 
future  to  install  much  machienry  and  provide  in  every  way  for  a  modern  and 
up-to-date  plant. 
J.  F.  Healey.  Gen.  Mgr. 
Robert  Pollit,  Supt.  and  Min-e  Foreman. 

DAVIS  COLLIERY  CO. 
Coalton,  W.  Va. 
General  Offices,  Elkins,  W.  Va. 
No.  407.    Coalton  No.  1  Mine. — This  is  a  very  large  and  strictly  up-to-date 
mine  and  is  the  largest  producer  in  Randolph  county,  or  indeed  in  the  4th. 
District.    The  coal  seam  worked  is  the  lower  Kittanning  and  developments  are 
made  on  the  double  entry  system;  separate  traveling  ways  are  provided  for 
the  men,  no  one  being  required  to  travel  on  the  motor  roads. 

Roof,  drainage  and  timbering  are  good.  All  other  of  the  law  requirements 
are  complied  with. 

J.  F.  Healey,  Gen.  Mgr.  Wm.  Riley,  Mine  Foreman. 

Joe  Hoyleman,  Supt.  Wm.  Bissett,  Mine  Foremam. 
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DAVIS  COLLIERY  CO. 

COALTON,  W.  VA. 

General  Offices,  Elkins,  W.  Va. 
No.  407.  Coalton  No.  4  Mine. — This  is  a  new  drift  mine,  opened  in  the 
opposite  hill  from  the  No.  1  and  is  being  developed  along  strictly  modern 
lines.  A  Jeffrey  mine  fan  has  been  installed  and  the  coal  is  cut  by  an  electric 
chain  machine  of  the  Jeffrey  type.  The  coal  at  present  isvbeing  dumped  over 
the  No.  1  tipple. 

J.  F.  Healey,  Gen\.  Mgr.  Wm,  Riley,  Mine  Foreman. 

Joe  Hoyleman,  Supt. 

W.  H.  GREEN  COAL  CO. 
Coalton,  W.  Va. 

No  408.  Leroy  No.  1  Mine. — This  is  a  drift  mine  operating  the  Lower  Kit- 
tanning  seam  on  the  double  entry  system. 

The  coal  at  this  point  is  found  in  a  remarkable  state  of  purity,  and  of  good 
height,  nearly  all  the  working  places  measuring  upwards  of  eight  feet  in 
height  from  top  to  bottom  of  the  seam,  with  not  over  six  inches    of  slate  pres- 
ent in  the  coal. 
W.  H.  Green,  Lessee. 

BRADY  COAL  CO. 
Mabie,  W.  Ya. 
Main  Offices,  Piedmont,  W.  Va. 
No.  409.    KlondyJce  No.  1  Mine.- — This  is  a  drift  mine  located  at  Fisher  on 
the  Coalton  Branch  of  the  C.  &  C.  R.  R.,  eight  miles  from  Roaring  Creek  Junc- 
tion.   Developments  are  in  the  Lower  Kittanning  seam,  which  is  found  on  an 
average  of  about  eight  foot  in  height. 

Ventilation  is  produced  by  a  furnace  and  is  sufficient  for  the  number  of  men 
employed,  drainage,  roof  and  timbering  sufficient. 

Some  solid  shooting  has  been  found  to  exist  in  this  mine  and  the  manage- 
ment has  not  yet  been  successful  in  eliminating  it. 

Other  legal  requirements  are  w7ell  observed. 
A.  Spates  Brady,  Gen.  Mgr.  John  Condrey,  Mine  Foreman. 

Judd  Brady,  Supt. 

J.  H.  JENKINS  COAL  #  COKE  CO. 
Mabie,  W.  Va. 
Main  Offices,  Douglas,  W.  Va. 
No.  410.    Jenkins  No.  1  Mine. — This  is  a  drift  mine,  developments  being  on 
the  double  entry  system.    The  seam  being  mined  is  the  Lower  Kittanning,  and 
is  found  in  a  remarkable  state  of  height  and  purity. 

Ventilation,  which  is  by  a  furnace,  has  always  been  found  sufficient  for  the 
number  of  men  employed.    Aside  from  some  solid  shooting  all  the  laws  govern- 
ing mines  are  complied  with. 
J.  B.  Jenkins,  Gen.  Mgr. 
D.  L.  Coulter,  Supt.  tf  Mine  Foreman. 
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W.  VA.  PULP  $  PAPER  CO. 
Cass,  W.  Va. 
Main  Offices  of  Co.,  Cass,  W.  Va. 
No.  411.    Hopkins  No.  1  Mine. — This  is  a  drift  mine,  operating  one  of  the 
New  River  seams  of  coal  on  the  double  entry  system.    The  mine  is  located 
in  the  heart  or  the  Rich  Mountain  range,  87  miles  from  Elkins,  on  a  branch  of 
the  C.  &  O.  R.  R.,  the  coal  being  hauled  down  the  Mountain  16  miles  by  the 
Lumber  Co.  's  Logging  Trains  and  most  of  it  is  used  to  furnish  steam  for  the 
logging  engines  and  saw  mills. 

E.  P.  Shafer,  Gen.  Supi.  Edd.  Seamons,  Mine  Foreman. 

RICH  MOUNTAIN  COAL  CO. 
IIaktridge,  W.  Va. 
Main  Offices,  Clarksburg,  W.  Va. 
No.  412.    Beech  Creek  Mine. — This  is  a  drift  mine  opened  out  in  a  small 
seam  of  coal  which  is  generally  regarded  as  one  of  the  New  River  seams  and 
which  only  about  thirty  inches  in  height,  operation  is  possible  on  account  of  the 
very  fine  quality  of  the  coal. 

Ventilation  which  is  produced  by  a  furnace  is  sufficient  for  the  number  of 
men  employed.    These  mines  have  recently  changed  management  and  the  new 
Officials  are  very  competent  men  and  desire  that  their  mines  be  made  to  comply 
with  the  law,  and  good  mine  practice  in  every  particular. 
J.  O.  Brooks,  Gen.  Mgr. 

Henry  Loftus,  Supt.  Harley  Davis,  Mine  Foreman. 

RICH  MOUNTAIN  COAL  CO. 
Hartridge,  W.  Va. 
Main  Offices,  Clarksburg,  W.  Va. 
No.  413.    Hart  ridge  Mine. — This  is  a  new  mine  near  the  No.  1  and  at  time 
of  inspection  had  not  yet  commenced  shipping  coal. 

The  same  seam  of  coal  under  the  same  conditions  as  the  old  mine  are  being 
developed  at  the  No.  2. 
J.  O.  Brooks,  Gen.  Mgr. 

Henry  Loftus,  Supt.  Harley  Davis,  Mine  Foreman. 

RICH  MOUNTAIN  COAL  CO. 
Hartridge,  W.  Va. 
Main  Offices,  Clarksburg,  W.  Va. 
No.  413.    Hartridge  No.  1  Mine. — This  is  a  drift  mine  located  on  a  branch 
of  the  B.  &  O.  R.  R.  thirteen  miles  up  a  lumber  R.  R.  from  Alexandra,  and  89 
miles  from  Elkins.    The  seam  directly  below  the  one  operated  in  the  Beech 
Creek  mines  is  the  one  being  mined  here. 

Developments  are  on  the  double  and  triple  entry  systems. 
The  development  of  this  mine  has  been  hindered  greatly  by  a  frail  top  which 
is  found  in  many  parts  of  the  mine. 
J.  O.  Brooks,  Gen.  Mgr. 

Henry  Loftus,  Supt.  M.  B.  Kettle,  Mine  Foreman. 
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RICH  MOUNTAIN  COAL  CO. 
ITartridge,  W.  Va. 
Main  Offices,  Clarksburg,  W.  Va. 
No.  413.    Hartridge  No.  2  Mine. — This  mine  is  a  new  drift  mine  opened  out 
on  the  double  entry  system  in  the  seam  of  coal  directly  above  the  No.  1  nunc, 
it  being  the  same  coal  that  is  being  mined  at  Beech  Creek  four  miles  belom  the 
Town.    An  incline  plane  will  be  made  and  the  coal  lowered  to  the  K.  K.  siding 
in  that  way. 

J.  0.  Brooks,  Gen.  Mgr. 

Henry  Loftus,  Supt.  M.  B.  Kettle,  Mine  Foreman. 

TUCKER  COUNTY. 

CUMBERLAND  COAL  CO. 

Douglas,  W.  Va. 
Main  Offices,  Albert,  W.  Va. 
No.  414.    Douglas  No.  5  Mine. — This  is  a  drift  mine  opened  out  on  the  double 
entry  system,  developments  being  made  in  the  Lower  Kittanning  seam.  This 
is  an  old  mine  and  has  been  idle  a  greater  part  of  the  time  during  the  past 
year.    When  last  inspected  ventilation  was  fairly  good,  roof  good  in  most 
places  and  timbering  was  good  with  all  law  requirements  fairly  well  met. 
For  such  an  old  mine  we  considered  it  to  be  in  good  condition. 
J.  B.  Jenkins,  Supt.  Walter  Pill,  Mine  Foreman. 

CUMBERLAND  COAL  CO. 

Douglas,  W.  Va. 
Main  Offices,  Albert,  W.  Va.    1  ; 
No.  4]  5.    Douglas  No.  1  Mine. — This  is  a  very  large  mine,  well  taken  care  of 
and  we  consider  that  in  view  o-f  the  difficulties  met  with  in  mining  the  Lower 
Kittanning  seam  of  coal  that  this  mine  is  in  as  good  a  condition  in  every  re- 
spect as  any  reasonable  person  need  expect,  with  all  the  Law  requirements  fully 
met.    Developments  are  on  the  double  and  and  triple  entry  system. 
J.  B.  Jenkins,  Supt.  A.  I.  Jenkins,  Mine  Foreman. 

CUMBERLAND  COAL  CO. 

Douglas,  W.  Va. 
Main  Offices,  Albert,  W.  Va. 
No.  416.  Douglas  No.  2  Mine.— This  is  a  new  and  up  to  date  mine  opened 
out  in  the  Kittanning  seam,  developments  being  made  on  the  double  entrv 
system.  A  forty  inch  high  speed  fan  is  used  to  furnish  ventilation  which  has 
always  been  found  sufficient  for  the  number  of  men  emploved.  The  area  of 
coal  being  available  from  this  opening  is  small  and  not  over  four  hundred 
tons  of  coal  per  day  will  likely  ever  be  produced. 

All  the  lawful  requirements  are  .fully  observed. 
J.  B.  Jenkins,  Supt.  Richard  Jenkins,  Mine  Foreman. 


100 


Annual  Report  of 


|  W.  Va. 


DAVIS  COAL  &  COKE  CO. 
Coketon,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  417.    Coketon  No.  37  Mine. — This  is  a  drift  mine  opened  out  on  the 
double  entry  system,  the  lower  Kittanning  being  the  seam  operated. 
Ventilation  at  this  mine  has  been  improved  by  an  air  shaft  put  down  to  inter- 
sect with  the  most  advanced  workings.    Drainage  has  lately  been  improved. 
Roof  conditions  are  bad,  however  much  care  is  used  to  have  timbering  made 
satisfactory. 

Lee  Ott,  Gen.  Supt.  Edward  Brennan,  Mine  Foreman. 

P.  J.  Brennan,  Svpt. 

DAVIS  COAL  &  COKE  CO. 
Coketon,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  418.    Coketon  No.  36  Mine. — This  is  a  drift  mine  and  is  one  of  the 
oldest  mines  in  the  field,  but  of  late  years  many  improvements  have  been  made, 
it  now  being  a  large  producer  of  coal. 

We  recommended  that  ventilatio  bne  materially  improved  in  some  way  and 
the  management  asked  permission  to  connect  this  and  the  No.  41  mine  in 
order  that  they  could  secure  a  split  of  air  from  the  large  fan  located  at  the 
latter  mine.  We  understand  that  this  has  now  been  done  and  ventilation 
should  be  now  entirely  satisfactory. 

Drainage  reasonably  good.  Timbering  well  looked  after  and  roof  con- 
ditions are  not  very  good,  a  dangerous  draw  slate  being  found  overlying  the 
coal  in  most  all  parts  of  the  mine. 

Lee  Ott.  Gen.  Supt.  William  Mathers.  Mime  Foreman. 

P.  J.  Brennan.  Supt. 

DAVIS  COAL  &  COKE  CO. 
Coketon,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  419.    Francess  No.  41  Mine. — This  is  a  Slope  mine  driven  to  the  lower 
Kittanning  seam,  developments  being  on  the  double  and  triple  entry  system. 

This  mine  is  a  new  mine  and  the  management  has  made  every  possible  effort 
to  keep  it  in  the  best  of  condition.  The  coal  is  low  and  the  minevvery  wet, 
with  a  bad  top  found  nearly  all  over  the  mine. 

Ventilation  is  furnished  by  a  fourteen  foot  Jeffrey  fan,  is  very  good. 
Legal  requirements  are  well  met. 
Lee  Ott,  Gen.  Supt.  Albeck  Waddell.  Mine  Foreman.  » 

P.  J.  Brennan,  Snpt. 

DAVIS  COAL  &  COKE  CO. 
Coketon,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  420.    Coketon  No.  26  Mine. — This  is  an  old  drift  mine  operating  the 
Freeport  seam  on  the  double  entry  system. 

This  coal  is  very  faulty  and  as  a  consequence  there  is  no  regular  plan  of 
development  in  the  mine,  as  the  coal  lies  very  close  the  surface  of  the  ground. 


1912] 


Department  of  Mixes. 


101 


The  water  drips  badly  from  the  roof,  and  drainage  is  in  v«ry  f»u<l  condition. 
Ventilation  is  found  to  be  good,  this  being  in  part,  to  the  fact  that  there  are 
numerous  places  in  the  mine  where  the  top  strata  has  broken  through  to  day 
light. 

Lee  Ott,  Gen.  Supt.  John  Foreman,  Mine  !'>>... 

P.  J.  Brennan,  Supt. 

DAVIS  COAL  &  COKE  CO. 

COKETON,  W.  VA. 

General  Offices,  Thomas,  W.  Va. 

No.  420.  CoJceton  No.  27  Mine. — This  is  a  new  mine  opened  out  in  the  Free- 
port  seam,  developments  being  on  the  double  entry  system. 

A  fourteen  foot  electric  mine  fan  was  installed  at  this  mine  and  other  ar- 
rangements made  to  operate  extensively,  although  little  coal  has  been  taken  out 
from  this  opening,  of  late  it  has  been  connected  with  the  No.  26  and  almosl 
all  the  coal  hauled  out  through  that  mine. 

Lee  Ott,  Gen.  Supt.  John  Foreman.  Mine  Boss. 

P.  J.  Brennan,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Coketon.  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  421.    Coketon  No.  24  Mine. — This  is  a  drift  mine  opened  out  on  the 
double  entry  system,  developments  being  in  the  Freeport  seam.    As  usual,  with 
this  seam  of  coal  as  found  in  this  locality,  it  is  full  of  faults  and  clay  veins, 
making  any  regular  plan  of  development  almost  impossible.    Quite  a  large 
force  of  men  however,  find  employment  here,  most  of  the  working  places  be- 
ing near  the  crop  line,  as  the  coal  is  found  in  good  condition  near  the  crop 
line,  if  anywhere  in  the  hill.    Drainage  and  roof  is  bad.    Timbering  reasonably 
good. 

Lee  Ott,  Gen.  Supt.  John  Foreman.  Mine  Boss. 

P.  J.  Brennan.  Supt. 

DAVIS  COAL  &  COKE  CO. 
Bush,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  422.    Bush  No.  28  Mine. — This  is  a  new  drift  mine  opened  out  in  the 
Freeport  seam.    A  mine  fan  has  been  installed,  a  new  tipple  built  and  arrange- 
ments made  to  mine  coal  but  this  seam  is  found  in  such  an  unsatisfactory  con- 
dition at  this  point,  that  under  present  market  conditions  it  seems  almost 
impossible  to  operate  this  mine  with  profit,  and  it  has  been  idle  almost  all  the 
present  year. 
Lee  Ott,  Gen.  Supt. 
M.  L.  Garvy,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Bush.  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  422.    Bush  No.  cr  Shaft  Mine. — This  is  a  new  shaft  mine  165  ft.  deep. 
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located  on  the  Snyders  Run  Branch  of  the  Western  Md.  R.  R.,  three  miles  from 
Thomas,  W.  Va.  Developments  are  on  the  double  and  triple  entry  system,  the 
lower  Kittanning  being  the  seam  operated. 

This  mine  is  up-to-date  in  most  every  particular  and  is  rapidly  becoming  a 
large  producer  of  fine  coal. 

All  the  law  requirements  are  very  well  complied  with. 
Lee  Ott,  Gen>.  Supt.  T.  A.  Fleming.  Mine  Foreman. 

M.  L.  Garvy,  Supt. 

DAVIS  COAL  &  COKE  CO. 
General  Offices,  and  P.  O.,  Thomas,  W.  Va. 
No.  428.    Thomas  Shaft  No.  34.— This  is  a  shaft  mine  about  200  feet  deep, 
developments  being  in  the  lower  Kittanning  seam  and  the  mine  is  laid  off  on 
the  double  entry  system.    This  is  an  old  mine  and  was  for  years  badly  neg- 
lected and  conditions  will  hardly  ever  be  made  quite  satisfactory  again. 

Drainage  and  roof  is  bad.    Timbering  and  ventilation  reasonably  good. 
Lee  Ott,  Gen.  Supt.  J.  A.  Lake,  Mine  Foreman. 

DAVIS  COAL  &  COKE  CO. 
P.  O.  and  General  Offices,  Thomas,  W.  Va. 
No.  424.  Thomas  Drift  Mine  No.  28. — This  is  a  drift  mine  opened  out  in 
the  Freeport  seam  and  is  the  oldest  and  until  recently,  was  the  largest  mine  in 
Tucker  county.  At  present  little  new  development  work  is  being  done  and  at 
the  present  rate  of  pillar  drawing,  as  well  as  the  faulty  condition  of  the  coal 
as  found  in  all  the  new  work,  there  seems  to  be  little  future  before  this  mine 
and  it  will  be  only  a  question  of  time  before  the  final  robbing  of  the  stumps 
must  commence. 

A  considerable  amount  of  trouble  has  been  experienced  in  so  far  as  the  ma- 
jority of  miners  employed  here  persisted  in  blasting  coal  from  the  solid  and 
were  inclined  to  resent  our  demands  that  they  mine  their  coal  properly.  I 
regret  to  say  that  we  were  compelled  to  prosecute  quite  a  number  of  them 
for  this  offense  in  time  gone  by  and  the  only  prosecutions  we  have  entered 
during  the  present  year  was  against  three  miners  at  this  mine.  The  present 
mine  foreman  has  performed  his  duties  better  than  his  predecessors  in  having 
the  law  complied  with. 

Lee  Ott.  General  Supt.  J.  J.  Garvy.  Mine  Foreman. 

M.  L.  Garvy.  Supt.  Arthur  Stewart.  Fire  Boss. 

DAVIS  COAL  &  COKE  CO. 
Thomas,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  425.    Pendleton  Bun  Mine. — This  is  a  drift  mine  opened  out  in  the 
Freeport  seam,  developments  being  on  the  double  entry  system.    Many  faults 
have  been  encountered  in  this  mine  making  costs  of  operation  high.    In  ad- 
dition to  this  the  fan  house  in  some  way  took  fire  and  burned  down  and  the 
mine  was  allowed  to  be  idle  the  greater  part  of  the  present  year,  but  is  at 
present  in  operation. 

Lee  Ott,  General  Supt.  J.  J.  Garvy.  Mime  Foreman. 

M.  L.  Garvy,  Supt. 


1912] 


Department  of  Mines. 


]  03 


DAVIS  COAL  &  COKE  CO. 
Thomas,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  426.    Thomas  No.  25  Mine. — This  is  a  drift  mine  opened  out  in  the 
Freeport  seam,  developments  being  on  the  double  and  triple  entry  system.  Con- 
siderable explosive  gas  is  liberated  in  this  mine  at  times  but  is  carefully  look- 
ed after  by  the  management. 

Many  of  the  different  entries  of  this  mine  have  been  driven  either  to  the 
crop  line  of  the  coal  or  are  now  in  faults  and  the  prospect  of  finding  more 
workable  coal  in  advance  of  present  development  is  decidedly  small.  Roof, 
ventilation  and  drainage  reasonably  good.  All  legal  requirements  of  the  pres- 
ent statute  are  fairly  well  met. 

Lee  Ott,  Gen.  Supt.  W.  B.  Riggleman,  Mine  Foreman. 

M.  L.  Garvy,  Supt.  Joe  Goldia,  Fire  Boss. 

DAVIS  COAL  &  COKE  CO. 
Pierce,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  427.    Fierce  No.  39  Mine. — This  is  a  new  mine  the  coal  being  secured 
by  sinking  a  shaft  438  feet  to  the  lower  Kittanning  seam.    Numerous  faults 
and  much  bad  roof  has  been  encountered  in  the  development  of  this  mine,  yet 
it  was  found  when  last  inspected  to  be  in  good  condition  and  gave  every  in- 
dication of  being  well  looked  after    The  shaft  bottom  has  been  secured  by 
brick  walls  of  substantial  construction  with  steel  overhead  supports. 

A  fourteen  foot  Jeffrey  mine  fan  which  furnishes  ample  ventilation  has  been 
installed.    Engine  houses,  work  shops,  etc.  are  all  constructed  of  brick. 
Lee  Ott,  Gen.  Supi.  Edd  Williams,  Mine  Foreman. 

Chas.  Connor,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Pierce,  W.  Va. 
General  Offices,  Thomas,  W.  Va, 
No.  428.    Fierce  No.  40  Mine. — This  is  a  shaft  mine  250  feet  in  depth, 
located  one  mile  farther  up  the  Pierce  branch  of  the  Western  Md.  R,  R.,  three 
miles  from  William,  W.  Va.    This  mine  is  a  sister  mine  of  the  No.  39,  yet 
conditions  inside  are  entirely  different.    No  faults  worth  notice  have  so  far 
been  encountered  and  the  coal  is  almost  free  from  slate  or  bone  and  has  an 
average  height  of  almost  six  feet.    Roof  conditions  are  such  that  development 
on  that  account  need  not  be  materially  hindered,  and  in  all  we  can  safely  say 
that  this  can  be  made  the  largest  producer  of  coal  in  Tucker  county. 
Lee  Ott,  Gen.  Supt.  James  Taylor,  afterwards 

Chas.  Connor,  Supt.  A.  I.  Jenkins,  Mine  Foreman. 

GATZMEB  COAL  &  COKE  CO. 
G-atzmer,  W.  Va. 
Offices,  Dobbin,  W.  Va. 
No.  429.    Gaizmer  Mine. — This  is  a  drift  mine  located  at  Gatzmer  8  miles 
•from  Dobbin  on  the  Western  Md.    The  mine  was  developed  on  the  double 
entry  system  and  operated  for  a  considerable  time  but  during  the  last  year  it 
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has  been  closed  most  if  not  all  the  time,  on  account  of  some  dispute  over  the 
terms  of  a  lease  under  which  they  had  been  operating. 

We  were  unable  to  learn  for  certain  when  the  mine  would  resume  operations. 
Martin  Lane  Lumber  Co.,  Lessee, 

BEACON  COAL  &  COKE  CO. 
Offices,  Davis,  W.  Va. 
No.  430.    Beacon  Mine. — This  is  a  drift  mine  located  near  Davis,  W.  Va., 
on  the  Davis  branch  of  the  Western  Md.  R.  R.    This  mine  has  not  operated  at 
anytime  during  the  last  year  and  despite  the  fact  that  there  has  been  reports 
of  its  having  started  up,  it  is  still  idle. 

Nothing  is  known  of  the  owners  or  officials  of  the  company. 

DAVIS  COAL  &  COKE  CO. 
General  Office,  Thomas,  W.  Va. 
No.  433.    Thomas  No.  28  Mine. — This  is  a  drift  mine,  o]>erating  in  the 
Freoport  seam,  on  the  double  entry  system. 

Ventilation  is  produced  by  a  fan  and  is  good.  Roof,  timbering  and  drainage 
good.    The  mine  laws  are  fully  complied  with. 

Lee  Ott,  Gen.  Supt.  W.  B.  Ri  gale  man.  Mine  Eoreinani. 

M.  L.  Garvy,  Supt. 

GRANT  COUNTY. 

DAT  IS  COAL  &  COKE  CO. 
Henry.  W.  Va. 
General  Office,  Thomas,  W.  Va. 

No.  432.  Henry  No.  22  Mine. — This  is  a  shaft  mine  developments  being 
made  in  the  Freeport  seam,  with  the  mine  laid  out  on  the  double  entry  system. 

During  the  past  year  a  change  in  officials  has  been  made  at  this  mine  and 
the  new  superintendent  has  shown  a  disposition  to  take  better  care  of  the  mine 
than  his  predecessor,  who  gave  us  cause  for  gTave  concern  at  times  by  his 
failure  to  comply  with  a  number  of  reasonable  recommendations  whereby  the 
safety  of  operation  was  sought  to  be  secured. 

The  present  superintendent  turned  the  exhaust  from  the  steam  fan  into  the 
•downcast  shaft,  also  the  steam  from  two  large  pumps  at  the  shaft  bottom  and 
in  other  ways  tried  to  comply  with  the  reasonable  requirements  of  safety  in  a 
very  commendable  way. 

Water  from  the  mine  has  given  much  trouble  part  of  the  present  year  as  by 
the  breaking  of  the  pumps  and  water  lines  it  flooded  several  sections  of  the 
mine  for  a  time. 

Safety  powder  is  used  exclusively  to  blast  the  coal  at  this  mine. 
Lee  Ott.  Gen.  Supt.  Thomas  Welch,  Mime  Foreman. 

Robert  Grant,  Supt.  John  Braddach,  Sr.,  Fire  Boss. 

John  Braddach,  Jr.,  Fire  Boss. 

DAVIS  COAL  &  COKE  CO. 
Henry,  W.  Va. 
General  Office,  Thomas,  W.  Va, 
No.  433.    Henry  No.  S3  Mine. — This  is  an  opening  to  the  Kittanning  seam, 
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which  is  at  this  point  about  two  hundred  feet  below  the  Freeporl  seam.  Tn 
the  beginning  both  seams  were  worked  from  the  same  shaft,  but  several  years 
ago  the  pumps  were  removed  from  the  lower  coal  and  the  shaft  permitted  to 
fill  with  water.  The  management  was  expecting  to  pump  out  this  water  and 
place  this  mine  in  operation  this  summer  but  so  far  nothing  lias  been  done. 
Lee  Ott,  Gen.  Supt. 

BUFFALO  CREEK  CUMBERLAND  COAL  CO. 
Bayard,  W.  Va. 
General  Offices,  Commonwealth  Bldg.,  Philadelphia,  Pa. 
No.  434.    Buffalo  Creek  Mine  No.  1. — This  is  a  drift  mine  opened  out  in  the 
lower  Kittanning  seam,  on  the  double  entry  system. 

Ventilation,  furnished  by  a  steam  fan,  is  good.  Roof  and  drainage  good. 
The  coal  at  this  mine  is  full  of  impurities  in  the  shape  of  slate  bands  and 
black  jack  and  is  a  very  hard  mining  proposition  yet  conditions  are  usually 
very  good  in  the  mine,  the  management  is  trying  to  prevent  the  blasting  of 
the  coal  in  any  way  except  that  which  will  produce  the  most  coal  with  the 
least  powder.  These  precautions  are  necessary  on  account  of  the  fact  that 
mining  this  coal  in  the  usual  way  is  impossible. 
Richard  Waddell,  Supt.  and  Mime  Foreman, 

MINERAL  COUNTY. 

GLEASON  COAL  &  COKE  CO. 
Upper  Potomic,  W.  Va. 
Main  Offices,  Frostburg,  Md. 
No.  435.    Glea&on  Mine. — This  is  a  drift  mine  operating  the  lower  Kittan- 
ning seam  on  the  double  entry  system. 

This  mine  is  kept  moist  by  the  use  of  the  exhaust  from  a  stem  pump  and  in 
other  respects  is  well  looked  after.  Solid  shooting  which  was  much  practiced 
in  this  mine  in  former  days  is  now  almost  a  thing  of  the  past,  the  present  man- 
agement having  stood  firmly  against  this  practice. 

Roof  and  timbering  reasonably  good.  All  legal  requirements  are  reasonably 
well  observed. 

Philip  Brown,  General  Manager. 

J.  M.  Davis.  Supt.  and  Mine  Foreman. 

HAMILL  COAL  $  COKE  CO. 

Blaine,  W.  Va. 
General  Offices,  Blaine,  W.  Va. 
No.  436.  Smith  Mine. — This  is  a  drift  mine  operating  the  lower  Kittanning 
seam  on  the  double  entry  system.  This  mine  has  been  idle  most  of  the  present 
year  and  was  only  inspected  once  by  us.  At  time  of  inspection  we  found  roof 
good,  timbering  reasonably  good  and  drainage  in  the  parts  being  operated 
good,  ventilation  furnished  by  a  twelve  foot  steam  fan,  was  also  good. 

Requirements  of  the  law  fairly  well  met. 
R.  A.  Smith,  Supt.  Grant  Pew.  Mine  Foreman. 
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WESTERN  MD.  COAL  CO. 
Blaine,  W.  Va. 
Main  Offices  of  Co.,  Bloomington,  Md.  &  Grafton,  W.  Va. 
No.  437.    Wabash  No.  2,  3  &  4  Mines. — Theee  are  a  collection  of  small  drift 
openings  made  in  the  Freeport  seam,  developments  being  on  the  double  entry- 
system. 

The  area  of  coal  to  be  mined  at  these  openings  was  small  and  they  are 
equipped  with  temporary  furnaces.  The  company  had  expected  to  install 
a  fan,  if  the  prospect  entry  being  driven  into  the  hill  to  test  a  large  body  of 
coal  beyond  the  original  holdings  of  the  company  had  proven  good.  This  last 
piece  of  coal  having  proven  to  be  of  little  value,  we  now  understand  that  these 
openings  will  soon  be  adandoned. 

L.  V.  Brydon,  Gen.  Mgr.  Gilbert  Seamons.  Mine  Foreman. 

Howard  Brydon,  Supt. 

WESTERN  MI).  COAL  CO. 
Blaine,  W.  Va. 
General  Offices,  Bloomington,  Md. 
No.  437.    Kittanning  No.  1  Mine. — This  is  a  new  drift  mine  opened  in  the 
Kittanning  seam  at  the  foot  of  the  inclined  plane  from  the  Freeport  mine  of 
the  same  company.    Developments  had  not  proceeded  very  far  at  the  time  of 
inspection  by  us,  but  although  the  coal  at  this  particular  point  seemed  to  be 
somewhat  faulty,  we  found  the  mine  being  started  off  in  good  condition. 
Solid  shooting  that  had  been  always  practiced  at  the  upper  mines  was  positively 
prohibited  and  all  persons  were  required  to  properly  prepare  their  coal  before 
blasting.    Roof  conditions  near  thee  rop  line  as  was  to  be  expected  had  proven 
bad.    Timbering  was  good.    Ventilation  (the  air  current  being  created  by  a 
furnace)  was  good. 

L.  V.  Brydon,  Gen.  Mgr.  Gilbert  Seamons,  Mine  Foreman. 

Howard  Brydon.  Supt. 

WESTERN  MD.  COAL  CO. 
Blaine,  W.  Va. 
General  Offices,  Bloomington,  Md. 
No.  437.    Kittanmng  No.  2  Mine. — This  is  another  new  drift  mine  located 
farther  up  the  R.  R.  than  the  No.  1  mine.    It  is  the  management's  present  in- 
tention to  connect  the  two  mines  and  install  one  fan  to  ventilate  both  mines. 
Conditions  at  both  of  these  mines  are  exactly  similar,  except  the  coal  is  some- 
what higher  at  the  No.  2  mine. 

L.  V.  Brydon.  Gen.  Mgr.  Gilbert  Seamons,  Mine  Foreman. 

Howard  Brydon,  Supt. 

ABRAMS  CREEK  COAL  &  COKE  CO. 
Oakmont,  W.  Va. 
General  Offices,  Piedmont,  W.  Va. 
No.  438.    Odkmoni  No.  1  Mine. — This  is  a  drift  mine  operating  the  Free- 
port  coal  on  the  double  entry  and  panel  systems. 

Considerable  difficulty  has  been  experienced  by  us  during  the  past  year  in 
having  our  recommendations  complied  with,  and  this  mine  properly  looked 
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after  at  all  times,  for  it  is  very  dry  in  most  all  parts  if  not  watered  down  and 
during  the  cold  months  last  winter  we  found  a  disposition  on  the  part  of  the 
management  to  neglect  this  feature,  and  on  this  account  we  (assisted  by 
Inspectors  Schoew  and  Parsons)  required  the  Mine  Foreman  to  give  ufi  a 
written  promise  to  adopt  a  permissible  powder  for  blasting  the  coal  and  to 
make  a  better  effort  to  keep  the  mine  moist,  as  well  as  to  see  to  it  that  he  had 
his  fan  in  operation  three  hours  before  the  men  were  allowed  to  enter  the  mine 
to  begin  work. 

We  afterwards  examined  this  mine  during  the  night  time  and  found  that 
the  promises  made  to  keep  the  men  out  until  the  fan  had  been  operated  a  cer- 
tain length  of  time  had  not  been  complied  with,  that  they  were  also  still  using 
black  powder  and  that  they  were  not  as  vigilant  as  they  should  have  been  in 
taking  care  of  the  coal  dust. 

We  informed  the  management  by  letter  and  verbally  that  farther  neglect  to 
comply  with  these  safety  measures  would  not  result  to  their  own  advantage 
in  any  way  and  w,e  were  made  to  believe  that  they  wrould  not  err  in  that  way 
again. 

We  regret  to  notice  this  exception  to  an  especially  harmonious  year  between 
us  and  the  operators  of  this  District  and  all  the  more  so  from  the  fact  that 
as  we  knew  this  company  to  be  composed  of  comparatively  poor  men  we  have 
always  been  disposed  to  draw  the  mantle  of  charity  over  them  where-ever  possi- 
ble making  an  effort  to  assist  them  in  every  possibly  way  and  just  why  they 
should  undertake  to  antagonize  us  and  to  disregard  instructions  in  such  a  way 
as  to  be  leaving  themselves  without  defense  or  excuse  in  a  Court  of  Law,  should 
an  accident  have  resulted  therefrom,  has  always  been  a  blank  mystery  to  me. 
A.  Spates  Brady,  Gen.  Mgr.  and  Supt.       James  Christofer,  Mine  Foreman. 

BIG  VEIN  COAL  MINING  CO. 

Shaw,  W.  Va. 
General  Office,  Philadelphia,  Pa. 
No.  439.    Bakerstown  Mine. — This  is  a  drift  mine  operating  the  upper  Free- 
port  seam  on  the  double  and  triple  entry  systems.    Ventilation  furnished  by 
steam  fan,  is  good.    Roof,  timbering  and  drainage  good.    Legal  requirements 
are  very  well  met. 

Chas.  Bashmore,  Supt.  Wm.  Harvey,  Mine  Foreman. 

MASTELLER  COAL  CO. 
Hampshire.  W.  Va. 
General  Offices,  Keyser,  W.  Va. 
No.  440.    Hampshire  Mine  No.  1. — This  is  a  drift  mine  operating  a  seam 
of  coal  known  locally  as  the  Bakertown  seam,  on  the  double  entry  system.  It 
is  an  old  mine,  only  some  of  the  pillars  and  stumps  remaining  and  those  will 
soon  be  all  removed. 

J.  C.  Watson,  Supt.  Freeland  Tibbets.  Mine  Foreman. 

MASTELLER  COAL  CO. 
Hampshire.  W.  Va. 
General  Offices,  Keyser,  W.  Va. 
No.  441.    Hampshire  No.  2,  or  Pinnacle  Mine. — This  is  a  new  drift  mine 
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opened  out  in  the  Bakertowu  seam  on  the  double  entry  system.  The  coal  was 
found  to  be  in  a  good  state  of  purity  and  of  more  than  usual  height  at  this 
mine  and  a  large  force  of  men  for  a  mine  of  this  character  (the  coal  only 
averaging  about  26  inches)  are  employed  here. 

Ventilation  by  fan,  was  found  to  be  good.  Roof,  timbering  and  drainage 
fairly  good.    Legal  requirements  seem  to  be  reasonably  well  met  at  this  mine. 

MASTELLEB  COAL  CO. 
Hampshire.  W.  Va. 
General  Offices,  Keyser,  W.  Va. 
No.  441.    Hampshire  No.  3,  or  Pinnacle  Mine. — This  is  another  new  mine 
opened  out  still  farther  around  the  mountain  than  the  other  mine  known  as  the 
pinnacle.    We  have  not  yet  inspected  this  new  mine  but  we  are  informed  that 
conditions  are  the  same  as  at  the  first  mine  located  on  what  is  known  as 
pinnacle  mountain. 

J.  C.  Watson,  Supt.  Preeland  Tibbets.  Mine  Foreman. 

MASTELLEB  COAL  CO. 
Hampshire.  W.  Va. 
General  Offices,  Keyser,  W.  Va. 
No.  442.    Hampshire  Six  Foot  Mine. — This  is  a  rather  new  mine  that  was 
opened  with  the  intention  to  drive  around  a  fault  found  in  an  old  mine  that  had 
been  opened  years  before  by  the  Davis  Coal  &  Coke  Co.    It  was  thought  that 
by  intersecting  with  this  mine  that  they  could  get  beyond  an  extensive  sand  rock 
fault,  but  in  this  they  failed  and  my  impression  is  that  this  mine  will  before 
long  have  to  be  abandoned. 

Ventilation  by  furnace  has  always  been  found  sufficient  for  the  number  of 
men  employed. 

J.  C.  Watson,  Supt.  Freelaxd  Tjbbets.  Mine  Foreman. 

MASTELLEB  COAL  CO. 
New  Creek  Mine. 
General  Offices,  Keyset,  W.  Va. 
No.  443.    New  Creek  Mine. — This  is  a  drift  mine  operating  the  Kittanning 
seam  on  the  double  entry  system.    Many  improvements  have  been  made  on 
this  mine  in  the  last  year  and  when  last  inspected  a  considerable  force  of  men 
were  employed  there.    A  better  set  of  rules  have  been  adopted  for  mining  and 
preparing  the  coal. 

Ventilation  and  timbering  was  good.  Drainage  had  been  greatly  improved. 
Roof  conditions  were  bad  in  places  but  was  being  carefully  looked  after. 

Legal  requirements  were  being  wTell  met  in  other  respects. 
J.  C.  Watson,  Supt.  Freeland  &  Robert  Tibbets,  Mine  Fore. 

DAVIS  COAL  &  COKE  CO. 
Oakmont,  W.  Va. 

No.  444.  Kittanmng  No.  14  Mine. — These  are  two  drift  mines  operating  the 
Freeport  seam  on  the  panel  system. 

Ventilation,  timbering  and  drainage  are  good  and  in  all  other  respects  this 
mine  has  been  found  to  be  in  good  condition  on  date  of  every  inspection  while 
the  present  mine  foreman  has  been  in  charge. 
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The  mine  would  be  dry  in  some  places  if  not  looked  after  but  the  manage 
ment  has  installed  a  boiler  for  the  purpose  of  introducing  live  sham  into  the 
workings  and  in  addition  to  this,  water  is  hauled  in  barrels  and  thrown  OB 
any  part  of  the  workings  where  the  steam  is  not  sufficient  to  maintain  what 
moisture  is  thought  necessary. 

Lee  Ott,  Gen.  Supt.,  B.  S.  Coleman,  Mine  Foreman. 

H.  H.  Harrison,  Supt. 

DENMAN  COAL  CO. 
Emoryville,  W.  Va. 
General  Offices,  Bloomington,  Md. 
No.  445.    Black  Diamond  Mine. — This  is  a  drift  mine  belonging  to  the  Den- 
man  Coal  Co.,  but  now  under  lease  to  Patterson  and  Cross.    Developments  are 
in  the  Freeport  seam,  the  mine  being  laid  off  on  the  double  entry  system. 
Ventilation  by  furnace  has  always  been  found  sufficient  for  the  .number  of 
men  employed   at   time   of   inspection.    Boof   conditions   are   usually  good. 
Drainage  and  timbering  fairly  good. 

We  had  recommended  a  fan  at  this  mine  and  we  are  informed  that  if  the  coal 
holds  out  good  that  a  new  opening  will  be  made  and  a  different  system  of 
ventilation  established. 

J.  C.  Patterson,  Gen  Mgr.  Edd  Cross,  Mine  Foreman. 

Howtard  Cross,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Elkgarden,  W.  Va. 
No.  446.  Elkgarden  No.  9  Mine. — This  is  a  collection  of  drift  openings 
around  the  crop  line  that  are  taking  out  the  coal  left  in  when  the  No.  six 
mine  was  operating  many  years  ago.  A  considerable  number  of  men  find  em- 
ployment and  much  coal  is  recovered  as  this  seam  is  here  found  about  twelve 
feet  thick  and  of  the  very  finest  quality  of  coal. 

Boof  bad.  Timbering  and  drainage  as  good  as  could  be  expected  in  work- 
ing of  this  kind. 

Lee  Ott,  Gen.  Supt.  Elmer  Sheets,  Mine  Foreman. 

H.  H.  Harrison,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Elkgarden,  W.  Va. 
General  Offices,  Thomas,  W.  Va. 
No.  447.    Elkgarden  No.  5  Mine. — This  is  a  drift  mine  opened  in  the  out- 
crop of  the  Big  Vein.    This  coal  has  a  height  of  about  11  to  12  feet  on  an 
average  and  almost  entirely  clean  coal. 

This  opening  is  made  where  the  old  No.  5  mine  was  formerly  located  and  a 
considerable  amount  of  coal  can  be  recovered  by  this  opening.  About  thirty 
miners  find  employment  here. 

Lee  Ott.  Gen.  Supt.  Elmer  Sheets.  Mine  Foreman. 

H.  H.  Harrtson,  Supt. 
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DAVIS  COAL  4-  COKE  COMPANY. 
Elkgarden,  W.  Va. 
General  Offices,  Thomas  W.  Va. 
No.  447.    Elkgarden  No.  4  Mine.    This  is  another  drift  mine  opened  out  for 
the  recovery  of  the  crop  left  in  the  old  No.  4  mine  was  in  operation  many  years 
ago.    Quite  a  large  amount  of  this  coal  will  be  recovered,  yet  we  do  not  think 
quite  as  much  as  will  be  gained  at  the  No.  5,  as  the  area  to  be  recovered  seems 
larger,  but  in  all  other  respects  conditions  are  very  similar. 

Although  the  recovery  of  this  coal  is  a  very  dangerous  work  on  account  of 
the  bad  roof,  always  present,  yet  few  men  are  ever  injured  as  the  company 
will  only  permit  as  workmen,  the  oldest  and  best  experienced  men  in  the  field. 
This  seems  to  show  that  our  heavy  accident  list  in  some  parts  of  the  state  is 
due  in  part  at  least  to  the  employment  as  miners  of  men  hat  have  not  had 
sufficient  experience  to  properly  protect  themselves. 

Lee  Ott,  Gen.  Supt.  Elmer  Sheets,  Mine  Foreman. 

H.  H.  Harrison,  Supt. 

DAVIS  COAL  &  COKE  CO. 
Elkgarden,  W.  Va. 
General  Offices,  Thomas,  W.  Va, 
No.  448.    New  No.  10.    These  were  dirft  openings  made  into  the  coal  known 
locally  as  the  gas,  a  seam  directly  above  the  Pittsburg  and  for  a  time  much  coal 
was  mined  from  this  seam.    At  present  but  little  if  any  is  being  mined,  as  we 
think  these  openings  must  be  almost  if  not  entirely  worked  out.    This  coal  was 
of  an  average  height  of  about  six  foot  and  of  excellent  quality  but  the  supply 
was  very  limited  and  did  not  last  long  as  the  mines  were  operated  on  three 
shifts  of  eight  hours  each. 
Lee  Ott,  General  Superintendent. 

H.  H.  Harrison,  Superintendent.  John  McNally,  Mine  Foreman. 

DAVIS  COAL  4-  COKE  COMPANY. 
Elkgarden,  W.  Va. 
General  Offices,  Thomas  W.  Va. 

No.  449.  Ott  No.  bj  Mine.  This  is  a  drift  mine  operating  the  Freeport 
Seam  on  the  double  entry  system. 

This  is  the  mine  that  was  visited  by  an  explosion  that  wrecked  the  mine  and 
23  men  in  April  1911. 

During  the  year  just  past  several  improvements  have  been  made  at  the  mine 
among  which  may  be  mentioned  a  gasoline  motor,  with  which  to  haul  the  coal 
from  the  lay-off  to  the  mine  tipple.  This  machine  is  used  on  the  return  current 
of  the  mine  only  and  there  are  no  miners  working  where  they  would  get  the 
fumes  from  the  use  of  gasoline  as  a  power  and  we  are  informed  that  this 
machine  is  giving  very  good  results. 

Ventilation  good.  Timbering,  roof  and  drainage  reasonably  good,  the  mine 
is  closely  watched  for  explosive  gas  and  any  coal  dust  present  either  hauled  out 
of  the  mine  or  carefully  watered  down. 

Lee  Ott,  Gen.  Supt.  John  Kinney,  Mine  Foreman. 

H.  H.  Harrison,  Supt.  John  Kligrow,  Fire  Boss. 
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DAVIS  COAL  $  COKE  COMPASY. 
Beryl,  W.  Va. 
General  Offices,  Thomas  W.  Va. 
No.  450.    Montgomery  Bun  No.  19  Mme.    This  is  a  drift  mine  opened  out 
in  the  lower  Kittanning  Seam  on  the  double  entry  system. 

Eleeetric  Motors  and  an  electric  hoist  are  used  in  getting  the  eoa]  to  the 
tipple. 

Ventilation,  which  is  by  steam  fan,  has  always  been  found  sufficient.  Roof 
timbering  good  and  drainage  very  good. 

A  good  bit  of  dust  is  made  in  this  mine  both  at  the  working  faces  and  along 
the  haulways  as  the  coal  is  of  a  very  frail  character  and  pulverizes  easily 
This  dust  is  kept  in  subjection  by  loading  out  and  by  the  introduction  of  both 
live  and  exhaust  seam  fro*m  the  fan  engine  into  the  intake  air-current  of  the 
mine  night  and  day.  This  serves  to  keep  the  dust  moist  all  the  time  and  is  a 
system  that  can  be  copied  with  profits  by  the  management  of  dry  an  dusty 
mines  wherever  found. 

Lee  Ott,  Gen.  Supt.  J.  A.  Tibbetts,  and 

O.  Tibbetts,  Supt.  James  Cochran,  Mine  Foreman. 

DAVIS  COAL  $  COKE  COMPANY. 

Beryl,  W.  Va. 

General  Offices,  Thomas  W.  Va. 

"No.  451.    Mine  No.  51.    This  is  a  drift  mine  developments  being  in  the 

Bakertown  Seam  the  mine  being  opened  out  on  the  double  entry  system.  A 

separate  split  of  air  is  provided  for  in  nearly  every  heading  in  the  mine  and  for 

the  hight  of  coal  oprated  (it  averages  about  26  inches)  we  belive  this  to  be 

a  model  little  mine  of  tis  kind.    About  seventy  men  are  employed  here. 

Lee  Ott,  Gen.  Supt.  J.  A.  Tibbetts,  and 

O.  Tibbetts,  Supt.  James  Cochran,  Mine  Foreman. 

* 

DAVIS  COAL  cy  COKE  COMPANY. 
Beryl,  W.  Va. 
Gereral  Offices,  Thomas  W.  Va. 
No.  452.     Mine  No.  50.    This  is  another  drift  mine  opened  out  in  the  Baker- 
town  seam  on  the  opposite  hill  from  the  No.  51.   Conditions  as  may  be  supposed 
are  in  most  respects  just  the  same,  except  that  not  quite  so  many  men  are  em- 
ployed in  this  mine  as  the  other,  and  it  does  not  have  the  same  system  of  ven- 
tilation, the  51  it  having  an  electric  fan  and  at  the  50  a  steam  fan  is  in  use. 
This  is  an  advantage  as  the  mine  is  dry  in  some  places  and  the  exhaust  from 
the  fan  engine  is  turned  into  the  intake  airway  of  the  mine  to  help  keep  the 
mine  moist. 

Lee  Ott,  Gen.  Supt.  J.  A.  Tibbetts,  and 

O.  Tibbetts,  Supt.  James  Cochran,  Mine  Foreman. 

In  addition  to  the  Mine  reported  we  have  a  number  of  mines  omitted  from 
the  report  as  we  think  it  extremely  unlikely  that  they  will  operate  soon.  In 
Mineral  County,  we  have : 

Gleason  No.  1. 

Harris  Mine  No.  1. 
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Willis  Mine  No.  1. 
Kittanning  No.  16. 
Kittanning  No.  15. 
Wabash  No.  9,  worked  out. 
Shaw  Big  Vein,  worked  out. 

Again  in  addition  to  this  we  have  eight  sand  mines  in  Morgan  County,  as 
follows : 

Pittsburg  Mine. 
Speer  mine. 

West  Virginia,  No.  1-2. 
Berkley  Springs  Mine. 
Beckel  &  Hurry. 
Millard  Mine. 
Hancock  Mine. 
Berkley  mine  No.  2. 

In  Randolph  county  we  have  two  mines  one  is  the  Silica  Sand  Company's 
mine,  Pickens,  Randolph  County,  and  another  new  opening  near  Newlan,  W. 
Va.,  the  Company  operating  the  plant  being  unknown  to  us. 

The  five  new  mines  in  Grant  County  that  were  reported  last  year  as  not  being 
in  operation  are  still  in  the  same  condition  and  we  have  no  information  as  to 
when  the  railroad  will  be  built  or  them  operated. 
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FIFTH  DISTRICT. 


GENERAL    SUMMARY   FOR    THE    FIFTH    MINING    VI STRICT  WOE 
THE  YEAR  ENDING  JUNE  30TH;  1912. 
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Office  of  Firth  District  Mine  Inspector, 

Clifton,  W.  Va.,  September  30,  1912. 

Hon,  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  West  Virginia. 
Dear  Sir :  — 

I  herewith  respectfully  submit  to  you  my  Annual  Report  as  Inspector  of  the 
Fifth  Mining  District  of  West  Virginia,  for  the  year  ending  June  30,  1912. 

I  am  pleased  to  report  that  I  have  received  the  hearty  co-operation  of  the 
operators,  mine  officials  and  miners  during  the  past  year,  and  there  seems  to 
be  a  well  defined  effort  on  the  part  of  operators,  miners  and  mine  officials  to 
enforce  a  more  rigid  method  of  discipline  in  the  operation  and  development  of 
the  mines,  more  especially  as  to  the  safety  and  sanitary  condition  of  the  mines. 
In  my  judgment  this  is  largely  due  to  the  fact  that  the  mine  foremen  have 
been  required  to  pass  a  practical  examination,  which  has  proved  to  be  very  bene- 
ficial to  the  operators  and  miners  alike. 

I  am  glad  to  say  that  in  the  discharge  of  my  duties  I  have  received  courteous 
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treatment  from  mine  officials  and  miners,  and  I  desire  to  extend  to  you  my 
thanks  for  the  advice  and  assistance  that  you  have  given  me  at  all  times. 

Respectfully  yours, 

Earl  A.  Henry, 
Mine  Inspector  of  the  Fifth  District. 
FIFTH  DISTRICT. 
New  Mines.  * 
McCae  Coal  Company,  Gilmer  County. 
I  ':i]iik  It  (in  No.  2  South,  Fayette  County. 

Mines  Idle  During  the  Year, 
LaBelle  Drift,  Located  at  Wheeling,  Ohio  County. 
Dixie  Mine,  located  at  M&eon,  Mason  County. 
Camden  Mine,  located  at  Spilman,  Mason  County. 
Graham  Mine,  located  at  Bream,  Kanawha  County. 
Quiney  Mine  No.  1,  Located  ;it  Quincy,  Kanawha  County. 
Cedar  Run  Mines  No.  1  and  2,  located  at  Shrader,  Kanawha  County. 
Sunday  Creek  Mine  No.  108,  located  at  Mammoth,  Kanawha  County. 
Sunday  Creek  Mine  No.  109,  located  at  Mammoth,  Kanawha  Coutny. 
Boyd  Mine,  located  at  Cedar  Grove,  Kanawha  County. 
Alpha  Mine,  located  at  Plymouth,  Putnam  County. 
Rex  No.  1  Mine,  located  east  of  Wellsburg,  in  Brooks  County. 

Mines  Adandoned. 
Manchester  .Mine,  located  a1  Wheeling,  Ohio  County. 
Linden  Mine  No.  2,  located  at  Hartford,  Mason  County. 
Black  Betsey  No.  1,  located  at  Black  Betsey,  Putnam  County. 
California  Mine,  located  at  Plymouth,  Putnam  County. 
Kanawha  Gas  Mine  No.  2,  located  at  Smithers,  Fayette  County. 

Changes  in  Names  of  Companies. 
Lewis-Findley  Coal  Company  succeeded  by  West  Virginia  and  Pittsburg  Coal 
Company. 

LaBelle  Coal  Company  secceeded  by  West  Virginia  and  Pittsburg  Coal  Com- 
pany. 

Virginia  &  Ohio  Red  Ash  Coal  Company  secceeded  by  the  Elliott-Splint  Coal 
Company. 

BROOKE  COUNTY. 

WEST  VIRGINIA  PITTSBURG  COAL  COMPANY. 
P.  O.  Collier,  W.  Va. 
General  Office,  Frick  Building,  Pittsburg,  Pa. 
No.  501.    Locust  Grove  Mine  No.  1. — Drift.    Located  two  miles  south  of 
Collier  Station  on  the  P.  C.  C.  &  St.  L.  Railorad,  operating  the  Pittsburg  No. 
S  Seam  of  Coal,  which  has  an  average  thickness  of  five  feet.    The  roof  is  slate 
and  in  some  sections  is  of  a  dangerous  character,  especially  where  the  upper 
slate  varies  in  thickness  from  six  to  ten  inches  which  must  be  taken  down  or 
properly  timbered  to  insure  safety  to  the  miners.    In  some  sections  of  the  mine 
there  is  a  considerable  quantity  of  water  to  contend  with;    drainage  fairly 
good.    Ventilation  is  produced  by  two  fans  and  is  generally  good.    The  coal 
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is  principally  mined  by  electric  chain  machines  with  mule  and  electric  haulage. 
This  is  a  coaling  station  for  the  P.  C.  C.  &  St.  L.  Railroad  and  a  large  amount 
of  the  production  is  used  for  coaling  the  engines.  The  mining  laws  are  generally 
observed.  This  plant  was  formerly  operated  by  the  Lewis-Findley  Company 
but  was  recently  changed  to  the  West  Virginia  Pittsburg  Coal  Company. 
H.  S.  Lewis,  Gen.  Mgr. 

E.  M.  Findley,  Gen.  Supt.  Nute  Ruckman,  Mine  Foreman. 

WEST  VIRGINIA  PITTSBURG  COAL  COMPANY. 
P.  O.  Wellsburg,  W.  Va. 
General  Office,  Frick  Building,  Pittsburg,  Pa. 

No.  502.    No.  3  Mine  Drift.    Located  three  miles  north  of  Wellsburg,  on 

the  P.  C.  C.  &  St.  L.  Railroad,  operating  in  the  Pittsburg  No.  8  Seam  of  coal 
which  has  a  thickness  of  five  feet,  with  a  slate  roof  which  in  some  sections  is 
of  a  dangerous  character,  especially  where  the  draw-  slate  varies  in  thickness 
from  six  to  eighteen  inches,  which  has  to  be  taken  down  and  properly  timbered 
to  insure  safety.  Ventilation  is  produced  by  means  of  a  fan  which  furnishes 
sufficient  air  to  give  proper  system  of  ventilation.  In  some  sections  there  is 
considerable  water  to  contend  with.  Drainage  generally  good.  Coal  is  mined 
with  electric  machines  and  hauled  by  electric  motors.  Mining  Haws  are  generally 
complied  with. 
H.  S.  Lewis,  Gen.  Mgr. 

E.  M.  Findley,  Supt   .  .  John  Roxby  Mine  Foreman. 

WEST  VIRGINIA  PITTSBURG  COAL  COMPANY. 
P.  O.  Wellsburg,  W.  Va. 
General  Office,  Frick  Building,  Pittsburg,  Pa. 
No.  503.  Mine  No.  4.— Drift.  Located  at  Wellsburg,  on  the  P.  C.  C.  &  St. 
L.  Railroad,  operating  the  Pittsburg  .  .o.  8  Seam  of  coal  which  has  a  thickness 
of  five  feet.  The  roof  is  slate  and  in  some  sections  is  bad,  especially  where 
there  is  a  draw  slate,  which  must  be  taken  down  or  carefully  timbered  to  insure 
safety.  The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working 
places  are  properly  timbered.  In  some  sections  there  is  considerable  quantity 
of  water  to  contend  with.  Drainage  generally  good.  Ventilation  is  produced 
by  a  fan  with  good  results.  The  coal  is  mined  by  electric  chain  machines  with 
mule  and  electric  haulage,  electric  power  being  furnished  by  the  electric  Street 
Railway  Company  five  hundred  voltage.  The  wires  are  properly  protected, 
making  it  generally  safe  for  the  employees.  Mining  laws  are  generally  com- 
plied with.  This  mine  was  formerly  operated  by  the  La  Belle  Coal  Company. 
H.  S.  Lewis,  Gen.  Mgr. 

E.  M.  Findley,  Gen.  Supt.  William  D.  Gulley,  Mne  Foreman. 

BEECH  BOTTOM  COAL  COMPANY. 
P.  O.  Beech  Bottom,  W.  Va. 
General  Office,  Wellsburg,  W.  Va. 
No.  504.    Beech  Bottom  Mine  No.  1. — Drift.    Located  six  miles  south  of 
Wellsburg,  on  the  P.  C.  C.  &  St.  L.  Railroad,  operating  the  Pittsburg  No.  8 
Seam  of  Coal  which  has  a  thickness  of  five  feet,  with  a  slate  roof  which  in 
some  sections  is  of  a  dangerous  character,  the  draw  slate  varying  in  thickness 
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from  eight  to  fifteen  inches  which  has  to  be  taken  down  or  properly  timbered  to 
insure  safety.  In  some  sections  of  the  mine  there  is  considerable  water  to  con- 
tend with.  Drainage  fairly  good.  Ventilation  is  produced  by  means  of  two 
five-foot  -fans  which  furnish  sufficient  air  to  give  a  proper  system  of  ventilation 
when  properly  distributed  to  the  working  places.  Coal  is  principally  mined  by 
electric  chain  machines  with  mule  and  electric  haulage.  Considerable  improve- 
ments have  been  made  at  this  mine  during  the  past  year,  and  the  mine  law  is 
generally  complied  with. 

Elmer  Hough,  Gen.  Mgr.  &  Supt.  J.  E.  Wallace,  Mine  Foreman. 

LA  BELLE  IRON  WORKS. 
P.  O.  Steubenville,  Ohio. 
General  Office,  Steubenville,  Ohio. 
No.  505.  La  Belle  Shaft.  Located  at  Steubenville,  Ohio.  This  shaft  is 
one  hunrder  and  ninety-eight  feet  deep  and  the  developments  extend  under  the 
Ohio  River  into  Brooke  County  West  Virginia,  operating  the  Upper  Freeport 
Seam  of  coal  which  has  a  thickness  of  three  and  a  half  feet  with  a  slate  and  sand 
stone  roof  which  is  generally  good.  Tn  some  sections  of  the  mine  they  have  a 
large  quantity  of  water  to  contend  with.  Drainage  good.  Ventilation  is  pro- 
duced by  a  sixteen  foot  fan  which  furnishes  sufficient  air  when  properly  dis- 
tributed to  the  working  places.  In  some  sections  of  the  mine  explosive  gas  is 
liberated  in  small  quantities,  generally  in  slight  traces  at  the  face  of  a  few  of 
the  headings.  Coal  is  mined  by  electric  chain  machines  and  hauled  exclusively 
by  electric  motors.  During  the  year  a  shaft  was  sunk  on  the  West  Virginia 
side  and  equipped  with  stairs,  making  an  available  outlet  for  the  miners  in  case 
of  accident  to  the  mine  shaft  located  on  the  Ohio  side,  which  greatly  improved 
the  system  of  ventilation. 

W.  D.  Crawford,  Gen.  Mgr.  Allen  Baillie,  Mine  Foreman. 

R.  W.  McCasland,  Supt.  George  Hollidav,  Mine  Foreman. 

William  Young,  Fire  Boss. 

Robert  Brown,  Fire  Boss. 

BRAXTON  COUNTY. 

DAVIS  COLLIERY  COMPANY. 
P.  O.  Bower,  W.  Va. 
General  Office,  Elkins,  W.  Va. 
No.  506.    Colliery  No.  7. — Drift.    Located  at  Bower  on  the  Coal  &  Coke 
Railroad,  operating  the  Pittsburg  Seam  of  coal  which  varies  in  thickness  from 
six  and  a  half  to  eight  feet  with  a  slate  roof  which  is  bad  in  some  sections  and 
requires  careful  attention  and  to  be  well  timbered  to  insure  safety.    In  some 
sections  of  the  mine  there  is  some  water  to  contend  with.    Drainage  generally 
good.    During  the  year  a  fan  was  installed  at  this  mine  which  gives  a  good 
system  of  ventilation.    Coal  is  principally  mined  by  pick  with  mule  and  eiectric 
motor  haulage.    This  mine  is  operated  in  cannection  wtih  Colliery  No.  10,  the 
products  of  both  mines  being  loaded  from  the  same  tipple. 
F.  F.  Healey,  Gen.  Mgr.  Claud  Starr.  Mine  Foreman. 

Lawson  Blenkinsopp,  Supt. 
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DAVIS  COLLIERY  COMPAXY. 
P.  O.  Bower,  W.  Va. 
General  Office,  Elkins,  W.  Va. 
No.  506.    Colliery  No.  10. — Drift.    Located  at  Bower  on  the  Coal  &  Coke 
Kailroad,  operating  the  Pittsburg  Seam  of  coal  which  varies  in  thickness  from 
six  to  eight  feet  with  a  slate  roof  which  in  some  sections  is  of  a  dangerous 
character  and  must  be  properly  timbered  to  insure  safety.    The  miners  are  well 
supplied  with  timber  and  as  a  rule  the  working  places  are  well  timbered.  Ven- 
tilation is  produced  by  a  fan  which  furnishes  sufficient  air  when  properly  dis- 
tributed.   There  is  but  little  water  to  contend  with;  drainage  generally  good. 
Coal  is  mined  by  pick  and  electric  mine  machines.    In  some  sections  where  the 
roof  is  especially  bad  the  mine  machines  cannot  be  successfully  operated  and 
where  conditions  of  this  kind  exist  the  coal  is  mined  by  pick.    Considerable  im- 
provement has  been  made  at  this  mine  during  the  past  year.    An  electric  plant 
has  been  installed  with  electric  mine  machines  and  electric  motors  on  the  main 
haul-way.    The  mining  law  is  generally  complied  with. 
J.  F.  IIealy,  General  Mgr.  Thomas  Davis,  Mine  Foreman. 

Lawson  Blenkinsopp,  Supt. 

DAVIS  COLLIERY  COMPANY. 
P.  O.  Copen,  W.  Va. 
General  Office,  Elkins,  W.  Va. 
No.  507.    Colliery  No.  11. — Drift.    Located  at  Copen  on  the  main  line  of  the 
Coal  &  Coke  Eailroad,  operating  the  Pittsburg  Seam  of  Coal  which  varies  in 
thickness  from  five  to  eight  feet  with  a  slate  roof  which  is  bad  in  some  sections 
and  requires  careful  attention  and  to  be  properly  timbered  to  insure  safety. 
The  miners  are  wrell  supplied  with  timber  and  as  a  rule  the  working  places  are 
properly  timbered.    There  is  but  little  wrater  to  contend  with.    Drainage  good. 
Ventilation  is  produced  by  fan  which  furnishes  sufficient  air  to  ventilate  the 
present  development.    The  coal  is  all  mined  by  pick  with  horse  and  mule  haul- 
age.   The  mining  law  is  generally  complied  with. 

J.  F.  Healy,  Gen.  Mgr.  Worthy  Riggs,  Mine  Foreman. 

Lawson  Blenkinsopp,  Supt. 

BRAXTON  COAL  $  COKE  COMPANY. 
P.  O.  Braxton,  W.  Va. 
No.  508.    Braxton  Mine. — Drift.    Located  at  Cutlip  on  the  main  line  of  the 
Coal  &  Coke  Eailroad,  operating  the  Pittsburg  Seam  of  Coal  which  has  an 
average  thickness  of  six  and  a  half  feet.    The  roof  is  slate  and  in  some  sections 
it  is  bad  and  requires  to  be  well  timbered  to  insure  safety.    Ventilation  is  by 
means  of  a  temporary  furnace  which  furnishes  sufficient  air  for  the  number  of 
persons  employed,  as  this  is  a  very  small  development  employing  only  a  few 
persons.    Coal  is  mined  by  pick  with  mule  haulage. 
Charles  S.  Boyer,  Supt.  &  Mine  Foreman. 

COPEN  CREEK  COAL  COMPANY. 
P.  O.  Gilmer,  W.  Va. 
No.  509    Vanwith  Mine. — Drift.    Located  between  Copen  and  Bower  on  the 
main  line  of  the  Coal  &  Coke  Railroad,  operating  the  Pittsburg  Seam  of  coal 
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which  varies  in  thickness  from  six  to  seven  feet.  The  roof  is  slate  and  in  some 
sections  it  is  bad  requiring  careful  attention  and  a  proper  system  of  timbering 
careful  attention  and  a  proper  system  of  timbering  to  insure  safety.  There  is 
but  little  water  to  contend  with.  Ventilation  is  produced  by  natural  causes. 
This  is  a  small  mine  on  a  very  cheap  scale,  employing  but  few  persons.  The  coal 
is  mined  by  punching  machines,  operated  by  compressed  air. 
H.  S.  IIuber,  Supi.  &  Mine  Foreman. 

CLAY  COUNTY. 

THE  ELLIOT  SPLINT  COAL  COMPANY. 
P.  O.  Clay,  W.  Va. 
No.  510.  York  Mine  No.  1. — Drift.  Located  half  a  mile  west  of  Clay  on 
the  Coal  &  Coke  Railroad,  operating  the  Coalburg  Seam  of  coal  which  varies  in 
thickness  from  six  to  seven  feet  including  the  slate  parting  which  averages 
about  twenty-four  inches.  The  roof  is  slate  and  in  some  sections  is  bad  and 
requires  to  be  well  timbered  to  secure  safety.  There  is  but  little  water  to  con- 
tend with;  drainage  good.  Coal  is  mined  by  electric  mine  machines  with  mule 
and  motor  haulages.  Ventilation  is  produced  by  a  fan  which  furnishes  sufficient 
air  that  is  properly  distributed  throughout  the  mine.  This  mine  was  formerly 
known  as  the  Pisgah  mine  operated  by  the  Virginia  and  Ohio  Red  Ash  Coal 
Company.  During  the  latter  part  of  the  year  the  property  was  acquired  by  the 
above  named  company  who  have  spent  considerable  money  in  improving  the 
property;  having  installed  an  electric  plant,  constructed  a  new  tipple,  built 
several  tenement  houses  and  store  house.  They  have  also  installed  a  fan  and 
additional  mine  machines.  The  physical  condition  of  the  mine  has  been  ma- 
terially changed  as  the  track  has  been  re-laid  with  new  steel  and  concrete  stop- 
pings constructed  throughout  the  mines.  The  mining  law  are  well  observed. 
H.  P.  Elliott,  General  Manager.  Harry  Charles,  Mine  Moreman. 

H.  E.  Taylor,  Supt. 

CLAY  COAL  COMPANY. 
P.  O.  Barren  Creek,  W.  Va. 
General  Office,  Toledo,  Ohio. 
No.  511.    Bradley  White  Ash  Mine. — Drift    Located  at  Barren  Creek  on  the 
Coal  &  Ooke  Railroad  operating  the  No.  5  Seam  of  coal  which  has  a  thickness 
of  four  feet  with  slate  roof,  which  is  good  with  the  exception  of  some  sections 
where  there  is  a  draw  slate  varying  in  thickness  from  four  to  eight  inches.  In 
some  sections  of  the  mine  there  is  considerable  quantity  of  water  to  contend 
with.    Drainage  fairly  good.    Ventilation  is  produced  by  a  fan  which  furnishes 
suffiicient  air  for  the  number  of  persons  employed  when  properly  distributed 
to  the  working  places.    Coal  is  mined  by  pick  with  mule  haulage.    Mining  laws 
are  generally  observed. 

S.  T.  Walbolt,  Gen.  Mgr.  Geo.  W.  Kilburn,  Mine  Foreman. 

William  E.  Davis,  Supt. 

ELK  MANOR  COAL  COMPANY. 
P.  O.  Dorfee,  W.  Va. 
No.  512.    Dorfee  Mine. — Drift.    Located  at  Dorfee  on  the  main  line  of  the 
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Coal  &  Coke  Railroad  operating  the  Winifrede  Seam  of  coal  which  varies  La 
thickness  from  three  and  a  half  to  four  and  a  half  feet  with  a  slate  roof  which 
is  good  with  few  exceptions.  There  is  but  little  water  to  contend  with.  Drain- 
age generally  good.  Ventilation  is  produced  by  a  fan  which  furnishes  sufficient 
air  when  propertly  distributed  to  the  working  places.  The  coal  is  mined  by 
electric  chain  machines  with  mule  and  electric  haulage.  The  mining  law  is 
generally  observed. 

L.  C.  Beirne,  Gen.  Mgr.  and  Supt.  L.  E.  Wood,  Mine  Foreman. 

QUEEN  SnOALS  COAL  COMPANY. 
P.  O.  Queen  Shoals,  W.  Va. 
No.  513.  Burnzwell  Mine. — Drift.  Located  near  Queen  Choals  on  the  Coal 
&  Coke  Railroad,  operating  the  No.  5  Seam  of  Coal  which  varies  in  thickness 
from  three  to  four  feet  with  a  slate  and  sandstone  roof,  which  is  generally  good. 
The  ventilation  is  produced  by  a  furnace  which  furnishes  sufficient  air  for  the 
number  of  persons  employed,  as  this  is  a  very  small  development.  The  mining 
laws  are  well  observed. 

W.  M.  Prince,  Gen.  Mgr.  Charles  Leftwich,  Mine  Foreman. 

W.  R.  Morris,  Supt. 

ELK  BIVEB  COAL  AND  LUMBER  COMPANY. 
P.  O.  Widen,  W.  Va. 
No.  514.  Bich  Bun  Mine. — Drifts.  Located  at  Widen  on  the  Buffalo  Creek 
and  Gauley  Railroad  which  connects  with  the  Coal  and  Coke  at  Dundon,  operat- 
ing the  No.  5  Seam  of  coal  which  has  a  thickness  of  six  feet  with  a  slate  roof 
which  is  generally  good.  There  are  eight  sets  of  drifts,  the  products  of  all  being 
loaded  from  the  same  tipple.  Ventilation  is  produced  by  fans  and  temporary 
furnaces.  The  drifts  that  are  ventilated  by  fans  the  ventilation  is  good.  Ar- 
rangements are  being  made  to  connect  the  dirfts  that  at  the  present  time  are 
being  ventilated  by  furnaces,  after  which  fans  will  be  installed,  which  will 
greatly  improve  the  system  of  ventilation.  There  is  but  little  water  to  contend 
with.  Drainage  good.  The  plans  of  development  are  such  that  in  the  near 
future  this  will  be  a  large  producer.  The  coal  is  mined  by  electric  mine 
machines  with  mule  and  electric  haulage.  The  mining  laws  are  generally  ob- 
served. 

J.  C.  Bradley,  Gen.  Mgr.  William  Wagner,  Mine  Foreman. 

R.  T.  Price,  Supt. 

MABSHALL  COUNTY. 

RITCHMAN  COAL  &  COKE  COMPANY. 
P.  O.  Wheeling,  W.  Va. 
No.  515.  Hitchman  Mine.  This  is  a  slope  located  at  Hitchman  near  Ben- 
wood  on  the  main  line  of  the  B.  &  O.  Aailroad  operating  the  Pittsburg  No.  8 
Seam  of  Coal  wdrich  varies  in  thickness  from  four  feet  ten  inches  to  five  and  a 
half  feet,  with  a  slate  roof  which  in  some  sections  is  of  a  dangerous  character, 
especially  where  the  draw  slate  varies  in  thickness  from  six  to  fifteen  inches, 
which  must  be  taken  down  or  well  timbered  to  insure  safety.  The  miners  are 
well  supplied  with  timber  and  as  a  rule  the  working  places  are  properly  tim- 
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bered.  The  mine  officials  give  "  lose  attention  to  the  timbering  of  the  working 
places  and  it  is  very  seldom  a  serious  or  fatal  accident  occurs  in  this  mine. 
The  ventilation  is  produced  by  a  small  fan  which  gives  a  very  fair  system  of 
ventilation.  As  this  is  a  large  mine  and  being  rapidly  developed  it  will  be 
but  a  short  time  until  it  will  require  a  much  better  system  of  ventilation  to  meet 
with  the  requirements  of  the  mine  law,  and  for  this  reason  the  management 
are  making  arrangements  to  sink  a  shaft  near  the  advanced  heading  at  which 
point  a  fan  that  will  furnish  a  large  quantity  of  air  will  be  installed.  There 
is  but  little  water  to  contend  with  in  this  mine.  Drainage  generally  good. 
Nearly  all  of  the  advanced  headings  liberate  explosive  gas  in  small  quantities, 
but  competent  fire  bosses  are  employed  who  give  close  attention  and  careful 
examination  of  all  sections  that  are  known  to  liberate  explosive  gas.  Coal  is 
mined  by  electric  mine  machines  with  mule  and  electric  haulage.  The  general 
manager  and  superintendent  take  great  interest  in  the  safety  of  their  employees 
and  are  ready  at  all  times  to  cooperate  wih  the  Mine  Department  in  all  matters 
that  will  insure  safety  of  their  men. 

W.  H.  Koch,  Gen.  Mgr.  Isaac  Murray,  Mine  Foreman. 

E.  C.  Pickett,  Supt.  Charles  Esig,  Mine  Foreman. 

George  Burner,  Fire  Boss. 

MOUND  COAL  COMPANY. 

P.  O.  MOUNDSVILLE,  W.  Va. 

General  Office,  Wheeling.  W.  Va. 
No.  516.  Mound  Shaft.  Located  at  Moundsville,  operating  the  Pittsburg 
Seam  of  coal  which  has  a  thickness  of  five  feet  with  a  slate  roof  which  has  to 
be  properly  timbered  to  insure  safety.  The  miners  are  well  supplied  with  tim- 
ber and  as  a  rule  the  working  places  are  properly  timbered.  Ventilation  is 
produced  by  a  sixteen  foot  fan,  which  dose  not  furnish  sufficient  air  to  meet 
the  requirements  of  the  mine  law.  The  deficiency  is  principally  due  to  the  con- 
ditions of  the  intake  airway  which  is  obstructed  by  falls  of  slate.  In  some  sec- 
tions of  the  mine  explosive  gas  is  liberated  in  small  quantities.  There  is  a  large 
area  of  old  workings  in  this  mine  which  has  been  sealed  off  from  the  main 
workings  and  a  bore  hole  put  down  from  the  surface  for  the  purpose  of  an 
outlet  for  any  accumlations  of  explosive  gas  in  he  worked  out  sections.  There 
is  but  little  water  to  contend  wTith;  drainage  good.  Coal  is  mined  by  electric 
mine  machines  with  mule  and  electric  motor  haulage.  Preparations  were  being 
made  to  remove  the  slate  obstructions  from  the  intake  air  way  which  wnen 
completed  will  increase  the  area  and  improve  the  system  of  ventiation.  This 
is  an  old  mine  which  has  been  neglected  in  the  past  and  will  require  considerable 
work  and  expense  to  place  the  mine  in  proper  condition  as  to  ventilation.  The 
mine  officials  show  a  willingness  to  cooperate  with  the  Mine  Department. 
J.  C.  McKinkey  Gen.  Mgr.  Seth  Stephens,  Mine  Foreman. 

William  Young,  Supt.  G.  M.  Stephens,  Fire  Boss. 

BEN  FRANKLIN  COAL  COMPANY. 
P.  O.  Moundsville,  W.  Va. 
The  General  Office,  Freeport,  Pa. 
No.  517.    Panama  Shaft.    Located  one-half  mile  south  of  Moundsville  on  the 
B.  &  O.  Eailroad,  operating  the  Pittsburg  Seam  of  Coal  which  has  a  thickness 
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of  five  and  one-half  feet,  with  a  slate  roof  which  in  some  sections  is  of  a 
dangerous  character  and  has  to  be  well  timbered  to  insure  safety.  The  miners 
are  well  supplied  with  timber  and  as  a  rule  the  working  places  are  properly 
timbered.  There  is  but  little  water  to  contend  with;  drainage  good.  Explo- 
sive gas  is  liberated  in  practically  all  of  the  headings.  Ventilation  is  produced 
by  a  twenty-foot  fan  which  furnishes  sufficient  air  if  properly  distributed  to  the 
working  places.  Coal  is  mined  by  electric  chain  machines  and  hauled  by  elc-tri^ 
motors. 

M.  M.  McQuade,  Gen.  Mgr.  &  Supt.         C.  E.  McCabe,  Mine  Foreman. 

W.  G.  Hupp,  Fire  Boss. 

P  ABB'S  BUN  COAL  COMPANY. 

P.  O.  MOUNDSVILLE,  W.  Va. 

No.  518.  Parr's  Bun  Shaft.  Located  on  Parr's  Eun  one  mile  east  of 
Moundsville.  Shaft  four  hundred  and  ten  feet  in  depth,  operating  the  Pittsburg 
Seam  of  coal  which  has  a  thickness  of  five  and  one-half  feet  with  a  slate  roof 
which  in  some  sections  is  bad  and  of  a  dangerous  character  and  has  to  be  given 
close  attention  and  must  be  properly  timbered  to  insure  safety  to  the  miners, 
especially  where  the  draw  slate  varies  in  thickness  from  six  to  twenty-four 
inches.  There  is  but  little  water  to  contend  with ;  drainage  good.  Ventilation 
is  produced  by  a  fan  which  furnishes  sufficient  air  that  is  properly  distributed 
to  the  working  places  as  required  by  law.  Explosive  gas  is  liberated  in  small 
quantities.  During  the  year  an  additional  shaft  was  sunk  which  will  be  used 
for  ventilation  purposes  and  traveling  wray  for  the  employees  in  case  of  accident 
to  the  main  shafts.  Coal  is  mined  by  electric  mine  machines  with  mules  and 
electric  haulage. 

H.  W.  Hunter,  Gen.  Mgr.  Frank  Clegg,  Mine  Foreman  ai  d 

J.  W.  Berry,  Supt.  Fire  Boss. 

GLEN  BALE  COAL  COMPANY. 
P.  O.  Glendale,  W.  Ya. 
No.  519.  Glendale  Shaft.  Located  at  Glendale  on  the  B.  &  O.  Kailroad, 
operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of  five  feet,  with 
a  slate  roof  and  in  some  sections  is  bad,  especially  wThere  there  is  a  draw  slate 
varying  in  thickness  from  eight  to  eighteen  inches  which  has  to  be  taken  down 
or  properly  timbered  to  insure  safety  to  the  miners..  Ventilation  is  produced 
by  a  twelve-foot  fan  but  owing  to  the  air-course  being  obstructed  by  falls  of 
slate  the  air  is  not  properly  distributed  to  the  working  places  as  required  by  the 
mire  law.  A  force  of  men  are  employed  in  removing  the  slate  from  the  tfur- 
course,  which  will  improve  the  system  of  ventilation  when  the  air-way  is  placed 
in  proper  condition.  There  is  considerable  water  to  contend  with;  drainage 
generally  good.  Coal  is  mined  by  electric  mine  machines  with  mule  and 
electric  motor  haulage.  With  the  exception  of  the  deficiency  in  the  system  of 
ventilation  the  mining  laws  are  wTell  ovserved. 

W.  H.  Koch,  Gen.  Mgr.  Michael  Freeman,  Mine  Foreman. 

E.  C.  Pickett,  Supt. 
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WHEELING  STEEL  $  IRON  COMPANY. 
P.  O.  Wheeling,  W.  Va. 
No.  520.  Benwood  Mine. — Drift.  Located  at  Ben  wood  on  the  B.  &  O. 
Eailroad  operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of  five 
and  a  half  feet  with  a  slate  roof  which  in  some  section  is  bad,  especially  where 
there  is  a  draw  slate  which  varies  in  thickness  from  six  to  eighteen  inches, 
which  has  to  be  taken  down  or  properly  timbered  to  insure  safety.  The  miners 
are  well  supplied  with  timber  and  as  a  rule  working  places  are  properly  tim- 
bered, as  the  mine  foreman  give  close  attention  to  the  timbering  as  well  as  to 
all  other  conditions  that  might  be  considered  dangerous  to  the  employees. 
Ventilation  is-  produced  by  a  twelve-foot  fan  which  furnishes  sufficient  air  for 
for  a  proper  system  of  ventilation  and  is  well  distributed.  Drainage  good. 
With  the  execption  of  some  pillar  work  coal  is  mined  with  electric  chain  ma- 
chines with  electric  motor  haulage.  The  mining  law  is  well  observed  as  the  mire 
oflirials  cooperate  with  the  Mine  Department. 

Chalkey  Dawson,  Gen.  Mgr.  &  Supt.  R.  E.  Roush,  Mine  Foreman. 

KUNTZ  BROTHERS  <V  MILLER. 
No.  521.  Bogg's  Run  Mine. — Drift.  Locaed  at  the  north  end  of  Benwood, 
operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of  five  and  a.  half 
•feet,  with  a  slate  roof  that  must  be  weill  timbered  to  insure  safety  o  the  miners. 
Ventilation  is  produced  by  a  twlvelfoot  fan  which  furnishes  sufficient  air  for 
the  number  of  persons  employed,  which  vary  in  number  from  six  to  ten  miners, 
as  the  work  consists  of  drawing  pillers.  The  product  of  the  mine  is  consumed 
by  local  trade  and  delivered  by  teams. 

Philip  Kuntz,  Jr.,  Supt.  Eugene  Miller,  Mine  Eoreman. 

OHIO  COUNTY. 

PETER  S TORCH  $  SONS. 
P.  O.  Edgington  Lane  Via  Wheeling,  W.  Va. 
No.  522.  Storch  Mine. — Drift.  Located  at  Edgington  Lane  three  miles  east 
of  Wheeling,  operating  the  Pittsburg  No.  8  Seam  of  Coal  which  has  a  thickness 
of  five  feet,  with  a  slate  roof  that  must  be  properly  timbered  to  insure  safety; 
drainage  good.  Ventilation  is  produced  by  means  of  a  furnace  which  gives  poor 
results.  The  mine  is  operated  on  a  cheap  scale  having  been  in  operation  for  the 
past  forty-seven  years.  During  the  summer  monts  from  one  to  two  miners  are 
employed;  in  the  winter  season  six  to  ten  men.  The  entire  product  of  this 
mi^e  is  consumed  by  local  trade.  The  coal  is  mined  by  picks  with  mule  haulage. 
George  Storch,  Supt.  ffl        John  Storch,  Mine  Foreman. 

ELM  GROVE  COAL  COMPANY. 

P.  O.  Elm  Grove,  W.  Va. 
General  Office,  Elm  Grove,  W.  Va. 
No.  523.  Elm  Grove  Mine. — Shaft.  Located  at  Elm  Grove  on  the  B.  &  O. 
Railroad,  operating  the  Pittsburg  No.  8  Seam  of  Coal  which  has  a  thickness 
of  five  feet.  The  roof  is  slate  and  in  some  sections  is  bad,  and  must  be  well 
timbered  to  insure  safety  to  the  miners.  The  mine  is  practically  dry.  Drainage 
good.    Ventilation  is  produced  by  a  ten  foot  fan  but  the  system  of  ventilation 
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fails  to  meet  the  requirements  of  the  law,  this  being  principally  due  to  the  air- 
way being  obstructed  by  heavy  falls  of  slate.  Coal  is  mined  by  electric  chain 
machines  with  mule  and  electric  motor  haulage.  Elecetric  power  is  furnished 
by  the  Electric  Street  Eailway  Company.  The  voltage  is  five  hundred,  and  in 
some  instances  has  proved  fatal  to  employees  who  came  in  contact  with  the 
electric  wires.  During  the  year  this  mine  was  connected  with  the  Creighton 
mine,  which  will  be  used  as  a  second  opening  for  the  men  to  travel  in  case  of 
an  accident  to  the  main  shaft. 

J.  B.  Chambers,  Gen.  Mgr.     Supt.  Albert  Eikey,  Mine  Foreman. 

J.  S.  CREIGHTON. 
P.  O.  Elm  Grove,  W.  Va.,  R.  F.  D.  No  1. 
No.  524.  Creighton  Mine. — Slope.  Located  one  mile  east  of  Elm  Grove 
operating  in  the  Pittsburg  No.  8  Seam  of  coal,  which  has  a  thickness  of  five 
feet,  with  slate  roof  that  has  to  be  properly  timbered  to  insure  safety.  There  is 
but  little  water  to  contend  with;  drainage  good.  Ventilation  is  produced  by  a 
fan  located  at  the  Elm  Grove  Shaft,  these  two  mines  connected  by  a  heading 
which  is  used  for  the  intage  air  way  and  traveling  road  for  the  employees  at 
the  Elm  Grove  mine.  This  is  a  very  small  development,  employing  from  four 
to  ten  persons.  The  entire  product  of  the  mine  is  consumed  by  local  trade 
delivered  by  teams.  Coal  is  mined  by  electric  mine  machine;  power  being 
furnished  by  the  Electric  Street  Eailway  Company,  ffl 

J.  S.  Creighton,  Gen.  Mgr.  $  Supt.  Frank  Burdette,  Mine  Foreman. 

WEITTAKER-GLESSNER  COMPANY. 
P.  O.  Wheeling,  W.  Va. 
No.  525.    Carter  Mine. — Drift.    Located  at  East  Wheeling  on  the  Wheeling 
and  Lake  Erie  Railroad,  operating  the  Pittsburg  Seam  of  coal  which  has  a 
thickness  of  four  feet  and  ten  inches.    The  roof  is  slate  and  must  be  properly 
timbered  to  insure  safety.    Ventilation  is  produced  by  a  fan  which  furnishes 
sufficient  air  for  the  number  of  employees  when  properly  distributed.    Coal  is 
mined  by  electric  chain  machines  with  mule  and  electric  motor  haulage.  During 
the  year  a  slope  was  put  down  on  the  extreme  end  of  the  property  connecting 
with  the  main  haulage  way  which  made  a  great  improvement  in  the  system  of 
drainage  and  ventilation.    The  mining  law  is  generally  complied  with. 
W.  H.  Kasley,  Gen.  Mgr.  #  Supt.  W.  E.  McGlone,  Mine  Foreman. 

E1CHLANB  COAL  COMPANY. 
P.  O.  Wheeling,  W.  Va. 
No.  526.  Richland  Mine. — Drift.  Located  two  miles  north  of  Wheel;ug  on 
the  P.  C.  C.  &  St.  L.  Railroad,  operating  the  Pittsburg  No.  8  Seam  of  coal  which 
has  a  thickness  of  five  feet.  The  roof  is  slate  and  in  some  sections  is  of  a 
dangerous  character,  especially  where  there  is  a  draw  slate  that  has  to  be  taken 
down  or  the  working  places  properly  timbered  to  insure  safety.  There  is  but 
little  wrater  to  contend  with;  drainage  good.  Ventilation  is  produced  by  two 
small  fans,  but  the  system  of  ventilation  does  not  meet  with  the  full  require- 
ments of  the  law,  this  being  principally  due  to  the  air  way  being  obstructed 
by  falls  of  slate.  A  heading  is  being  driven  to  the  outcrop  which  when  com- 
pleted will  greatly  improve  the  system  of  ventilation.    The  coal  is  mined  by 
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electric  mine  machines  with  mule  and  electric  motor  haulage.    Electric  power 
is  furnished  by  the  Wheeling  Traction  Company.    With  the  exception  of  the  de- 
ficiency in  the  ventilation  the  mining  law  is  well  observed. 
J.  C.  McKinley,  Gen.  Mgr.  E.  S.  Wade,  Mine  Foreman. 

J.  1\  Leonard,  Supt. 

MASON  COUNTY. 

EABTFOKD  COAL  $  MINING  COMPANY. 
P.  O.  Hartford,  W.  Va. 
No.  527.  Hartford  Mine.— Drift.  Located  at  Hartford  on  the  B.  &  O. 
Railroad,  operating  the  Pittsburg  Seam  of  Coal  which  varies  in  .thickness  from 
four  and  a  half  to  five  feet,  with  slate  and  sandstone  roof,  which  in  some  sec- 
tions is  of  a  dangerous  character  that  has  to  be  properly  timbered  to  insure 
safety.  In  some  sections  of  the  mine  there  is  considerable  water  to  contend 
with.  System  of  drainage  is  poor.  Ventilation  is  produced  by  a  ten-foot  fan 
which  gives  very  poor  results.  This  being  principally  due  to  the  large  area  over 
which  the  air  has  to  travel,  and  the  air-course  being  obstructed  by  slate  and 
water.  This  mine  is  operated  on  a  very  cheap  scale.  It  would  require  con- 
siderable expense  to  put  this  mine  in  a  proper  condition.  The  officials  in 
charge  claim  tha  they  have  not  sufficient  funds  at  theid  command  to  make  the 
necessary  improvements. 

George  W.  Coyle,  Supt.  M.  L.  Riffle,  Mine  Foreman. 

JACKSON  COAL  $  MINING  COMPANY. 
P.  O.  Hartford,  W.  Va. 
No.  528.    Jackson  Furnace  Mine.    This  is  a  drift  located  at  Harford  on  the 
main  line  of  the  B.  &  O.  Railroad,  operating  the  Pittsburg  Seam  of  coal,  w^hich 
has  a  thickness  of  four  feet  four  inches  with  a  slate  roof  which  is  generally 
good.    Ventilation  is  produced  by  a  ten-foot  fan  which  furnishes  sufficient  air 
for  the  number  of  persons  employed  when  properly  distributed.    In  some  sec- 
tions of  the  mine  there  is  a  large  quantity  of  water  to  contend  with.  The 
system  of  drainage  is  fair.    Coal  is  mined  by  electric  chain  machines  with  mule 
and  electric  motor  haulage.    The  mine  laws  are  generally  complied  with. 
E.  A.  Smith,  Supt.  Earl  Ewi'ng,  Mine  Foreman. 

HUTCHINSON  COAL  COMPANY. 
P.  O.  Mason,  W.  A^a. 
General  Office,  Fairmont,  W.  Va. 
No.  529.    Limden  Mine  No.  3. — Drift.    Located  one  mile  east  of  Mason  on 

B.  &  0.  Railroad,  operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness 
of  four  and  one-half  feet  with  a  slate  roof  which  in  some  sections  is  bad  and 
has  to  be  w^ell  timbered  to  insure  safety.  Ventilation  is  produced  by  a  fan  and 
is  generally  good.  In  some  sections  of  he  mine  there  is  considerable  water  to 
contend  with.  Drainage  good.  Coal  is  mined  by  electric  chain  machine  with 
mule  and  electric  haulage.    The  mining  law  is  well  observed. 

C.  H.  Jenkins,  Gen.  Mgr.  Robert  Knight,  Mine  Foreman. 
E.  P.  McOlivin,  Supt. 
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PUTNAM  COUNTY. 

PLYMOUTH  COAL  $  MINING  COMPANY. 
P.  O.  Plymouth.  W.  Va 
No.  530.  Plymouth  Mine. — Drift.  Located  at  Plymouth  on  th<  K.  &  M. 
Railroad,  operating-  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of  five 
and  one-half  feet  with  a  slate  roof  which  in  some  sections  is  of  a  dangerous 
character  and  has  to  be  well  timbered  to  insure  safety.  The  miners  are  well 
supplied  with  timber  and  as  a  rule  the  working  places  are  properly  timbered. 
Ventilation  is  prdouced  by  a  fan  and  is  generally  good.  There  is  but  little 
water  to  contend  with;  drainage  good.  Coal  is  pick  mined  and  conveyed  by 
mule  electric  motor  and  rope  haulage  to  the  outside,  from  which  point  it  is 
hauled  by  steam  locomotive  to  the  railroad  and  river  tipples.  The  mining  laws 
are  generally  observed. 

W.  C.  Mitchell,  Supt.  Joseph  Virgin,  Mine  Foreman. 

PLYMOUTH  COAL  #  MINING  COMPANY. 
P.  O.  Plymouth,  W.  Va 
No.  530.  Manila  Mine. — Drif  t.  Located  at  Plymouth  and  operated  in  con- 
nection with  the  Plymouth  Mine,  the  products  of  both  of  these  mines  being 
loaded  from  the  same  tipples.  The  Pittsburg  Seam  of  Coal  which  has  a  thick- 
ness of  five  and  a  half  feet  is  operated.  The  roof  is  slate  and  in  some  sections 
is  dangerous  character  and  has  to  be  well  timbered  to  insure  safety.  The  miners 
are  generally  well  supplied  with  timber  and  as  a  rule  the  working  places  are 
properly  timbered.  Ventilation  is  produced  by  a  fan  with  good  results.  In 
some  sections  of  the  mine  there  is  considerable  water  to  contend  with.  Drainage 
good.  The  coal  is  pick  mined  with  mule,  electric  motor  and  rope  haulage.  The 
mining  law  are  well  observed. 

W.  C.  Mitchell,  Supt.  Joseph  Virgin,  Mine  Foreman. 

THE  OTTO  MAEMET  COAL  &  MINING  COMPANY. 
P.  O.  Raymond  City,  W.  Va. 
No.  531.    Big  Otto  Mine  No.  1. — Drift.    Located  on  Harmon's  Creek  five 
miles  east  of  Raymond  City,  operating  the  Pittsburg  Seam  of  coal  which  has  a 
thickness  of  five  and  one-half  feet,  with  a  slate  roof,  which  iu  some  sections  is 
of  a  dangerous  character  and  has  to  be  given  close  attention  to  insure  safety. 
The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working  places  are 
properly  timbered.    There  is  but  little  water  to  contend  with;   drainage  good. 
Ventilation  is  produced  by  a  fan  and  is  generally  good.    Coal  is  pick  mined 
with  mule  and  electric  haulage.    Mining  laws  are  well  observed. 
Edward  Schcnebaum,  Gen.  Mgr.  4'  Supt.         Andrew  Utt,  Mine  Foreman. 

THE  OTTO  MAEMET  COAL  #  MININ  GCOMPANY. 
P.  O.  Raymond  CiT\r,  W.  Va. 
No.  531.  Big  Otto  Mine  No.  3.  Located  on  Harmon's  creek  five  miles  east 
of  Raymond  City,  operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness 
of  five  and  one-half  feet  with  a  slate  roof  which  in  some  sections  is  of  a  danger- 
ous character  that  must  be  well  timbered  to  insure  safety.  The  miners  are 
well  supplied  wih  timber  and  as  a  rule  the  working  places  are  properly  timbered. 
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As  the  miners  who  work  in  the  mines  in  Putnam  County  are  principally  all 
practical  miners  and  thoroughly  understand  the  necessity  of  a  proper  system  of 
timbering  to  protect  themselves  from  a  roof  of  the  character  that  exists  through- 
out this  .'-eel  ion.  There  is  but  little  water  to  contend  wTith;  drainage  good. 
Ventilation  is  produced  by  a  fan  with  good  results.  Coal  is  mined  by  pick  and 
hauled  by  mule  and  electric  motors  to  the  mine  tipple;  from  that  point  the  coal 
is  delivered  to  the  river  and  railroad  tipples  by  steam  locomotives,  the  products 
of  both  of  these  mines  being  loaded  from  the  same  tipple.  The  mining  laws 
are  generally  complied  with. 

Edward  Schoenbaum,  Gen.  Mgr.  $  Supt.       Robert  Fields,  Mine  Foreman. 

BACK  BETSEY  COAL  &  MINING  COMPANY. 
P.  O.  Black  Betsey,  W.  Va. 
General  Office,  Providence,  R.  I. 
No.  532.    Black  Betsey  Mine  No.  2.J — Drift. — Located  at  Black  Betsey  on 
the  Kanawha  and  Michigan  Railroad,  operating  the  Pittsburg  seam  of  coal 
which  has  a  thickness  of  five  and  one-half  feet,  the  roof  is  slate  and  in  some 
sections  is  of  a  dangerous  character  and  has  to  be  properly  timbered  to  insure 
safety.    The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working 
places  are  properly  timbered.    In  some  sections  of  the  mine  they  have  con- 
siderable surface  water  to  contend  with.    Drainage  good.    Ventilation  is  pro- 
duced by  a  fan  which  is  generally  good.    Coal  is  all  mined  by  pick,  with  mule 
and  electric  motor  haulage.    The  mining  laws  are  generally  observed. 
Thomas  W.  Woodard,  Gen.  Mgr.  &  Supt.       Charles  Cawley.  Mine  Foreman. 

BACK  BETSEY  COAL  &  MINING  COMPANY. 
P.  O.  Black  Betsey,  W.  Va. 
General  Office,  Providence,  R.  I. 
No.  532.    Black  Betsey  Mine  No.  3. — Drift. — Operated  in  connection  with 
No.  2  mine,  operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of 
five  and  one-half  feet  with  a  slate  roof  which  in  some  sections  is  of  a  dangerous 
character  and  must  be  properly  timbered  to  insure  safety.    As  a  rule  the  miners 
are  well  supplied  with  timber,  and  the  working  places  properly  timbered. 
There  is  but  little  water  to  contend  with ;  drainage  good.    Ventilation  pro- 
duced by  a.  fan  with  good  results.    Coal  is  all  pick  mined  with  mule  and  electric 
motor  hauling.    The  product  of  the  No.  2  and  3  mines  is  loaded  from  the  same 
tipple.    During  the  past  year  considerable  improvements  have  been  made  at 
these  mines  and  the  mining  laws  are  generally  complied  with. 
Thomas  Woodard,  Gen.  Mgr.  &  Supt.       Charles  Santrock,  Mine  Foreman. 

OAK  FOBEST  COAL  COMPANY. 
P.  O.  Winfield.  W.  Va.,  R.  F.  D.  No.  2. 
No.  — .  Oak  Forest  Mine. — Slope. — Located  at  Oak  Forest,  on  the  south 
side  of  the  Kanawha  river,  three  miles  south  of  Winfield,  operating  the  Pitts- 
burg seam  of  coal  which  varies  in  thickness  from  three  and  one-half  to  four 
feet.  The  roof  is  slate  and  generally  good,  with  the  exception  of  a  few  places 
where  clay  veins  are  encountered  which  causes  the  roof  to  be  faulty.  There 
is  but  little  water  to  contend  with.  Drainage  good.  Ventilation  is  produced 
by  a  fan  which  furnishes  sufficient  air  to  meet  the  full  requirements  of  the 
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law.  This  mine  is  operated  on  a  small  scale  and  has  only  been  in  operation  at 
irregular  intervals  during  the  past  year.  Coal  is  mined  by  electric  machines 
and  hauled  by  electric  motors.  The  second  opening  is  a  shaft  seventy  feet  in 
depth  which  is  used  as  a  return  air  course  and  equipped  with  a  ladder  which 
does  not  fully  comply  with  the  law,  for  a.  second  opening  shall  be  equipped  with 
stairs  or  hoisting  machinery.  With  the  above  exceptions  the  law  is  well 
observed. 

D.  L.  Thomas,  Gen.  Mgr.  &  Mine  Foreman. 

GILMER  COUNTY. 

MCCAA  COAL  COMPANY. 
P.  O.  Gilmer,  W.  Va. 
No.  533.    McCaa  Mine.  No.  1. — Drift. — Located  at  Gilmer  on  the  Coal  & 
Coke  Eailroad,  operating  the  Pittsburg  seam  of  coal  which  varies  in  thickness 
from  six  to  eight  feet.    The  roof  is  slate  and  of  a  character  that  must  be 
properly  timbered  to  insure  safety.    This  is  a  new  development  and  as  yet 
no  permanent  system  of  ventilation  or  drainage  has  been  installed.    The  ma- 
chinery and  necessary  equipments  for  the  construction  of  a  new  tipple  and 
modern  plant  was  on  the  ground  and  preparations  were  being  made  to  make 
this  a  first  class  mine. 
B.  M.  Green,  Supt.  &  Mine  Foreman. 

KATHARINE  COAL  COMPANY. 

No.  534.  Katharine  Mine.— -Drift . — Located  between  Bower  and  Gilmer  on 
the  Coal  and  Coke  Railroad.  This  is  a  new  mine  opened  during  the  year, 
operating  the  Pittsburg  Seam  of  coal  which  has  a  thickness  of  six  and  one-half 
feet.  The  roof  is  slate  and  in  some  sections  is  of  a  dangerous  character,  and 
must  be  well  timbered  to  insure  safety.  There  is  but  little  water  to  contend 
with.  Drainage  good.  Ventilation  is  by  natural  causes  which  furnishes  suf- 
ficient air  for  the  number  of  persons  employed,  as  this  is  a  small  development 
as  this  is  a  small  development  only  employing  a  few  persons.  Coal  is  mined  by 
pick  with  mule  haulage. 

W.  G.  Colburn,  Supt.  &  Mine  Foreman. 

GILMER  FUEL  COMPANY. 
P.  O.  Gilmer.  W.  Va. 
No.  535.  Gilmer  Mine. — Drift. — Located  at  Gilmer  on  the  Coal  &  Coke 
Railroad,  operating  the  Pittsburg  seam  of  coal  which  varies  in  thickness  from 
six  to  eight  feet  with  a  slate  roof  which  in  some  sections  is  of  a  dangerous 
character  and  must  be  properly  timbered  to  insure  safety.  The  miners  are 
well  supplied  with  timber  and  as  a  rule  the  working  places  are  well  timbered. 
There  is  but  little  water  to  contend  with.  Drainage  generally  good.  Venti- 
lation is  produced  by  a  fan  which  does  not  furnish  sufficient  air  to  give  a 
proper  system  of  ventilation,  this  being  principally  due  to  the  fan  being  im- 
properly installed,  but  a  new  heading  has  been  driven  to  the  outcrop  and  ar- 
rangements are  being  made  to  re-locate  the  fan  which  will  improve  the  system 
of  drainage  to  meet  with  the  requirements  of  the  mine  law.  The  coal  is 
principally  mined  by  punching  machine  operated  by  compressed  air  wtih  mule 
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haulage.  When  the  improvements  and  the  ventilation  is  completed  the  mine 
law  will  be  well  observed. 

W.  B.  Simms.  Supt.  W.  II.  Mathena,  Mine  Foreman. 

FAYETTE  COUNTY. 

BOOMER  COAL  &  COKE  COMPANY. 
P.  O.  Boomer,  W.  Va. 
General  Office,  Cleveland,  Ohio. 
No.  536.    Boomer  Mine  No.  1. — Drift. — Located  near  Boomer  on  a  branch  of 
the  main  line  of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  Seam  which 
has  an  average  thickness  of  five  feet  with  a  slate  roof  which  is  generally  good 
throughout  the  mine.    There  is  but  little  water  to  contend  with  as  the  mine  is 
practically  dry.    In  some  sections  it  was  necessary  to  put  in  a  pipe  line  to 
water  the  dry  and  dusty  sections.    Ventilation  is  produced  by  a  fan  with  good 
results.    The  coal  is  principally  mined  by  electric  mine  machines,  only  a  few 
pick  miners  being  employed  in  the  sections  where  pillars  are  being  drawn. 
Mule  and  electric  haulage.    This  mine  has  not  been  in  operation  but  very  little 
during  the  past  year.    The  mining  laws  are  generally  complied  with. 
Michael  Gallagher,  Gen.  Mgr.  John  Porter,  Mine  Foreman. 

T.  IT.  Huddy,  Supl. 

BOOM  EE  COAL  &  COKE  COMPANY. 
P.  O.  Boomer,  W.  Va. 
General  Office,  Cleveland,  Ohio. 
No.  537.    Mime  No.  2.  North. — Drift. — Located  one  mile  east  of  Boomer  on 
a  branch  of  the  K.  &  M.  Railroad,  operating  the  No.  1  Eagle  seam  which  has 
an  average  thickness  of  five  and  a  half  feet,  with  a  slate  roof  which  in  some 
sections  is  of  a  dangerous  character  and  must  be  properly  timbered  to  insure 
safety.    The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working 
places  are  well  timbered.    There  is  but  little  water  to  contend  with;  drainage 
good.    Some  sections  of  the  mine  are  especially  dry  and  have  to  be  regularly 
watered  to  allay  the  dust.    Ventilation  is  produced  by  a  fan  which  furnishes 
sufficient  air  when  properly  distributed  to  the  working  places.  Considerable 
improvements  have  been  made  in  the  system  of  ventilation  during  the  past 
year.    The  coal  is  mined  by  pick  and  electric  mine  machines.    In  some  sec- 
tions where  the  roof  is  bad  machines  cannot  be  successfully  operated,  mak- 
ing it  necessary  to  have  the  coal  mined  by  pick  miners.    Haulage  by  mule  and 
electric  motors.    The  mining  laws  are  generally  complied  with. 
Michael  Gallagher,  Gen.  Mgr.  John  Huddy,  Mine  Foreman. 

T.  H.  Huddy.  Supt. 

BOOMER  COAL  &  COKE  COMPANY. 
P.  O.  Boomer,  W.  Va. 
General  Office,  Cleveland,  Ohio. 
No.  537.    Mine  No.  2,  South. — Drift. — Located  one  mile  east  of  Boomer  on 
a  branch  of  the  K.  &  M.  Railroad,  operating  the  No.  1  Eagle  seam,  which  has 
an  average  thickness  of  five  and  a  half  feet.    The  roof  is  slate  and  in  some 
sections  is  of  a  dangerous  character  and  must  be  well  timbered  to  insure 
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safety.  The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working 
places  are  properly  timbered.  There  is  but  little  water  to  contend  with.  The 
greater  part  of  the  mine  being  dry  in  some  sections  it  is  necessary  to  properly 
water  the  dry  and  dusty  sections.  Ventilation  is  produced  by  a  fan  that 
furnishes  sufficient  air  to  properly  ventilate  the  working  sections.  The  coal 
is  mined  by  pick  and  electric  mine  machines.  In  somo  sections  where  the  roof 
is  bad  machines  cannot  be  successfully  operated  making  it  necessary  to  mine 
the  coal  by  pick,  with  mule  and'  electric  haulage.  These  two  mines  are  con- 
nected by  one  tipple.  The  mining  laws  are  generally  complied  with. 
Michael  Gallagher.  Gen.  Mgr.  George  Musgrove,  Mine  Foreman. 

T.  H.  Huddy.  Supt. 

BOOMER  COAL  &  COKE  COMPANY. 
P.  O.  Boomer,.  W.  Va. 
General  Office,  Cleveland,  Ohio. 
No.  538.    Mine  No.  3. — Drift. — Located  one  mile  east  of  Boomer  on  a 
branch  of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  seam  of  coal  which 
has  an  average  thickness  of  five  feet,  with  a  slate  roof  which  is  generally  good, 
there  being  only  a  few  places  that  require  special  attention.    The  miners  are 
well  supplied  with  timber  and  where  necessary  the  working  places  are  properly 
timbered.    There  is  but  little  water  to  contend  with.    Drainage  good.  Venti- 
lation is  produced  by  a  fan  which  furnishes  sufficient  air  for  a  proper  system 
of  ventilation.    Coal  is  mined  by  electric  mine  machines  with  mule  and  electric 
haulage.    The  mining  law  is  well  observed. 

Michael  Gallagher,  Gen.  Mgr.  John  Elswick.  Mine  Foreman. 

T.  H.  Huddy,  Supt. 

BOOMEB  COAL  &  COKE  COMPANY. 
P.  O.  Boomer,  W.  Va. 
General  Office,  Cleveland,  Ohio. 
No.  539.    Mime  No.  4. — Drift. — Located  one  mile  east  of  Boomer  on  a  branch 
of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  seam,  which  has  an  overage 
thickae^s  of  five  and  a  half  feet  with  a  slate  roof  which  is  generally  good,  there 
being  only  a  few  places  that  have  to  be  given  careful  attention.    There  is  but 
little  water  to  contend  with.    Drainage  generally  good.    Ventilation  is  pro- 
duced by  a  fan  which  furnishes  sufficient  air  and  is  properly  distributed 
throughout  the  mine.      Coal  is  mined  by  electric  machines  with  mule  and 
electric  haulage.    The  mining  law  is  well  complied  with. 

Michael  Gallagher,  Gen.  Mgr.  Sam  Kimberly.  Mine  Foreman. 

T.  H.  Huddy.  Supt. 

SUNDAY  CBEEE  COMPANY. 

P.  O.  Carbondale.  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  540.  Mine  No.  111. — Drift. — Located  at  Carbondale  on  a  branch  of  the 
K.  &  M.  Railroad  one-half  a  mile  east  of  Smithers.  operating  the  No.  2  Gas 
seam  of  coal  which  varies  in  thickness,  from  four  and  a  half  feet  to  five  and  a 
half  feet.  The  roof  is  slate  and  generally  good.  There  is  but  little  water  to 
contend  with.    Drainage  good.    In  some  sections  of  the  mine  it  is  necessary 
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to  apply  water  to  allay  the  dust.  During  the  winter  season  steam  is  discharged 
into  the  intake  air-way  for  the  purpose  of  maintaining  a  proper  system  of 
humidity.  Ventilation  is  produced  by  a  fan  which  furnishes  sufficient  air 
which  is  properly  distributed.  Coal  is  mined  by  electric  mine  machines  with 
mule  and  electric  and  rope  haulage.  The  mining  law  is  generally  complied 
with. 

N.  D.  Monsarrat,  Gen.  Mgr.  Lee  Jenkins,  Mine  Foreman. 

W.  F.  Mandt,  Supt. 

SUNDAY  CREEK  COMPANY. 

P.  O.  Carbondale,  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  541.  Mine  No.  112. — Drift. — Located  one  and  a  half  mile  east  of 
Smithers  on  a  branch  of  the  K.  &  M.  Railroad  operating  the  No.  2  Gas  seam 
which  varies  in  thickness  from  four  to  five  feet  with  a  slate  roof  which  is 
generally  good.  Ventilation  is  produced  by  a  fan  which  furnishes  sufficient 
air  and  is  properly  distributed  throughout  the  mine.  The  greater  part  of  the 
mine  is  dry  and  some  sections  have  to  be  watered  to  allay  the  dust.  Coal  is 
mined  by  electric  mine  machines  with  mule  and  electric  motor  haulage.  In 
some  sections  of  the  mine  the  gathering  motor  is  used  successfully.  The 
general  conditions  are  very  good  throughout  the  mine  ,and  the  mining  laws 
are  generally  complied  with.  During  the  winter  season  steam  is  discharged 
into  the  intake  air-way  for  the  purpose  of  maintaining  a  proper  system  of 
humidity. 

N.  D.  Monsarrat.  Gen.  Mgr.  W.  TT.  Thompson,  Mine  Foreman. 

W.  F.  Mandt.  Supt. 

SUNDAY  CHEEK  COMPANY. 

P.  0.  Longacre,  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  542.    Mine  No.  114. — Drift. — Located  at  Longacre  on  the  main  line  of 
the  K.  &  M.  Railroad,  operating  the  No.  2  seam  of  coal  which  has  an  average 
thickness  of  five  feet.    The  roof  is  slate  and  generally  good.    There  is  but 
little  water  to  contend   with.    Drainage  good.    Ventilation  is  produced  by 
I  fans  with  good  results.    Coal  is  mined  by  electric  mine  machines  with  mule  and 
electric  haulage.    The  mining  laws  are  generally  complied  with.    During  the 
winter  season  steam  is  discharged  into  the  intake  air-way  for  the  purpose  of 
maintaining  a  proper  system  of  humidity. 

N.  D.  Monsarrat.  Gen.  Mgr.  F.  W.  Mandt,  Mine  Foreman. 

W.  F.  Mandt.  Supt. 

SUNDAY  CPEEK  COMPANY. 

P.  O.  Hare  wood.  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  543.  Mine  No.  115. — Drift. — Located  at  Harewood,  on  the  main  line 
of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  seam  of  coal  which  has  a 
thickness  of  five  and  a  half  feet  with  a  slate  roof  which  is  generally  good. 
There  is  but  a  small  quantity  of  water  to  contend  with.  Drainage  good.  Venti- 
lation is  produced  by  a  fan  with  good  results.    Coal  is  principally  mined  by 
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electric  mine  machines  with  mule  and  electric  haulage.    This  is  a  large  develop- 
ment and  the  general  conditions  are  very  good,  as  the  mine  law  is  well  complied 
with.    During  the  winter  season  the  steam  is  discharged  into  the  Intake  air 
way  for  the  purpose  of  maintaining  a  proper  system  of  humidity. 
N.  D.  Monsarrat,  Gen.  Mgr.  William  Martin,  Mine  Foreman. 

W.  F.  Mandt,  Supt.  Harve  Woodrum.   Asst.  Mine  Fore. 

COLUMBUS  IEON  AND  STEEL  COMPANY. 
P.  O.  Marting,  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  544.    Columbus  Mine  No.  1. — Drift. — Located  at  Marting  four  miles  east 
of  Smithers,  on  a  branch  of  the  K.  &  M.  Eailroad,  operating  the  No.  2  Gas 
seam  of  coal  which  varies  in  thickness  from  four  to  seven  feet.    In  some  sec- 
tions where  the  coal  is  seven  feet  thick  there  is  usually  a  slate  parting  varying 
in  thickness  from  four  to  twenty-four  inches.    The  roof  is  slate  and  is  generally 
good,  with  the  exception  of  a  few  places  which  have  to  be  given  special  at- 
tention and  must  be  properly  timbered  to  insure  safety.    There  is  but  little 
water  to  contend  with,  as  the  greater  part  of  the  mine  is  dry  requiring  the 
use  of  water  to  allay  the  dust.    In  addition  to  the  use  of  water,  during  the 
winter  season  the  steam  is  discharged  into  the  intake  airway  for  the  purpose 
oi  maintaining  a  proper  system  of  humidity.    Ventilation  is  produced  by  two 
fans  which  furnish  sufficient  air  for  the  present  development,  but  as  this  mine 
is  rapidly  increasing  in  area  it  will  be  necessary  to  improve  the  system  of 
ventilation  in  the  near  future  to  meet  the  requirements  of  the  law.    The  coal 
is  principally  mined  with  electric  mine  machines  with  mule  and  electric  haulage. 
The  mine  officials  take  special  interest  in  complying  with  the  mine  law. 
J.  H.  Frantz,  Gen.  Mgr.  J.  F.  Hindson.  Mine  Foreman. 

C.  M.  Fenton.  Supt. 

W.  B.  JOHNSON  COAL  COMPANY. 
P.  O.  Longacre,  W.  Va. 
No.  545.  Oakland  Mine  No.  1. — Drift. — Located  at  Oakland  on  the  main 
line  of  the  K.  &  M.  Railroad,  operating  the  No.  1  Eagle  seam  of  coal  which  has 
an  average  thickness  of  four  feet  with  a  slate  and  sandstone  roof  which  is 
generally  good.  Ventilation  is  produced  by  a  fan  with  good  results.  There 
is  but  little  water  to  contend  with.  Drainage  generally  good.  Coal  is  mined 
by  electric  mine  machines  and  hauled  by  electric  motors.  The  mine  laws  are 
generally  observed. 

O.  R.  Johnson,  Gen.  Mgr.  Ben  Hill,  Mine  Foreman. 

T.  A.  Bartlam,  Supt. 

W.  B.  JOHNSON  COAL  COMPANY. 
P.  O.  Longacre.  W.  Va. 
No.  545.  Oakland  Mine  No.  2. — Drift. — Located  at  Oakland  on  the  main 
line  of  the  K.  &  M.  Railroad  operating  the  No.  2  Gas  seam  of  coal,  which  varies 
in  thickness  from  four  to  five  and  a  half  feet  with  slate  roof  which  is  generally 
good.  The  mine  is  practically  dry,  having  but  little  water  to  contend  with. 
Ventilation  is  produced  by  a  fan  with  good  results.  Coal  is  mined  by  electric 
mine  machines  with  mule  and  electric  haulage.    The  mine  law  is  generally  ob- 
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served.  The  coal  from  both  of  these  mines  is  loaded  from  the  same  tipple. 
W.  R.  Johnson,  Gen.  Mgr.  Ben  Hill,  Mine  Foreman. 

T.  A.  Bartlam,  Supt. 

W.  R.  JOHNSON  COAL  COMPANY. 
P.  O.  Smithers.  W.  Va. 
No,  546.  Kanawha  Gas  Mine  No.  2. — Drift. — Located  at  Smithers  on  the 
main  line  of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  Seam  of  coal  which 
has  a  thickness  of  five  and  a  half  feet  with  a  slate  roof  which  is  good  with  the 
exception  of  places  that  are  near  the  crop.  The  main  part  of  this  mine  has  been 
finished,  the  present  workings  being  several  openings  around  the  crop  for  the 
purpose  of  recovering  a  block  of  coal  that  was  left  when  the  mine  was  first 
developed.  Ventilation  is  produced  by  a  temporary  furnace  and  natural  causes 
which  give  very  unsatisfactory  results.  Tn  some  sections  the  drainage  is 
poor.  The  coal  is  mined  by  pick  and  hauled  by  mules  and  electric  motors.  The 
mine  will  be  finished  in  the  very  near  future. 

W.  R.  Johnson,  Gen.  Mgr.  Samuel  Mitchell,  Mine  Fort  num. 

T.  A.  Bartlam,  Snpt. 

KANAWHA  COUNTY. 

C  ANN  ELTON  COAL  &  COKE  COMPANY. 
P.  0.  Cannelton.  W.  Va. 
General  Office,  Saulte  Ste.  Marie,  Ontario,  Canada. 
No.  547.    C  awn  el  ion  Mine  No.  J. — Drift. — Located  one  mile  east  of  Cannel- 
ton, on  the  Cannelton  Railroad,  operating  the  No.  2  Gas  Seam  of  coal,  which 
has  an  average  thickness  of  six  and  one-half  feet  with  a  slate  roof  which  is 
generally  good,  there  being  only  a  few  places  that  must  be  carefully  timbered 
to  insiure  safety.    In  some  sections  of  the  mine  there  is  considerable  water 
to  contend  with.    Drainage  good.    Ventilation  is  produced  by  a  fan  which 
furnishes  sufficient  air  for  a  proper  system  of  ventilation.    Coal  is  mined  by 
picks  and  electric  chain  machines,  with  mule  and  electric  haulage.    The  mine 
officials,  superintendent  and  mine  foreman  give  careful  attention  to  the  safety 
of  the  mine.    A  very  small  quantity  of  explosive  gas  is  liberated  and  this  is 
given  close  attention  by  a  competent  man.    The  mining  laws  are  generally 
observed. 

W.  C.  Franz.  Gen.  Mgr.  Henry  Deem.  Mine  Foreman. 

F.  O.  Harris.  Snpt.  Tom  Cunningham.  Asst.  Mine  Fore. 

CANNELTON  COAL  &  COKE  COMPANY. 
P.  O.  Cannelton.  W.  Va. 
General  Office,  Saulte  Ste.  Marie,  Ontario,  Canada. 
No.  547.    Camnelton  Mine  No.  2  North. — Drift. — Located  on  the  Cannelton 
Railroad  one  mile  east  of  Cannelton,  operating  the  No.  2  Gas  Seam  of  coal 
which  has  an  average  thickness  of  six  and  one-half  feet,  with  a  slate  roof 
w7hich  is  good  with  few  exceptions.    The  mine  is  well  timbered  and  close 
attention  is  given  to  any  conditions  that  might  become  in  any  way  dangerous 
to  the  employees.    In  some  sections  of  the  mine  there  is  considerable  water 
to  contend  with.    Drainage  good.    Ventilation   is  produced  by  a  fan  that 
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furnishes  sufficient  air  which  is  properly  distributed  throughout  the  mine.  A 
number  of  the  headings  liberate  explosive  gas  in  small  quantities.  Over 
have  been  constructed  to  give  the  required  splits  in  the  air  current.  This 
mine  is  being  developed  on  a  plan  that  a  proper  system  of  ventilation  can  be 
maintained  with  but  little  additional  expense.  Coal  is  mined  by  electric  chain 
machines  with  mule  and  electric  motor  haulage.  This  is  one  of  the  best 
equipped  mines  in  the  Fifth  District,  and  the  mining  law  is  fully  complied 
with. 

W.  C.  Franz.  Gen.  Mgr.  Henry  Deem,  Mine  Foreman. 

F.  O. Harris.  Dept.  Thomas  Cosgrove,  Mine  Foreman. 

Walter  Cuthertson,  Fire  Boss. 

CANNELTON  COAL  &  COKE  COMPANY. 
P.  O.  Cannelton,  W.  Va. 
General  Office,  Saulto  Ste.  Marie,  Ontario,  Canada. 
fflNo.  548.    Cannelton  Mine  No.  3. — Drift. — Located  on  the  Cannelton  Rail- 
road, one-half  a  mile  east  of  Cannelton,  operating  the  No.  1  Eagle  Seam  of 
coal  which  has  a  thickness  of  four  and  one-half  feet.    The  roof  is  slate  and 
generally  good.    The  mine  is  practically  dry.    Ventilation  is  produced  by  a 
fan  with  good  results.    This  is  a  new  mine  and  as  yet  developments  are 
small. 

W.  C.  Franz.  Gen.  Mgr.  Henry  Deem.  Mine  Foreman. 

F.  O.  Harris,  Supt. 

FAYETTE  COUNTY. 

CANNELTON  COAL  &  COKE  COMPANY. 
P.  O.  Cannelton,  W.  Va. 
General  Office,  Saulte  Ste.  Marie,  Ontario,  Canada. 
No.  548.    Cannelton  Mine  No.  3,  South. — Drift. — Located  on  the  Cannelton 
Railroad  one  mile  east  of  Cannelton  operating  the  No.  2  Gas  Seam  of  coal 
which  has  a  thickness  of  five  feet.    The  roof  is  slate  and  very  good.    There  is 
but  little  water  to  contend  with.    Drainage  good.    Ventilation  is  produced  by 
a  fan  which  furnishes  sufficient  air  and  is  properly  distributed  throughout 
the  mine.    Coal  is  mined  by  an  electric  mine  machine  with  mule  and  electric 
haulage.    The  mining  law  is  fully  complied  with. 

W.  C.  Franz,  Gen.  Mgr.  Henry  Deem.  Mine  Foreman. 

F.  O.  Harris.  Svpt.  Thomas  Cosgrove.  Mine  Foreman. 

KANAWHA  COUNTY. 

HUGHES  CBEEK  COAL  COMPANY. 
P.  O.  Hugheston.  W.  Va. 
No.  549.  Hugheston  Mine  No.  2. — Drift. — Located  at  Hugheston  on  the 
main  line  of  the  K.  &  M.  Railroad,  operating  the  Coalburg  Seam  which  has  a 
thickness  of  five  and  a  half  feet  with  slate  roof  which  in  some  sections  is  of 
a  dangerous  character,  especially  where  there  is  a  draw  slate  that  has  to  be 
taken  down  or  properly  timbered  to  insure  safety.  There  is  considerable 
quantity  of  water  to  contend  with.    Drainage  good.    Ventilation  ia  produced 
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by  two  fans  which  furnish  sufficient  air  when  properly  distributed  to  the  work- 
ing places.  Coal  is  mined  by  electric  machines  with  mule  and  electric  haulage. 
The  mine  laws  are  generally  complied  with. 

John  C.  Gilmour,  Gen.  Mgr.  &  Supt.       Thomas  W.  Gosmay,  Mine  Foreman. 
HUGHES  CBEEK  COAL  COMPANY. 

P.  O.  HUGHESTON,  W.  VA. 

No.  549.  Hugheston  Mine  No.  3. — Drift. — Located  at  Hugheston,  on  the 
main  line  of  the  K.  &  M.  Railroad,  operating  the  Coalburg  Seam  which  has  a 
thickness  of  five  and  a  half  feet.  The  roof  is  slate  and  in  some  sections  is  of 
a  dangerous  character,  especially  where  there  is  a  draw  slate  that  varies  in 
thickness  from  eight  to  eighteen  inches  which  has  to  be  taken  down  to  insure 
safety.  Ventilation  is  produced  by  a  fan  which  furnishes  sufficient  air  to 
give  good  system  of  ventilation  when  properly  distributed.  Coal  is  mined  by 
electric  mine  machines  with  eletcric  motor  and  mule  haulage.  The  mining  laws 
are  generally  complied  with. 

John  C.  Gilmour,  Sr..  Gen.  Mgr.  &  Supt.       John  W.  Nugent,  Mine  Foreman. 

HUGHES  CREEK  COAL  COMPANY. 
P.  O.  Hugheston,  W.  Va. 
No.  540.  Mine  No.  4. — Drift. — Located  at  Hugheston  and  operating  the 
No.  2  Gas  Seam  of  coal  which  has  a  thickness  of  four  feet  with  a  slate  roof  is 
generally  good.  There  is  little  water  to  contend  with;  the  mine  is  parctically 
dry.  Darinage  good.  Ventilation  is  produced  by  a  fan  which  furnishes  suf- 
ficient air  to  give  a  proper  system  of  ventilation.  Coal  is  mined  by  electric 
mine  machines  with  mule  and  electric  motor  haulage.  The  machine  cuttings 
are  stored  in  the  mine,  and  with  this  exception,  the  mine  law  is  well  observed. 
John  C.  Gilmour,  Sr.,  Gen.  Mgr.  ft  Supt.    J.  W.  Armontrout,  Mine  Foreman. 

KELLEY'S  CBEEK  COLLIEBY  COMPANY. 
P.  O.  Ward.  W.  Va. 
No.  550.  Kellcy's  Cree~k  Mine  No.  1. — Drift. — Located  at  Ward  on  the  Kel- 
ley's  Creek  &  Northwestern  Railroad,  operating  the  Coalburg  Seam  which  has 
a  thickness  of  five  and  a  half  feet  with  a  slate  roof,  which  is  generally  good, 
and  the  working  places  are  properly  timbered.  Ventilation  is  produced  by  a 
fan  which  furnishes  sufficient  air  that  is  properly  distributed  throughout  the 
mine.  There  is  but  little  water  to  contend  with.  Drainage  good.  Coal  is 
mined  by  electric  mine  machines  with  mule  and  motor  haulage.  The  mine  laws 
are  well  complied  with. 

J.  W.  Dawson,  Gen.  Mgr.  J.  W.  Cooper,  Mine  Foreman. 

Charles  C.  Gressang,  Supt. 

KELLEY'S  CBEEK  COLLIEBY  COMPANY. 
P.  O.  Ward,  W.  Va. 
No.  551.  Kelley's  CreeTc  Mine  No.  3. — Drift. — Located  at  Ward  on  the  Kel- 
ley's  Creek  &  Northwestern  Railroad,  operating  the  Coalburg  Seam  which  has 
a  thickness  of  five  and  a  half  feet  with  slate  roof  which  in  some  sections  is  of 
a  dangerous  character,  especially  where  there  is  a  draw  slate  that  varies  in 
thickness  from  six  to  fifteen  inches  which  has  to  be  taken  down  or  properly 
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timbered  to  insure  safety.  The  miners  are  well  supplied  with  timber,  as  a  rule 
the  working  places  are  properly  timbered.  There  is  but  little  water  to  contend 
with.  Drainage  good.  Ventilation  is  produced  by  two  fans  with  good  results, 
as  the  system  of  development  is  such  that  each  fan  has  a  separate  intake  and 
return  air-way.  Coal  is  mined  by  electric  mine  machines  with  mule  and  electric 
motor  haulage.  Mining  laws  are  generally  complied  with. 
J.  W.  Dawson,  Gen*.  Mgr.  Henry  E.  Vaughn,  Mine  Foreman. 

Charles  C.  Gressang,  Supt. 

SUNDAY  CREEK  COMPANY. 

P.  O.  Shrewsbury,  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  552.  Mine  No.  101. — Drift. — Located  at  Shrewsbury  on  the  main  line 
of  the  K.  &  M.  Eailroad,  operating  the  No.  5  Seam  of  coal  which  has  a  thick- 
ness of  five  feet  with  sandstone  and  slate  roof  which  is  good  with  few  excep- 
tions where  there  is  a  draw  slate  which  must  be  taken  down  or  properly  tim- 
bered to  insure  safety.  Ventilation  is  produced  by  a  fan  and  is  generally 
good,  there  being  several  openings  near  the  advanced  workings.  There  is  a 
considerable  quantity  of  water  to  contend  with.  The  system  of  drainage  is 
poor,  as  the  conditions  are  such  that  it  would  make  it  very  expensive  to  main- 
tain a  proper  system  of  drainage.  Coal  is  mined  by  electric  chain  machines 
with  mule  and  electric  motor  haulage.  With  the  exception  of  a  poor  system 
of  drainage  the  mining  law  is  well  observed. 

N.  D.  Monsarrat,  Gen.  Mgr.  James  Kennedy,  Mine  Foremam* 

E.  L.  Michie,  Supt. 

SUNDAY  CREEK  COMPANY. 
P.  O.  Cedar  Grove,  W.  Va. 

General  Office,  Columbus,  Ohio. 
No.  553.  Mine  No.  104. — Drift. — Located  near  Cedar  Grove  on  the  Kelley's 
Creek  Eailroad,  operating  the  Coalburg  Seam,  of  coal  which  has  an  average 
thickness  of  five  feet  with  a  slate  and  sandstone  roof,  and  all  the  sections  where 
the  roof  is  slate  have  to  be  properly  timbered  to  insure  safety.  There  is  little 
water  to  contend  with.  Drainage  good.  Ventilation  is  produced  by  a  fan 
which  furnishes  sufficient  air  and  is  properly  distributed  throughout  the  mine. 
Coal  is  mined  by  electric  mine  machines  with  mule  and  electric  motor  haulage. 
The  mining  law  is  well  observed. 

N.  D.  Monsarrat,  Gen.  Mgr.  J.  H.  Miller.  Mine  Foreman. 

E.  L.  Michie,  Supt. 

SUNDAY  CBEEK  COMPANY. 

P.  O.  Mammoth.  W.  Va. 
General  Office,  Columbus,  Ohio. 
No.  554.  Mine  No.  105. — Drift. — Located  at  Mammoth  on  the  Kelley's 
Creek  Eailroad,  operating  the  Coalburg  Seam  of  coal  which  varies  in  thickness 
from  four  and  a  half  to  six  feet,  with  slate  roof  which  is  generally  good,  with 
the  exception  of  a  few  places.  There  is  little  water  to  contend  with.  Drain- 
age good.    Ventilation  is  produced  by  two  fans  which  give  good  results.  Coal 
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is  mined  by  electric  mine  machines  with  mule  and  electric  haulage.  The  min- 
ing laws  are  generally  complied  with. 

N.  D.  Monsarrat,  Gen.  Mgr.  J.  W.  Frazier,  Min-c  Foreman. 

E.  L.  MiCHfE,  Supt. 

THE  MARMET  COAL  COMPANY. 
P.  O.  Monarch,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  555.    Monarch  Mine  No.  1. — Drift. — Located  at  Monarch  on  the  main 
line  of  the  K.  &  M.  Railroad,  operating  the  Cedar  Grove  Seam  of  coal  which 
has  an  average  thickness  of  three  and  a  half  feet  with  a  slate  roof  and  with 
few  exceptions  is  good.    The  mine  is  practically  dry.    Some  sections  have  to 
be  watered  to  allay  the  dust.    Coal  is  mined  by  electric  mine  machines  with 
mule  and  electric  haulage.    Tlu  mining  laws  are  generally  complied  with. 
Edwin  Marmet,  Gen.  Mgr.  Lewis  Roach,  Mine  Foreman. 

W.  Tl.  Morris.  Supt. 

THE  MARMET  COAL  COMPANY. 
P.  ().  Monarch,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  555.    Monarch  Mine  No.  2. — Drift. — Located  at  Monarch,  operated  in 
connection  with  No.  1  mine,  the  products  of  both  mines  being  loaded  from  the 
same  tipple.    Operating  the  Cedar  Grove  Seam  of  coal  which  has  an  average 
thickness  of  three  and  a  half  feet  with  a  slate  roof  which  is  generally  good, 
and  the  working  places  properly  timbered.    The  mine  is  practically  dry,  it 
being  necessary  to  water  some  sections  to  allay  the  dust.    Ventilation  is  pro- 
duced by  a  fan  which  furnishes  sufficient  air  for  the  number  of  persons  em- 
ployed.   Coal  is  mined  by  electric  chain  machines  with  mule  and  electric  motor 
haulage. 

Edwin  Marmet.  Gen.  Mar.  Lewis  Roach,  Mine  Foremam. 

W.  H.  Morris.  Supt. 

QUINCY  COAL  COMPANY. 
P.  O.  Quincy.  W.  Va. 
No.  556.    Mine  No.  2. — Drift. — Located  one  mile  east  of  Dickinson,  on  a 
branch  of  the  K.  &  M.  Railroad,  operating  the  No.  5  Seam  of  coal  which  has  a 
thickness  of  five  and  a  half  feet  with  a  slate  roof  which  is  generally  good.  In 
some  sections  there  is  considerable  water  to  contend  with.    Drainage  generally 
good.    Ventilation  is  produced  by  a  fan  which  furnishes  sufficient  air  to  meet 
the  requirements  of  the  law.    Coal  is  mined  by  electric  chain  machines  with 
mule  and  electric  haulage.    The  mine  law  is  generally  observed. 
John  L.  Dickinson.  Gen.  Mgr.  James  Hemmings.  Mine  Foreman. 

John  C.  Gilmour,  Jr..  Supt. 

CAMPBELLS  CREEK  COAL  COMPANY. 
P.  O.  Putney.  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  557.    Mine  No.  1. — Drift. — Located  at  Putney  on  the  Campbell's  Creek 
Railroad,  operating  the  No.  5  Seam  of  coal  which  varies  in  thickness  from  five 
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to  six  feet  with  a  slate  roof  that  has  to  bo  properly  timbered  to  insure  safety. 
The  miners  are  well  supplied  with  timber  and  as  a  rule  the  working  places  are 
properly  timbered.  There  is  but  little  water  to  contend  with;  drainage  good. 
Ventilation  is  produced  by  a  fan  which  furnishes  sufficient  air  that  is  properly 
distributed  throughout  the  mine.  Coal  is  mined  by  electric  chain  machines  with 
mule  and  electric  motor  haulage.  The  mining  law  is  generally  complied  with. 
W.  V.  Rensford,  Mgr.  &  Supt.  Andrew'  Caldkrwood.  Mine  Foreman. 

R.  P.  Gilham.  Gen.  Mgr.  Charles  Blake,.  Asst.  Mine  Fore. 

CAMPBELLS  CREEK  COAL  COMPANY 
P.  ().  Putney,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  558.    Mine  No.  3. — Drift. — Located  at  Putney  on  the  Campbell's  Creek 
Railroad,  operating  the  No.  5  Seam  of  coal  which  varies  in  thickness  from 
four  and  a  half  to  five  and  a  half  feet  with  a  slate  and  sandstone  roof  which 
which  is  good  wit  hthe  exception  of  a  few  places  where  the  roof  is  slate  which 
has  to  be  well  timbered  to  insure  safety.    There  is  little  water  to  contend  with. 
Drainage  good.    Ventilation  is  produced  by  a  fan  with  good  results.  Coal 
is  mined  by  electric  mine  machine  with  mule  and  electric  motor  haulage.  The 
mining  laws  are  generally  observed. 

W.  V.  Rensford,  Mgr.  &  Supt.  Andrew  Calderwood.  Mint  Foreman. 

R.  P.  Gilham,  Gen.  Mgr.  Ed.  Williams.  As<st.  Mine  Foreman. 

Harvy  Hysell,  Asst.  Mine  Foreman. 

VIRGINIA  COAL  COMPANY. 
P.  O.  Coal  Fork,  W.  Va. 
No.  559.  Virginia  Mine. — This  is  a  drift  located  at  Coal  Fork  on  Campbell 's 
Creek,  operating  the  Campbell's  Creek  Seam  of  coal  which  has  a  thickness  of 
four  feet  with  a  slate  and  sand  stone  roof  which  is  generally  good.  Ventilation 
is  produced  by  a  fan  which  furnishes  sufficient  air  for  the  number  of  persons 
employed.  In  some  sections  of  the  mine  they  have  considerable  quantity  of 
water  to  contend  with.  Drainage  generally  good.  The  coal  is  mined  by 
electric  mine  machines  with  mule  and  electric  motor  haulage.  The  mine  law  is 
well  observed. 

Thomas  A.  Kay.  Gen.  Mgr.  &  Supt.  Thomas  Boyd,  Mine  Foremam. 

MORRIS  FORK  COAL  COMPANY. 

P.  O.  Heatherman,  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  560.  Turner  Mines  No.  1  and  2. — Drifts. — Located  one  mile  east  of 
Turner  on  a  branch  of  the  Coal  &  Coke  Railroad,  operating  the  No.  5  Seam 
of  coal  which  varies  in  thickness  from  three  to  three  and  a  half  feet  with  a 
slate  and  sandstone  roof,  which  is  generally  good.  Ventilation  is  produced 
by  a  fan  with  good  results.  There  is  but  little  water  to  contend  with.  Drain- 
age good.  Coal  is  mined  by  electric  chain  machines  with  mule  and  electric 
motor  haulage.  The  mining  law  is  generally  observed.  The  products  of  both 
of  these  mines  are  loaded  from  the  same  tipple. 

J.  D.  Steele.  Gen.  Mgr.  A.  D.  DeVvitt.  Mine  Foremam. 

Alfred  H.  Lea,  Supt. 
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VILLA  COAL  &  MINING  COMPANY. 
P.  O.  Villa,  W.  Va. 
No.  561.    Mill  Creek  Mine. — Drift. — Located  at  Villa  on  a  narrow  gauge 
road  four  and  a  half  miles  from  the  main  line  of  the  Coal  &  Coke,  operating 
the  Cannel  Coal  Seam,  which  varies  in  thickness  from  eighteen  inches  to  four 
feet  with  a  slate  roof  which  in  some  sections  is  bad.    System  of  drainage  poor. 
Ventilation  is  produced  by  a  twelve-foot  fan  which  furnishes  sufficient  air  but 
is  not  properly  distributed  throughout  the  working  places  owing  to  the  faulty 
condition  of  this  seam  of  coal  in  this  section  making  it  very  expensive  to 
maintain  a  proper  system  of  development  as  well  as  good  system  of  drainage 
and  ventilation.    The  coal  is  practically  all  shot  form  the  solid.    The  coal  is 
hauled  to  the  outside  by  mules  and  from  that  point  is  delivered  to  the  tipple 
on  the  main  lino  of  the  Coal  &  Coke  by  steam  locomotive. 
H.  A.  Jepson.  Supt.  Henry  Matheny,  Mine  Foreman. 

WILLIAMS  COAL  COMPANY. 
P.  O.  Sanderson,  W.  Va. 
No.  562.    Williams  Mint. — Drifi. — Located  at  Morris  on  the  Kanawha  & 
Michigan  Railroad,  operating  the  No.  5  Seam  of  coal  which  varies  in  thickness 
from  four  to  four  and  a  half  feet.    The  roof  is  slate  and  sandstone  and  in  some 
■ections  is  bad,  especially  the  sections  where  there  is  a  slate  roof.      There  is 
some  water  to  contend  with.    System  of  drainage  only  fair.    Ventilation  is 
produced  by  a  fan  which  furnishes  sufficient  air  if  properly  distributed  to  the 
working  places.    Coal  is  mined  by  electric  mining  machines  with  mule  and 
electric  motor  haulage.    The  mine  law  is  generally  complied  with. 
William  Crichton.  Supt.  R.  L.  Miller,  Mine  Foreman. 

STANDARD  KANAWHA  COAL  MINING  COMPANY. 
P.  O.  Quick.  W.  Va. 
General  Office,  Scranton,  Pa. 
No.  563.    Mine  No.  1. — Drift. — Located  at  Roderick  on  the  Kanawha  &  West 
Virginia  Railroad,  operating  the  No.  5  Seam  of  coal  which  has  an  average 
thickness  of  four  and  a  half  feet,  with  a  slate  and  sandstone  roof  which  is 
generally  good.    In  some  sections  of  the  mine  there  is  some  water  to  contend 
with.    The  system  of  drainage  is  good.    Ventilation  is  produced  by  a  fan  with 
good  results.    The  coal  is  mined  by  electric  mine  machines  with  mule  and 
electric  motor  haulage.    Mining  laws  are  generally  complied  with. 
R.  M.  Leyshon.  Supt.  Sam  Roebuck.  Mine  Foreman. 

STANDARD  KANAWHA  COAL  MINING  COMPANY. 
P.  O.  Sanderson.  W.  Va. 
General  Office,  Scranton,  Pa. 
No.  564.    Mine  No.  2. — Drift. — Located  at  Morris  on  the  Kanawha  and  West 
Virginia  Railroad,  operating  the  No.  5  Seam  of  coal  which  has  a  thickness  of 
five  feet  with  a  slate  and  sandstone  roof  which  is  generally  good.  Ventilation 
is  produced  by  a  fan  with  good  results.    Coal  is  mined  by  electric  chain  ma- 
chines with  mule  and  electric  haulage.    The  mine  law  is  well  observed. 
R.  M.  Leyshon,  Supt.  J.  M.  Ross,  Mine  Foreman. 


1912] 


Department  cf  Mines. 


QUEEN  SHOALS  COAL  COMPANY. 
P.  O.  Queen  Shoals,  W.  Va. 
No.  565.  Queen  Shoals  Mine. — Drift. — Located  at  Queen  Shoals  on  the  main 
line  of  the  Coal  &  Coke  Railroad,  operating  the  No.  5  Seam  of  coal  which 
varies  in  thickness  from  three  and  a  half  to  five  feet,  with  a  slate  roof  which 
is  good  with  few  exceptions.  There  is  but  little  water  to  contend  with,  for 
the  mine  is  practically  dry.  Ventilation  is  produced  by  means  of  a  furnace 
which  furnished  sufficient  air  for  the  number  of  persons  employed  as  the  work 
being  done  is  principally  the  drawing  of  pillars.  All  work  being  on  the  re- 
treat and  this  mine  will  be  finished  in  the  near  future.  Coal  is  pick  mined 
with  mule  haulage.    The  mine  law  is  generally  observed. 

W.  M.  Prince,  Gen.  Mgr.  Charles  Leftwich,  Mine  Foreman. 

W.  R.  Morris,  Supt. 

BLUE  CREEK  COAL  &  LAND  COMPANY. 
P.  O.  Blakeley,  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  566.    Will's  Hollow  Mines  No.  1  and  2. — Drifts. — Located  one  mile  west 
of  Blakeley  on  the  Kanawha  and  West  Virginia  Railroad,  operating  the  No.  5 
Seam  of  coal  which  has  an  average  thickness  of  four  and  a  half  feet,  with  a 
slate  and  sandstone  roof  which  is  generally  good.    In  some  sections  of  the 
mines  they  have  some  wTater  to  contend  with ;  drainage  good.    Ventilation  is 
produced  by  two  fans  which  furnish  sufficient  air  and  give  a  proper  system  of 
ventilation.    Coal  is  mined  by  electric  mine  machines  with  mule  and  electric 
motor  haulage.    The  products  of  both  mines  are  loaded  from  the  one  tipple. 
The  No.  1  mine  has  not  been  in  operation  during  the  year.    Tfte  mining  laws 
are  generally  complied  with. 

C.  E.  Fultz,  Gen.  Mgr.  William  Crichton.  Jr..  Supt. 

Harry  Rowland,  Mine  Foreman. 

BLUE  CREEK  COAL  &  LAND  COMPANY. 
P.  O.  Blakeley,  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  567.    Blackely  Mine  No.  3. — Drift. — Located  at  Blakely  on  the  Kanawha 
and  West  Virginia  Railroad,  operating  the  No.  5  Seam  of  coal  which  varies  in 
thickness  from  four  and  a  half  to  five  feet  with  a  slate  and  sandstone  roof 
which  in  some  sections  is  bad,  especially  where  there  is  a  draw  slate  varying 
in  thickness  from  four  to  twelve  inches  which  must  be  taken  down  or  properly 
timbered  to  insure  safety.    There  is  but  little  water  to  contend  with ;  drain- 
age generally  good.    Ventilation  is  produced  by  a  fan  with  good  results.  Coal 
is  mined  by  electric  mine  machines  with  mule  and  electric  motor  haulage.  The 
mining  laws  are  generally  observed. 

C.  E.  Fults,  Gen.  Mgr.  T.  H.  Carlin,  Mine  Foreman. 

William  Crichton,  Jr.,  Supt. 

COOPER'S  CREEK  COAL  COMPANY. 
P.  0.  Bream.  W.  Va. 
No.  568.    Peacock  Mine. — Drift. — Located  at  Bream  on  the  Coal  &  Coke 
Railroad,  operating  the  Coalburg  Seam  of  coal  which  has  a  thickness  of  five 
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and  a  half  feet  with  a  slate  roof  which  is  generally  good.  Ventilation  is  pro- 
duced by  natural  causes  with  poor  results.  Drainage  fair.  This  mine  is 
operated  on  a  small  scale  employing  only  a  few  men.  Coal  is  pick  mined  with 
mule  haulage. 

0.  D.  Strader,  Supt.  &  Mine  Foreman. 

PEN  MAB  MINING  COMPANY. 
P.  O.  Bream,  W.  Va. 
No.  569.  Pen  Mar  Mine. — Drift. — Located  at  Bream  seven  miles  east  of 
Charleston  on  the  Coal  &  Coke  Railroad  operating  the  Coalburg  Seam  of  coal 
which  has  a  thickness  of  five  feet  with  a  slate  roof  which  is  generally  good. 
Ventilation  is  produced  by  natural  causes  which  furnish  sufficient  air  for  the 
number  of  persons  employed,  as  this  is  a  new  opening  and  as  yet  but  few  per- 
sons are  employed.  There  is  but  little  water  to  contend  with.  Drainage 
good.  Coal  is  pick  mined  with  mule  haulage.  This  mine  is  operated  on  a 
cheap  scale. 

Jacob  Householder,  Supt.  Charles  Johnson,  Mine  Foreman, 

WEIBWICK  C ANN EL  COAL  COMPANY. 
P.  O.  Weir.  W.  Va. 
No.  — .    Weirwick  Mime. — Drift. — Located  at  Falling  Rock  on  a  narrow 
gauge  road  to  the  Coal  &  Coke,  operating  the  Cannel  Seam  of  coal  which  varies 
in  thickness  from  three  to  five  feet,  with  a  slate  and  sanstone  roof  which  in 
some  sections  is  bad,  especially  where  there  is  slate.    Ventilation  is  produced 
by  means  of  a  temporary  furnace  which  furnishes  sufficient  air  for  the  number 
of  persons  employed,  as  this  is  an  old  mine  re-opened  and  employs  from  .five 
to  ten  persons.    Coal  is  principally  all  shot  from  the  solid  with  mule  haulage. 
The  mine  has  been  idle  a  number  of  years  and  nothing  definite  could  be  learned 
as  to  when  it  would  resume  operations. 
R.  B.  Young.  Supt.  &  Mine  Foreman. 
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SIXTH  DISTRICT. 


GENERAL    SUMMARY   FOR    THE   SIXTH   MINING   DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TH,  1912. 
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Department  of  Mines,  State  of  West  Virginia. 

Chelyan,  W.  Va.,  June  30th,  1912. 

Mr.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 
Dear  Sir: — 

As  District  Mine  Inspector  for  the  Sixth  Mining  District  of  the  State 
of  West  Virginia  and  in  complance  with  the  law  I  herewith  respectfully 
submit  my  report  for  the  fiscal  year  ending  June  30th,  1912. 

In  addition  to  the  number  of  inspections  and  special  visits  reported 
elsewhere  in  this  report,  I  assisted  in  conducting  several  examination^ 
for  mine  foreman  and  fire  bosses  and  was  on  a  leave  of  absence  without 
pay  from  April  15th  to  June  10th,  1912. 

The  mines  in  this  district  are  kept  in  a  safe  as  well  as  sanitary  con- 
dition, except  for  the  roof  which  in  some  places  is  to  some  extent  neglect- 
ed by  both  miners  and  operators  and  a  small  number  of  mines  are  very 
dry  and  in  some  cases  dusty  and  during  the  past  year  and  especially  dur- 
ing the  winter  months,  I  have  tried  to  impress  on  the  management  the 
importance  of  keeping  them  wet  but  there  has  been  very  little  done  towards 
establishing^  any  permanent  means  whereby  the  humidity  will  remain  the  same 
throughout  the  year. 
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Except  for  one  man  who  was  fatally  burned  with  black  powder  in  the  Car- 
bon Splint  Mine,  there  has  been  no  loss  of  life  in  this  district  due  to  explosions 
of  any  kind  but  the  number  of  fatal  and  non-fatal  accidents  have  not  been 
reduced.  A  large  number  of  them  are  due  to  the  neglect  of  timbering  the 
roof  and  the  reckless  manner  of  handling  haulage  motors  and  cars.  The  more 
I  see  of  the  mines  and  class  of  men  employed  in  this  state  the  more  I  am  im- 
pressed with  the  fact  that  we  need  a  much  better  discipline  among  the  em- 
ployees from  trapper  boys  to  Superintendents  and  until  this  is  established  we 
cannot  hope  to  reduce  the  large  list  of  fatalities. 

In  a  large  number  of  mines  the  mine  foreman's  duties  are  entirely  too  many 
and  it  is  my  opinion  that  each  mine  should  have  one  or  more  inspectors  em- 
ployed and  paid  by  the  month  and  then  they  would  be  on  hand  regardless  of 
whether  the  mine  worked  or  not,  whose  duties  it  should  be  to  visit  each  work- 
ing place  every  day,  see  that  all  loose  hanging  roof  is  taken  down  or  kept  prop- 
erly timbered,  look  after  the  general  safety  of  the  mine  and  report  to  the  mine 
foreman. 

The  Carbon  Coal  Company  recently  installed  an  up  to  date  power  plant  to 
supply  power  to  the  thirteen  mines  under  that  management.  It  consists  of  two 
Sterling  boilers  of  400  H.  P.  each  and  one  750  K.  W.  turbine  engine  and  gen- 
erator making  2300  volts  which  is  reduced  at  the  mines  by  sub-stations  to  250 
volts.  This  plant  is  built  with  the  intentions  of  installing  next  year  duplicate 
boilers  and  machinery. 

The  names  of  mines  which  began  operation  during  the  year  are  Republic  No. 
5,  Raccoon  No.  2  East,  Seng  Creek,  Hickory  Ash,  Spruce  Bend  and  Ramage. 

In  conclusion  I  wish  to  thank  the  miners  and  operators  for  the  kind  treatment 
I  have  received  from  them  during  the  year  and  the  many  courtesies  I  received 
from  your  office  have  been  greatly  appreciated. 

Yours  very  truly, 

Bonner  H.  Hill. 

BOONE  COUNTY. 

THE  COAL  FIVER  COMPANY. 
Clothier,  W.  Va. 

No."  601.  Ottawa  Mine. — This  mine  is  locaetd  on  the  Coal  River  branch  of 
the  C.  &  O.  R.  R.,  and  the  Spruce  Fork  of  Coal  River;  is  a  drift  opening  operat- 
ing the  No.  1  Eagle  Seam,  which  is  five  feet  thick,  on  the  room  and  pillar  sys- 
tem with  double  and  triple  entries. 

The  ventilation  produced  by  a  five  foot  Stine  fan  and  conducted  by  stone 
stoppings  and  over-casts  is  good.  The  coal  is  overlaid  by  a  good  stone  roof. 
The  mine  is  dry  throughout,  which  necessitates  watering  to  allay  the  dust  and 
this  is  done  with  pipe  line  and  hose  which  conducts  the  water  through  the  dif- 
ferent parts  of  the  mine. 

The  coal  is  undercut  by  electric  chain  machines  and  hauled  by  electric  motors 
and  mules.    The  mine  is  capable  of  producing  500  tons  per  day. 
R.  A.  McClure,  Supt. 

J.  M.  Moore,  Supt.  Ed.  Zwilling,  Mine  Foreman. 


1912] 


Department  of  Mines. 


1  13 


THE  SPRUCE  RIVER  COAL  COMPANY. 
Ramage,  W.  Va. 

No.  602.  Ramage  Mine. — This  mine  is  located  on  the  Coal  River  branch  of 
the  C.  &  O.  R.  R.,  and  the  Spruce  Fork  of  Coal  River;  is  a  drift  opening  operat- 
ing the  No.  1  Eagle  Seam,  which  is  five  'feet  thick,  on  the  room  and  pillar  sys- 
tem with  double  entries. 

The  ventilation  produced  by  a  six-foot  fan  propelled  by  a  gasoline  engine  is 
good  when  the  fan  is  running.    The  roof  and  drainage  are  good. 

The  coal  is  partly  undercut  by  hand  with  picks  and  shot  from  the  solid,  which 
system  of  mining  I  think  is  dangerous  and  do  not  approve.    The  coal  is  hauled 
with  mules  and  the  mine  is  capable  of  producing  250  tons  per  day. 
J.  B.  Ramage,  Supt.  Ed.  Stanley,  and 

John  ITenry,  Mine  Foreman. 

PEYTON  A  BLOCK  COAL  COMPANY. 
Peytona,  W.  Va. 

No.  603.    No.  1  Mine  This  mine  is  located  on  the  Coal  River  branch  of  the 

C.  &  O.  R.  R.,  and  Coal  River;  is  a  drift  opening  operating  the  Peytona  Cannel 
Seam,  which  is  two  feet  thick,  on  the  room  and  pillar  system  with  double  ent- 
ries. 

The  ventilation  produced  by  a  furnace  is  good.    The  roof  is  good. 

The  coal  is  undercut  with  electric  low  vein  chain  machines.    Owing  to  the  dip 
of  the  coal  seam  and  water  in  the  old  workings,  this  mine  has  made  little  prog- 
ress during  the  year  but  is  capable  of  producing  75  tons  per  day. 
C.  H.  Mead,  Supt.  A.  Stover,  Mine  Foreman. 

PEYTONA  BLOCK  COAL  COMPANY. 
Peytona,  W.  Va. 

No.  604.  Peytona  Block  No.  2  Mine. — This  mine  is  located  at  Peytona  on 
the  Coal  River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  a 
splint  coal  four  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  two  furnaces  is  good.  Roof  and  drainage  are 
good. 

The  coal  is  undercut  wih  electric  chain  machines  and  the  mine  is  capable  of 
producing  200  tons  per  day. 

C.  H.  Mead,  Supt.  R.  A.  Snead,  Mine  Foreman. 

HICKORY  ASH  COAL  COMPANY. 
Peytona,  W.  Va. 
General  Office,  Wellston,  Ohio. 
No.  605.    No.  1,  2,  and  3  Mine. — This  mine  is  located  on  the'  Coal  River 
branch  of  the  C.  &  O.  R.  R.,  and  Indian  Creek,  a  tributary  of  Coal  River;  is 
a  drift  opening  operating  a  splint  coal  from  three  to  four  feet  thick,  on  the 
room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  furnaces  and  a  fan  is  good.  The  roof  and 
drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
by  electric  motors.    This  mine  is  capable  of  producing  300  tons  per  day. 
H.  A.  Goddard,  Gen.  Mgr. 

C.  L.  Voglesang,  Supt.  Thomas  Waters,  Mine  Foreman. 
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SENG  CREEK  COAT,  COMPANY. 
Jarrolds  Valley,  W.  Va. 
No.  006.    Blue  Star  Mine—  This  mi  tic  is  located  on  the  Coal  River  extrusion 
of  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  Coal  River;  is  a  drift 
opening  operating  the  Coalburg  Beam,  on  the  room  and  pillar  system  with 
double  entries. 

The  ventilation  produced  by  a  fan  is  good.    Roof  and  drainage  are  good. 

The  com]  in  this  mine  is  undercul  with  electric  chain  machines  and  hauled 
by  electric  motors.    This  mine  is  capable  of  producing  250  tons  per  day. 
Frank  Facnola,  Supt.  B.  Facnola,  Mine  Foreman. 

WEBB  COAL  MINING  COMPANY. 
Garrison,  W.  Va. 
General  Office,  Merchants  Library  Building,  Cincinnati,  Ohio. 
No.  607.    Webb  Mine. — This  mine  is  located  on  the  Coal  River  extension  of 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  Seng  Creek;  is  a  drift  open- 
ing operating  the  Coalburg  Seam,  which  is  seven  feet  thick,  on  the  room  and 
pillar  system  with  double  entries. 

This  mine  consists  of  several  openings  which  are  ventilated  by  natural  causes. 
The  roof,  now  in  the  crop,  is  not  good  but  will  get  much  better  as  the  work 
advances  under  cover.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mules.  This 
mine  is  capable  of  producing  500  tors  per  day. 

John  Holmes,  Supt.  Cleve  Holmes,  Mine  Foreman. 

ANCHOR  COAL  COMPANY. 
Highcoal,  W.  Va. 

Xo.  608.  Anchor  Mine. — This  mine  is  located  on  the  Coal  River  extension  of 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  Seng  Creek;  is  a  drift  opening 
operating  the  Coalburg  Seam,  which  is  seven  feet  thick  with  a  small  parting, 
on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight-foot  Crawford  and  McCrommon  fan  is 
good.    The  roof  and  drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors  and  the  mine  is  capable  of  producing  450  tons  per  day. 
G.  H.  Hor nickel,  Supt.  Robert  Cadwalender,  Mine  Foreman. 

RALEIGH  COUNTY. 

CLEAR  FORK  COAL  COMPANY. 
Jarrolds  Valley,  W.  Va. 
Xo.  609.    Leevale  Mine.— This  mine  is  located  on  the  Coal  River  extension 
of  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  Coal  River;  is  a  drift 
opening  operating  the  Coalburg  Seam,  which  is  from  five  to  six  feet  thick,  on 
the  room  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  five-foot  Stine  fan  is  good.  A  large  part  of  the 
roof  is  good  sand  stone.    Drainage  good. 

The  coal  is  undercut  wth  electric  chain  machines  and  hauled  with  electric 
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motors.    The  mine  is  capable  of  producing  450  tons  per  day. 
R.  Bennett,  Supt. 

John  W.  Branham,  Supt.  Tom  Fisher,  Mine  luxe  man. 

FOUR  STATES  COAL  #  COKE  COMPANY. 
Dorothy,  W.  Va. 
General  Office,  Pittsburg,  Pa. 
No.  610.    Dorothy  Mine. — This  mine  is  located  on  the  Coal  River  extension 
of  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.  and  Coal  River;  is  a  drift 
opening  operating  the  Coalburg  Seam,  which  is  eleven  feet  six  inches  thick  in- 
cluding a  slate  parting,  on  the  room  and  pillar  system  with  double  and  triple 
entries. 

The  ventilation  is  produced  by  a  ten-foot  Jeffry  fan  conducted  by  stone 
and  concrete  stoppings  and  overcasts  is  good.    Roof  and  drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors.    The  mine  is  capable  of  producing  1600  tons  per  day. 
C.  E.  Sandberg,  Mgr.  C.  E.  Coleman  and 

W.  J.  Wolf,  Supt.  Philip  Guyer,  Mine  Foremen. 

FOUR  STATES  COAL  <$>  COKE  COMPANY. 
Dorothy,  W.  Va. 
General  Office,  Pittsburg,  Pa. 
No.  611.    Sarita  Mine. — This  mine  is  located  on  the  Coal  River  extension  of 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.  and  Coal  River;  is  a  drift  opening 
operating  the  Coalburg  Seam,  which  is  eleven  feet  six  inches  thick  including 
a  slate  parting  on  the  room  and  pillar  system  with  double  and  triple  entries. 

The  ventilation  is  produced  by  a  ten  foot  Cape!  fan  and  is  good.  The  rooT 
and  drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors.    The  mine  is  capable  of  producing  1400  tons  per  day. 
C.  E.  Sandberg,  Mgr.  C.  E.  Foster  and 

W.  J.  Wolf,  Supt.  W.  Ascouth,  Mine  Foremen. 

KANAWHA  COUNTY. 

OLCOTT  COAL  $  IRON  COMPANY. 
Olcott,  W.  Va. 

No.  612.  Olcott  No.  1  Mine. — This  mine  is  located  on  the  Kanawha  Central 
R.  R.,  and  Brier  Creek,  a  tributary  of  Coal  River ;  is  a  drift  opening  operating 
the  Black  Band  Seam,  which  is  forty  inches  thick,  on  the  room  and  pillar  sys- 
tem with  double  entries. 

The  ventilation  produced  by  three  seven-foot  Thayer  fans  is  good.  The 
roof  and  drainage  are  generally  good. 

The  coal  is  undercut  with  electric  chain  machines  and  is  one  of  the  best 
grades  of  domestic  coal  mined  in  this  state.  The  mine  is  capable  of  producing 
400  tons  per  day. 

W.  C.  Lingle,  Supt.  Walter  Dale,  Mine  Foreman. 
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OLCOTT  COAL  #  IRON  COMPANY. 
Oloott,  W.  Va. 

No.  613.  Oloott  No.  2  Mine. — This  mine  is  located  on  the  Kanawha  Cen- 
tral R.  R.,  and  Brier  Creek,  a  tributary  of  Coal  River;  is  a  drift  opening  operat- 
ing the  Black  Band  Seam,  which  is  from  two  to  four  feet  thick,  on  the  room 
and  pillar  system  with  double  entries. 

The  ventilation  produced  by  two  seven  foot  Thayer  fans  is  generally  good. 
In  some  parts  of  the  mine  the  roof  is  not  good  and  requires  careful  timbering 
to  keep  it  safe.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  is  one  of  the  best 
grades  of  domestic  coal  mined  in  this  state.  The  mine  is  capable  of  producing 
350  tons  per  day. 

W.  C.  Lingle,  Supt.  Wm.  Griffith,  Mine  Foreman. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Oloott,  w.  Va. 

General  Office,  Charleston,  W.  Va. 
No.  614.  Reynolds  Mine. — This  mine  is  located  on  the  Kanawha  Central  R. 
R.  and  Brier  Creek,  a  tributary  of  Coal  River;  is  a  drift  opening  operating 
the  Black  Band  Seam,  which  is  three  feet  ten  inches  thick  and  one  of  the 
best  grades  of  domestic  coals  in  the  state,  on  the  room  and  pillar  system  with 
double  entries. 

The  ventilatin  produced  by  an  eight-foot  Thayer  fan  is  good.  Roof  and 
drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors  and  mules.    This  mine  is  capable  of  producing  600  tons  per  day. 
A.  II.  Hale,  Gen.  M<jr.  Wm.  H.  Clendenin,  Mine  Foreman. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Dungriff,  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  615.    Knickerbocker  Mine. — This  mine  is  located  on  the  Kanawha  Cen- 
tral R.  R.  and  Brier  Creek,  a  tributary  of  Coal  River;  is  a  drift  opening  operat- 
ing the  Black  Band  Seam,  which  is  three  feet  three  inches  thick  and  one  of  the 
best  grades  of  domestic  coal  in  the  state. 

The  ventilation  produced  by  three  furnaces  is  generally  found  good.  In 
some  parts  of  the  mine  an  despecially  along  the  haulways  the  drainage  is  not 
good.    The  roof  is  good. 

The  coal  is  shot  from  the  solid  but  the  mine  is  kept  moist  throughout  and 
each  shot  is  inspected  by  a  shot  inspector  before  it  is  fired.    This  mine  is 
capable  of  producing  350  tons  per  day. 
A.  H.  Hale,  Gen.  Mgr. 

Lee  Scott,  Supt.  Will  Miller,  Mine  Foreman. 

THE  MARMET  COAL  COMPANY. 
Marmet,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
Xo.  616.    New  Butler  Mine. — This  mine  is  located  on  the  West  Virginia  and 
Southern  R.  R.  and  Lens  Creek;  is  a  drift  opening  operating  the  Butler  Seam, 
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which  is  from  five  to  seven  feet  thick  including  a  middle  slate  parting,  on  the 
room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight  foot  Crawford  and  McCrimmorj  fan  is 
good.  Owing  to  the  large  quantity  of  water  liberated  and  natural  conditions  in 
some  parts  of  this  mine  the  drainage  is  not  good.  Small  gas  feeders  have  been 
found  in  the  advance  headings. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
by  electric  motors  and  mules.  The  mine  is  capable  of  producing  300  tons  per 
day.  * 

W.  E.  Morris,  Supt.  Wm.  Bowen  and 

J.  T.  McAllister,  Mine  Foreman. 

THE  MAEMET  COAL  COMPANY. 
Marmet,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  617.    Lens  Creek  Mine.    This  mine  is  located  on  the  West  Virginia  and 
Southern  R.  R.  and  Lens  creek;   is  a  drift  opening  operating  the  Lens  Creek 
Seam,  which  is  forty-two  inches  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  good.  Owing  to  the 
quantity  of  water  and  natural  conditions  in  some  parts  of  this  mine  the  drain- 
age is  not  good.  In  some  sections  of  the  mine  there  is  a  draw  slate  which  if  not 
taken  down  or  properly  timbered  is  dangerous. 

The  coal  in  tnis  mine  is  undercut  witn  electric  chain  machines  and  the  mine 
is  capable  of  producing  250  tons  per  day. 

W.  H.  Morris,  Supt   T.  J.  McAllister,  Mine  Foreman. 

THE  MAEMET  COAL  COMPANY. 
Marmet,  W.  Va. 
General  Office,  Cincinnati,  Ohio. 
No.  018.    Black  Band  Mine. — This  mine  is  located  on  the  West  Virginia 
and  Southern  R.  R.  and  Lens  Creek  a  tributary  of  Kanawha  river;  is  a  drift 
opening  operating  the  Black  Band  Seam,  which  is  forty-six  inches  thick,  on  the 
room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  ten  and  five  foot  Thayer  fans  is  good.  The 
roof  is  generally  good.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  is  hauled  with  electric 
motors  of  the  Goodman  type.  This  mine  is  capable  of  producing  600  tons 
per  day. 

W.  H.  Morris,  Supt.  Frank  Price,  Mne  Foreman, 

WINIFEEBE  COAL  COMPANY. 
Winifrede,  W.  Va. 
No.  619.  North  Mine. — This  mine  consists  of  the  North  Pick  and  North 
Machines  mines  and  is  located  on  the  Winifrede  R.  R.  and  Fields  Creek ;  is  a 
drift  opening  operating  the  Winifrede  Seam,  which  is  five  feet  and  six  inches 
thick  including  a  thick  middle  slate,  on  the  roon  and  pillar  system  with  double 
entries. 

Owing  to  a  large  quantity  of  black  damp  coming  from  the  old  workings  the 
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ventilation  produced  by  a  six  and  ten-foot  Thayer  fans  is  not  good  at  all  times. 
In  some  parts  of  the  mine  the  roof  is  not  good.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks 
and  the  mine  is  capable  of  producing  500  tons  per  day. 
F.  D.  Barron,  Supt.  W.  L.  Harless,  Mine  Foreman. 

Frank  B.  Stewart,  Gen.  Mgr.  W.  H.  Stuart,  Mine  Foreman. 

WIN  IF  REDE  COAL  COMPANY. 

Winifrede,  W.  Va. 

No.  620.  West  Mine. — This  mine  is  located  on  the  Winifrede  R.  R.,  and 
Fields  Creek;  is  a  drift  opening  operating  the  Winifrede  Seam,  which  is  from 
three  feet  ten  inches  to  five  feet  thick  including  a  middle  slate,  on  the  room  and 
pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  generally  good. 
In  some  parts  of  the  mine  the  roof  is  not  good.  Drainage  is  good  except  in 
some  haulways. 

The  coal  is  mined  by  hand  with  picks  and  shot  from  the  solid.  The  mine  is 
capable  of  producing  4.10  tons  per  day. 

F.  D.  Barron,  Supt.  W.  L.  IIarless,  Mine  Foreman. 

Frank  B.  Stewart.  Gen,  Mgr.  C.  A.  McKee,  Mine  Foremam. 

WINIFREDE  COAL  COMPANY. 
Winifrede,  W.  Va. 

No.  621.  South  Mine. — This  mine  is  located  on  the  Winifrede  R.  R.,  and 
Fields  Creek,  a  tributary  of  Kanawha  river;  is  a  drift  opening  operating  the 
Winifrede  Seam,  which  is  six  feet  thick  including  a  thick  slate  parting,  on  the 
room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  generally  good,  but 
owing  to  a  creep  on  some  parts  of  this  mine  the  air-ways  are  rot  kept  open 
which  at  times  greatly  hinders  the  air  from  reaching  all  tne  workings.  In 
some  parts  of  the  mine  the  roof  is  not  good.  Drainage  is  good  except  in  some 
haulwTaya. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hands  with  picks 
and  the  mine  is  capable  of  producing  400  tons  per  day. 
F.  D.  Barron,  Supt.  Wm.  Weaver,  Mine  Foreman. 

Frank  B.  Stewart,  Gen.  Mgr.  W.  L.  Harless,  Mine  Foreman. 

LEWIS  COAL  &  COKE  COMPANY. 
Chelyan,  W.  Va. 

No.  622.  Lewision  Mine. — This  mine  is  located  near  Cabin  Creek  Junction 
on  the  main  line  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lewiston 
Seam,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  furnace  is  not  good  but  a  fan  is  now  on  the 
ground  and  will  be  installed  as  soon  as  possible.  The  roof  is  good  except  some 
draw  slate.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    The  mine  is  capable  of  producing  300  tons  per  day. 
S.  A.  Lewis,  Supt.  R.  M.  Odell,  Mine  Foreman. 

D.  B.  Howery,  Mine  Foreman. 
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LEWIS  COAL  &  COKE  COMPANY. 
Chelyan,  W.  Va. 

No.  622.  Coaling  Station  Mine. — This  mine  is  located  near  Cabin  Creek 
Junction  on  the  main  line  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the 
Peerless  Seam,  which  is  twenty-eight  inches  thick,  on  the  room  and  pillar 
system  with  double  entries. 

The  ventilation  produced  by  a  five-foot  Thayer  fan  is  good.  Roof  and 
drainage  are  good. 

The  coal  is  undercut  by  hand.    Very  little  work  has  been  done  in  this  mine 
during  the  past  year. 
S.  A.  Lewis,  Supt. 

DRY  BRANCH  COAL  COMPANY. 
Dry  Branch,  W.  Va. 
No.  623.    Gas  or  No.  1  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Peerless  Seam, 
which  is  forty  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  seven-foot  Thayer  fan  is  good.    This  mine 
was  operated  only  a  few  days  during  the  year  and  is  now  Idle. 
L.  D.  Burns,  Supt. 

DRY  BRANCH  COAL  COMPANY. 
Dry  Branch,  W.  Va. 
No.  623.    No.  2  or  Coalburg  Minei — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam, 
which  is  from  five  to  six  feet  thick  including  a  middle  band  of  slate,  on  the 
room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  seven  and  four-foot  fans  is  good.  The  roof 
is  not  good  and  requires  very  careful  timbering  to  keep  it  sare.  Drainage  is 
good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors  and  mules.    This  mine  is  capable  of  producing  400  tons  per  day. 
L.  D.  Burns,  Supt.  C.  F.  Slack,  Mine  Foreman. 

DRY  BRANCH  COAL  COMPANY. 
Dry  Branch,  W.  Va. 
No.  624.    Belmont  or  No.  3  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Belmont  Seam, 
which  is  from  three  to  four  feet  thick,  on  the  room  and  pillar  system  with 
double  entries. 

The  ventilation  produced  by  two  fans  has  at  all  times  been  found  good.  Il 
some  parts  of  the  mine  the  roof  is  not  good  and  requires  very  careful  timbering 
to  keep  it  safe.    Drainage  is  good. 

The  coal  is  undercut  with  "electric  chain  machines  and  hauled  by  mules  and 
electric  motors  and  handled  over  the  same  tipple  as  the  output  from  the  Coal- 
burg mine.    This  mine  is  capable  of  producing  150  tons  per  day. 
L.  D.  Burns,  Supt.  C.  F.  Slack,  Mine  Foreman. 
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COALBURG  COLLIERY  COMPANY. 
No.  625.    Ronda  Mine. — This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam,  which  is 
from  five  to  seven  feet  thick,  on  the  room  and  pillar  system  with  double 

entries. 

The  ventilation  produced  by  a  six-foot  Thayer  fan  is  generally  good.  In 
some  parts  of  the  mine  the  roof  is  not  good  and  requires  very  close  timbering 
to  keep  it  safe.  The  drainage  is  good.  Concrete  stoppings  have  been  built 
along  the  main  entry  during  the  past  year  which  is  a  great  improvement  over 
the  old  ones. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mules  and 
electric  motors.    This  mine  is  capable  of  producing  800  tons  per  day. 
L.  D.  Burns,  Supt.  S.  M.  Smith,  Mine  Foreman. 

PERSINGER  COAL  COMPANY. 
Miami,  W.  Va. 

No.  626.  Wilton  Mine. — This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Cedar  Grove  Seam,  which  is 
from  thirty  to  forty-five  inches  thick,  on  the  room  and  pillar  system  with 
double  entries. 

This  mine  consists  of  several  openings  and  the  ventilation  produced  by  a 
fan  and  from  natural  causes  has  not  at  all  times  been  founa  good.  In  some 
parts  of  the  mine  drainage  is  not  good.    Roof  is  good.. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  by 
hand  with  picks  and  some  is  shot  from  the  solid  but  where  shooting  from  the 
solid  is  practiced  it  is  very  wet.  This  mine  is  capable  of  producing  100  tons 
per  day. 

A.  W.  Persinger,  Supt.  J.  C.  Price,  Mine  Foreman. 

WYATT  COAL  COMPANY. 
Sharon,  W.  Va. 

No.  627.  No.  1  or  North  Horton  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R,  R.,  is  a  drift  opening  operating  the  Coalburg 
Seam,  which  is  six  feet  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  a  seven-foot  Thayer  fan  is  generally  good.  In 
some  parts  of  the  mine  the  roof  is  not  good.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  the  mine  is  capable 
of  producing  500  tons  per  day. 

Dave  Evandall,  Supt.  A.  E.  Thomas,  Mine  Foreman. 

A.  W.  Laing,  Supt.  C.  R.  Larabee,  Mime  Foreman. 

Ed.  Glover,  Mine  Foreman. 

WYATT  COAL  COMPANY. 
Sharon,  W.  Va. 

No.  628.  South  Horton  No.  2  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg 
Seam,  which  is  four  and  one-half  feet  thick,  on  the  room  and  pillar  system  with 
double  entries. 
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The  ventilation  produced  by  a  seven-foot  Thayer  fan  is  good.  Roof  and 
drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  the  mine  is  capable  11  f 
producing  500  tons  per  day. 

Dave  Evandall,  Supt.  A.  E.  Thomas,  Mine  Foreman. 

A.  W.  Laing,  Supt.  R.  E.  Thompson,  Mine  Foreman. 

WYATT  COAL  COMPANY. 

EVENTON,  W.  VA. 

General  Office,  Sharon,  W.  fa. 

No.  629.  Oakley  Mine. — This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lewiston  Seam,  which 
is  four  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  seven-foot  Thayer  fan  is  generally  good.  The 
roof  and  drainage  are  good. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  Avith  picks 
and  the  mine  is  capable  of  producing  350  tons  per  day. 
Dave  Evandall,  Supt.  R.  A.  Cunningham,  Mine  Foreman. 

A.  W.  Laing,  Supt.  Ed.  Haywood,  Mine  Foreman. 

WYATT  COAL  COMPANY. 

Laing,  W.  Va. 
General  Office,  Sharon,  W.  fa. 
No.  630.    Berlin  Mine. — This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam  which  is 
from  five  to  six  feet  thick  including  in  some  places  a  middle  band  of  slate,  on 
the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  nine-foot  Stine  fan  is  good.  The  roof  is  good 
except  in  a  few  places  where  there  is  a  bad  draw  slate.  Drainage  is  good  ex- 
cept in  some  haulways. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks  and 
the  mine  is  capable  of  producing  500  tons  per  day. 

James  Laing,  Supt.  W.  A.  Gilchrist,  Mine  Foreman. 

SOUTHERN  COLLIERIES  COMPANY. 
Eskdale,  W.  Va. 

No.  631.  Nos.  1  and  2  Mines. — These  mines  are  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  are  drift  openings  operating  the  -No.  2  Gas  Seam, 
on  the  room  and  pillar  system  with  double  entries. 

These  mines  were  operated  last  year  by  Paul  L.  James  for  the  La  Mont 
Mining  Company,  but  have  been  idle  during  this  year. 
C.  8.  White,  Jr.,  Supt. 

SOUTHERN  COLLIERIES  COMPANY. 
Eskdale,  W.  Va. 

No.  63] .  No.  c  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lewiston  Seam  which  is  from 
five  to  six  feet  thick,  on  the  room  and  pillar  system  with  double  entries.  This 
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mine  was  operated  last  year  by  Paul  L.  James,  receiver  for  the  La  Mont  Mining 
I  ompany. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  Roof  is  good, 
good.    The  roof  is  good  after  t  thick  draw  slate  comes  down. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mules,  electric 
motors  and  a  tail  rope.    This  mine  is  capable  of  producing  250  tons  per  day. 
C.  S.  White,  Jr.,  8upt.  Charles  Parker,  Mine  Foreman. 

HOLLY  4-  STEPHENSON  COAL  AND  COKE  COMPANY. 
Eskdale,  W.  Va. 

No.  632.  Stephenson  No.  2  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam, 
winch  is  from  four  to  five  feet  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  Roof  is  good. 
In  some  parts  of  this  mine  it  is  very  dry  and  dusty  which  necessitates  watering 
to  allay  i  he  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks 
and  hauled  by  mules  and  electric  motors  to  the  tipple  The  mine  is  capable  of 
producing  500  tons  per  day 

F.  IT.  McClung.  Supt.  J.  A.  Williams,  Mine  Foreman. 

HOLLY  f  STEPHENSON  COAL  AND  COKE  COMPANY. 
Eskdale,  W.  Va. 

No.  633.  Stephenson  No.  5  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lewiston  Seam, 
which  is  from  five  to  six  feet  thick,  on  the  room  and  pillar  syslem  with  double 
entries. 

The  ventilation  produced  by  a  seven-foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  there  is  a  thick  dangerous  draw  slate  which  is  taken  down  as  the 
coal  comes  from  under  it.    Drainage  is  good. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  the  mine 
is  capable  of  producing  400  tons  per  day. 

F.  H.  McClung,  Supt.  D.  Walter  Williams,  Mine  Foreman. 

WAKE  FOREST  MINING  COMPANY. 
Wake  Forest,  W.  Va. 

No.  634.  Wake  Forest  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam, 
which  is  from  five  to  six  feet  thick  including  in  some  parts  of  the  mine  a  thick 
band  of  middle  slate,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  five-foot  and  six-foot  fans  is  good.  The  roof 
is  good  except  in  a  few  places  in  the  old  drift.  Drainage  is  good  and  in  some 
parts  of  the  mine  it  is  very  dry  which  necessitates  watering  to  allay  the  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  the  mine  is  capable  of 
producing  600  tons  per  day. 

J.  C.  Grtmes,  Supt.  Jesse  Gardner,  Mine  Foreman. 
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CARBON  COAL  COMPANY. 

Nabob,  W.  Va. 
Genera]  Office,  Carbon,  W.  Va. 
No.  635.  North  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
from  five  to  six  feet  thick  including  in  some  parts  of  the  mine  a  thick  middle 
band  of  slate,  on  the  room  and  pillar  system  with  double  entries,  and  a  large 
part  of  the  work  in  this  mine  consists  of  drawing  pillars. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  In  some  parts 
of  the  mine  a  large  quantity  of  water  is  generated  and  drainage  is  not  the  best. 
The  roof  is  good. 

The  coa  in  this  mine  is  undercut  with  electric  chain  machines  and  by  hand 
with  picks  and  the  mine  is  capable  of  producing  200  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

C.  A.  Pierce,  Supt.  Henry  Clendenin,  Mine  Foreman. 

CARBON  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  636.  South  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
from  four  to  six  feet  thick  and  in  some  parts  of  the  mine  includes  a  middle 
slate,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  In  some  parts 
of  the  mine  the  roof  is  not  good.    Drainage  is  generally  good. 

The  coal  is  undercut  wih  electric  chain  machines  and  by  hand  with  picks  and 
hauled  with  mules  and  electric  motors.    The  mine  is  capable  of  producing  450 
tons  per  day. 
C.  A.  Cabell,  Gen.  Mgr. 
T>.  H.  Morton,  Gen.  Supt. 

C.  A.  Pierce,  Supt.  H.  L.  Patterson,  and 

S.  L.  Thomas,  Mine  Foremen. 

CARBON  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  637.  Carbon  Splint  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam, 
which  is  from  five  to  six  feet  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  a  seven-foot  Stein  fan  is  good.  The  roof  is 
good,  exept  a  thin  scaly  draw  slate.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors.    This  mine  is  capable  of  producing  650  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

C.  A.  Pierce,  Supt.  S.  L.  Thomas  and 

C.  R.  Laribee,  Mine  Foremen. 
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CARBON  COAL  COMPANY. 

Nabob,  W.  Va. 
General  Office,  Carbon,  W.  Va. 
No.  638.  No.  4  Low  Sulphur  Mine.  This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  1 
Eagle  Seam,  which  is  four  feet  six  inches  thick.  The  blocks  are  now  ready  for 
the  retreating  long  wall  system  which  will  be  commenced  just  as  soon  as  a  new 
tipple  is  completed. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  The  roof  is  good. 
Owing  to  the  large  quantity  of  water  liberated  in  this  mine  the  drainage  is 
not  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
by  mules.    This  mine  is  capable  of  producing  150  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

C.  A.  Pierce,  Supt.  Henry  Clendenin,  Mine  Foreman. 

WEST  VIRGINIA  COLLIERY  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Carbon,  W.  Va. 
No.  639.    No.  1  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is  six 
feet  thick,  including  in  some  parts  of  the  mine  a  thick  middle  band  of  slate,  on 
the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  ten-foot  Stine  fan  has  generally  been  found 
good.  In  some  parts  of  the  mine  the  roof  is  not  good  and  it  requires  careful 
timbering  to  keep  it  safe.  In  the  left  side  of  the  mine  it  is  very  dry  and  dusty 
which  necessitates  watering  to  allay  the  dust. 

The  coal  is  undecut  with  chain  machines  and  by  hand  with  picke  and  the  mine 
is  capable  of  producing  600  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

K.  D.  Quarrier,  Supt.  George  Buckley  Mine  Foreman. 

WEST  VIRGINIA  COLLIERY  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Carbon,  W.  Va. 
No.  640.    No.  2  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
five  feet  and  four  inches  thick,  on  the  room  and  pillar  system  with  doumle 
entries. 

The  ventilation  is  produced  by  a  furnace  and  natural  causes  has  not  been 
found  good  at  all  times.  The  roof  is  very  bad  and  requires  careful  timbering 
to  keep  it  safe.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  wdth  picks 
and  the  mine  is  capable  of  producing  250  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

K.  D.  Quarrier,  Supt.  Wm.  Coiner,  Mine  Foreman. 
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WEST  VIRGINIA  COLLIERY  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Carbon,  W.  Va. 
No.  641.    No.  3  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of  the 
C.  &  O.  K.  E.,  is  a  drift  opening  operating  the  Coalburg  Seam,  which  is  from 
six  to  seven  and  one  half  feet  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  two  seven-foot  Stine  fans  and  from  natural 
causes  is  generally  good.  Koof  is  good  except  in  Galigo  where  there  is  some 
draw  slate  which  must  be  taken  down  as  the  coal  comes  from  under  it.  Drain- 
age is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.   The  mine  is  capable  of  producing  700  tons  per  day. 
C  A.  Cabell,  Gen.  Mgr. 
JD.  H.  Morton,  Gen.  Supt. 

K.  D.  Quarrier,  Supt.  C.  L.  Petty,  Mine  Foreman. 

WEST  VIRGINIA  COLLIERY  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Carbon,  W.  Va. 
No.  642.    No.  4  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  E.  E.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
from  four  to  six  feet  thick,  on  the  room  and  pillar  system  with  double  and 
triple  entries  and  in  a  part  of  the  mine  the  blocks  are  now  ready  to  begin  work 
on  the  retreating  long  well  system. 

The  ventilation  produced  by  two  seven-foot  Stine  fans  is  good.  In  some  parts 
of  the  mine  the  roof  is  not  good  and  requires  very  careful  timbering  to  keep 
it  safe.    Drainage  is  good,  except  in  a  few  haulways. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  This  mine  is  capable  of  producing  500  tons 
per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

K.  D.  Quarrier,  Supt.  Charles  Fraser,  Mine  Foreman. 

REPUBLIC  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  643.  No.  1  Mine.  This  mine  is  located  on  he  Cabin  Creek  branch  of 
the  C.  &  O.  E.  E.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
from  five  to  six  feet  thick,  including  in  some  parts  of  the  mine  a  middle  slate. 
This  mine  has  been  operated  on  the  room  and  pillar  system  with  double  entries 
but  the  blocks  are  now  ready  -for  the  retreating  long  wall  system. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  The  roof  is  bad 
and  requires  very  careful  timbering  to  keep  it  safe.  The  mine  is  dry  and  in 
some  parts  very  dusty  which  necessitates  watering  to  allay  the  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple  with. 
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electric  motors  and  mules.  This  mine  is  capable  of  producing  400  tons  per 
day. 

C.  A.  Cabell,  Gen.  Mgr. 
I>.  If.  Morton,  Gen.  Supt. 

M.  W.  Murphy,  Supt.  C.  A.  Hughes,  Mine  Foreman. 

REPUBLIC  COAL  COMPANY. 
Carbon,  W.  Va. 

"  No.  644.  No.  2  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  B.  R..  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
five  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  The  roof  is  good. 
The  mine  is  dry  throughout  which  necessitates  watering  to  allay  the  dust.  The 
work  in  this  mine  nearly  all  consists  of  pillar  drawing  and  the  coal  is  under- 
cut with  electric  chain  machines  and  by  hand  with  picks  and  is  hauled  to  the 
tipple  with  electric  motors  and  mules 

This  mine  is  capable  of  producing  250  tons  per  day 
C.  A.  Cabell,  Gen.  Mgr. 
1).  H.  Morton,  Gen.  Supt. 

M  W.  Murphy,  Supt.  S.  E.  Thomas,  Mine  Foreman. 

REPUBLIC  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  645.  No.  3  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
from  four  to  five  feet  thick,  on  the  room  and  pillar  system  with  double  entries, 
but  the  mine  is  now  being  developed  for  the  retreating  long  Avail  system. 

The  ventilation  produced  by  a  seven-foot  Stine  fan  is  good.  The  roof  is 
good.  This  mine  is  very  dry  and  some  parts  dusty  which  necessitates  watering 
quite  often  to  allay  the  dust. 

The  coal  is  undercut  writh  electric  chain  machines  and  by  hand  with  picks  and 
hauled  with  electric  motors  and  mules.  This  mine  is  capable  of  producing  325 
tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

M.  W.  Murphy,  Supt.  John  Shawhan  and 

C.  E.  Foster,  Mine  Foremen. 

REPUBLIC  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  645.  No.  4  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which 
is  from  five  to  six  feet  thick  including  a  middle  slate,  on  the  room  and  pillar 
system  with  double  entries. 

The  ventilation  produced  by  a  furnace  is  good  for  the  number  of  men  em- 
ployed inside  the  mine.    The  roof  and  drainage  is  generally  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  mules. 
The  mine  is  capable  of  producing  100  tons  per  day. 
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This  mine  has  been  idle  for  a  short  time. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  IT.  Morton,  Gen.  Supt. 

M.  W.  Murphy,  Supt.  H.  L.  Patterson,  Mine  Foreman. 

REPUBLIC  COAL  COMPANY. 
Carbon,  W.  Va. 

No.  646.  No.  5  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam,  which  is 
five  feet  thick,  on  the  room  and  pillar  system  with  double  and  triple  entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  The  roof  is 
not  good  and  drawslate  must  be  taken  down  or  carefully  timbered  to  keep  it 
safe.   Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors.    The  mine  is  capable  of  producing  300  tons  per  day. 

C.  A.  Cabell,  Gen.  Mgr. 

D.  H.  Morton,  Gen.  Supt. 

M.  W.  Murphy,  Supt.  Owen  Meadows,  Mine  Foreman. 

CABIN  CHEEK  CONSOLIDATED  COAL  COMPANY. 
Warrior,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  647.    Caledonia  Mine.    This  mice  is  located  on  the  Cabin  Creek  brench 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which 
is  four  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  Overlying  this 
mine  is  a  very  treacherous  draw  slate  which  if  not  properly  timbered  or  taken 
down  is  not  safe  to  work  under.   Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  mules.    The  mine  is  capable  of  producing  150  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

V.  A.  Miller,  Supt.  R.  L.  Caviness,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Ohley,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  648.    Daivis  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lewiston  Seam,  which  is 
five  feet  three  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  the  roof  is  not  good  and  requires  careful  timbering  to  keep  it  safe. 
Drainage  is  good,  except  on  the  main  haulway  where  it  is  wet  and  muddy. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  hauled  by 
electric  motors  and  mules.  The  mine  is  capable  of  producing  400  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

Harry  Davis,  Supt.  and  Mine  Foreman. 
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CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Lee  wood,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  049.    Holly  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operatin  the  No.  2  Gas  Seam,  which  is  five 
feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  In  some 
partsof  the  mine  a  very  drangerous  draw  slate  overlies  the  coal  which  must  be 
properly  timbered  or  taken  down  to  keep  the  working  places  safe.  Drainage 
is  good. 

The  coal  is  undercut  with  air  punching  machines  and  hauled  with  mules  and 
tail  rope.    The  mine  is  capable  of  producing  450  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

V.  A.  Miller,  Supt.  D.  TI.  Phelps,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Wake  Forest,  W.  Va 
General  Office,  Kayford,  W.  Va. 
No.  050.    Quarricr  Mine.    This  mire  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  B.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which 
is  from  five  to  six  feet  thick,  on  the  room  and  pillar  system  with  duoble  entries. 

The  ventilation  produced  by  an  eight  foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  the  roof  is  not  good,  which  requires  careful  timbering  to  keep  it 
safe.  The  mine  is  dry  throughout  which  necessitates  watering  to  allay  the 
dust. 

The  coal  is  undercut  with  air  punching  machines  and  hauled  with  mules  and 
tail  rope.    This  mine  is  capable  of  producing  000  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

V.  A.  Miller,  Supt.  J.  W.  Gay,  Mine  Foreman. 

C^BIX  CREEK  CONSOLIDATED  COAL  COMPANY. 
Decota,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  051.    Bellclare  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
four  feet  ten  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  prodced  by  an  eight-foot  Thayer  fan  and  from  natural  causes 
in  No.  1  Drift  is  generally  good.  The  roof  is  good,  except  in  a  small  part  of 
No.  2  Drift.  The  mine  is  dry  and  especially  in  No.  1  Drift  which  necessitates 
watering  to  allay  the  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks 
and  hauled  with  electric  motors  and  mules.    This  mine  is  capable  of  producing 
400  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

A.  P.  Sherer,  Supt.  H.  O.  Young,  Mine  Forman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Decota,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  052.    Ruby  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
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the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  tho  Coalburg  Scam,  which  is 
five  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  four-foot  Stine  Fan  is  good.  The  roof  if  bad 
and  a  stratum  of  draw  slate  must  be  taken  down  as  the  coal  is  taken  from  under 
it  and  then  carefully  timbered.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  mules. 
This  mine  is  capable  of  producing  250  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

A.  P.  Sherer,  Supt.  Wm.  H.  Kirby,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  653.    United  Splint  Mine.    This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam, 
which  is  from  five  to  six  feet  thick,  on  the  room  and  pillar  system  with  double 
entries 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  The  roof  is 
not  good  and  in  some  of  the  working  places  a  heavy  draw  slate  must  be  taken 
down  as  the  coal  comes  under  it.   Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  the  mine  is  capable  of 
producing  450  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  G.  Howell,  Supt.  Charles  Montgomery,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Wevaco,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  654.    United  Gas  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam  which 
is  five  feet  two  inches  thick,  on  the  room  and  pillar  system  with  double  and 
triple  entries. 

The  ventilation  produced  by  an  eight-foot  Stine  fan  is  good.  Drainage  is 
good.  The  roof  is  not  good  and  in  some  parts  of  the  mine  there  seems  to  be  no 
limit  to  the  thickness  of  the  slate  and  rock  that  comes  down. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks  and 
hauled  with  mules  and  motors.  The  mine  is  capable  of  producing  800  tons 
per  day. 

Ira  F.  Davis,  Gen.  Mgr. 

H.  G.  Howell,  Supt.  J.  E.  Shaeer,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Warrior,  W.  Va. 
General  Office,  Kayford,  W.  A'a. 
No.  655.  Red  Warrier  Mine. — This  mine  is  located  on  the  Cabin  Creek  Branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  seam  which 
is  four  feet  eight  inches  thick,  on  the  room  and  pillar  system  with  double 
entries. 

The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  usually  found  good. 
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The  roof  in  this  mine  is  not  good  and  requires  very  careful  timbering  to  keep 
it  safe.   The  drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  The  mine  is  capable  of  producing  200  tons  per 
day. 

Ira  F.  Davis,  Gen.  Mgr. 

V.  A.  Miller,  Supt.  R.  L.  Caviness,  Mine  Forman. 

CABin  CREEK  CONSOLIDATED  COAL  COMPANY. 
Lee  wood,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  656.    Cherokee  Mine.    This  mine  is  located  on  the  Cabin  Creek  braneh 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam  which  is 
five  feet  six  inches  thick,  on  the  room  and  pillar  system.    The  ventilation 
produced  by  a  six-foot  Thayer  fan  is  good. 

In  some  parts  of  the  mine  there  is  a  draw  slate  which  must  be  taken  down  or 
very  carefully  timbered  o  keep  it  safe.    Drainage  is  good. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  hauled  with 
electric  motors  and  mules.  This  mine  lb  capable  of  producing  400  tons  per 
day. 

Ira  F.  Davis,  Gen.  Mgr. 

V.  A.  Miller,. T.  G.  Hall  and 

J.  C.  Slegh,  Mine  Foremen. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Acme,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  657.    Buckeye  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam  which  is 
five  feet  six  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 
The  ventilation  produced  by  a  four-foot  Thayer  fan  and  conduced  by  concrete 
stoppings  along  the  main  entries  is  good.    The  roof  is  not  good  which  requires 
very  careful  timbering  to  keep  it  safe.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  This  mine  is  capable  of  producing  400  tons 
per  day. 

Ira  F.  Davis,  Gen.  Mgr. 

Wm.  A.  Otey,  Supt.  John  Eads,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Acme,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  658.    Empire  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
four  feet  ten  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  an  eight  ?foot  Crawford  and  McCrimmon  fan 
and  conducted  by  concrete  and  wood  stoppings  is  good.  The  roof  in  this  mine 
is  good,  except  a  few  places  along  the  main  haulway.    Drainage  is  good  and 
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along  the  haulway  it  is  dry  and  dusty  which  necessitates  watering  to  allay  the 
dust. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    The  mine  is  capable  of  producing  400  tons  per  day. 
Iba  F.  Davis,  Gen.  Mgr. 

Wm.  A.  Otey,  Supt.  Wm.  Battox,  Mine  Foreman. 

CABIN  CEEEE  CONSOLIDATED  COAL  COMPANY. 
Acme,  W.  Va. 
General  Office,  Kayford,  W.  Ta. 
No.  659.    Black  Tulip  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which 
is  five  feet  six  inches  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  five-foot  Thayer  fan  is  good.  The  roof  is 
not  good  and  requires  care  timbering  to  keep  it  safe.  Owing  to  the  dip  of 
the  coal  strata  and  quantity  of  water  liberated  in  the  mine  a  few  of  the  working 
places  are  wet. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  The  mine  is  capable  of  producing  350  tons 
per  day. 

Tea  F.  Davis,  Gen.  Mgr. 

Wm.  A.  Otey,  Supt.  Fraxk  Sherer,  Mine  Foreman. 

CABIN  CBEEK  CONSOLIDATED  COAL  COMPANY. 
Acme,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  660.    Keystone  Mine.    This  minen  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  aperating  the  No.  2  Gas  Seam,  which 
is  from  four  to  five  feet  ten  inches  thick,  on  the  room  and  pillar  system  with 
double  entries. 

The  ventilatio  nproduced  by  a  ten-foot  Crawford  and  McCrimmon  fan  is 
good.  This  is  one  of  the  oldest  mines  in  this  field  and  along  the  haulways  are 
deposits  of  dust  which  accumulated  several  years  ago,  but  in  the  workings 
it  is  moist.    In  some  pars  of  the  mine  the  roof  is  not  good. 

The  coal  is  undercut  by  electric  chain  machines  and  by  hand  with  picks 
and  hauled  with  electric  motors  and  mules.    This  mine  is  capable  of  producing 
350  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

Wm.  A.  Otey,  Supt.  Chap  Cash,  Mine  Foreman. 

CABIN  CBEEK  CONSOLIDATED  COAL  COMPANY. 
Acme,  W.  Va. 
General  Office,  Kayford,  W.  Va. 
No.  661.    Acme  Mine.    This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam,  which  is 
five  feet  thick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  six-foot  Thayer  fan  is  usually  found  good. 
The  roof  is  good  after  a  draw  slate,  which  as  a  rule  comes  down  with  the  coal. 
Drainage  is  good. 
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The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    This  mine  is  capable  of  producing  250  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

Wm.  A.  Otey,  Supt.  John  Dower,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  662.  Shamrock  Mine.  This  mine  is  located  on  he  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
six  feet  thick,  on  the  room  and  pillar  system  with  double  and  triple  entries. 

The  ventilation  produced  by  a  ten-foot  Stine  fan  and  conducted  by  concrete 
stoppings  and  over-casts  is  good.  The  roof  is  good  except  in  a  small  part  of  the 
North  and  Fourth  South  entries.  In  the  South  part  of  the  mine  it  is  very  dry 
and  dusty  which  necessitates  watering  to  allay  the  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  This  mine  is  capable  of  producing  900  tons 
per  day. 

Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  John  Armantrout,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  663.  Raccaan  No.  1  Gas  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam, 
which  is  five  feet  four  inches  thick,  on  the  room  and  pillar  system  with  double 
and  triple  entries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  a  large  quantity  of  water  is  liberated,  which  keeps  some  of  the 
working  places  very  wet.  In  one  side  of  this  mine  the  roof  is  not  good  and  must 
be  kept  well  timbered  to  keep  it  safe.  Very  small  gas  feeders  have  been  found 
in  the  floor  of  this  mine  but  the  ventilation  is  such  that  they  are  kept  harm- 
less. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  hauled  to 
the  tipple  with  electric  motors  and  mules.    The  mine  is  capable  of  producing 
400  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Snpt.  Jas.  A.  Cole,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  663.  Raccoon  No.  2  East  Mine.  This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg 
Seam,  which  is  six  feet  six  inches  thick  over  the  same  tipple  as  Raccoon  No. 
2  West  Mine,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  from  natural  causes  has  been  fairly  good,  but  a 
fan  is  now  on  the  ground  and  will  be  installed  as  soon  as  possible.  Drainage 
is  good.  In  some  parts  of  the  mine  the  roof  is  not  good  but  is  expected  to  get 
much  better  as  the  mine  goes  farther  under  cover. 
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The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    The  mine  is  capable  of  producing  300  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  George  IIogue,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  664.  Raccoon  No.  2  West  Mine.  This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg 
Seam,  which  is  six  feet  six  inches  thick,  on  the  room  and  pillar  system  with 
double  and  triple  entries. 

The  ventilation  produced  by  a  six-foot  Stine  fan  is  good.  In  some  parts  of 
the  mine  the  roof  is  not  good  and  requires  very  careful  timbering  to  keep  it 
safe.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    The  mine  is  capable  of  producing  450  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  J.  W.  Hurt,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  665.  Kayford  No.  1  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam, 
which  is  six  feet  thick,  on  the  room  and  pillar  system  with  double  and  triple 
entries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  and  conducted  by  some 
concrete  stoppings  and  overcasts  in  good.  At  different  times  very  small  gas 
feeders  coming  from  the  floor  have  been  found  in  this  mine  but  the  ventilation 
is  such  as  to  render  them  perfectly  harmless.  The  roof  is  generally  good.  In 
some  parts  of  the  mine  it  is  very  dry  and  dusty  which  necessitates  watering 
to  allay  the  dust. 

The  coal  in  this  mine  is  undercut  with  electric  chain  machines  and  by  hand 
with  picks  and  hauled  to  the  tipple  with  electric  motors  and  mules.    This  mine 
is  capable  of  producing  900  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  Morey  Darby,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  665.  Kayford  No.  2  Mine.  This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  is  now  a  drift  opening  operating  the  No.  2  Gas 
Seam,  which  is  five  feet  four  inches  thick,  on  the  room  and  pillar  system  with 
double  entries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  the  roof  is  not  good  and  requires  careful  timbering  to  keep  it  safe. 
Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
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with  electric  motors  and  mules.  The  mine  is  capable  of  producing  WO  tons 
per  day. 

Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  Morey  Darby  and 

David  Howell,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  666.  Thistle  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch 
of  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  No.  2  Gas  Seam,  which  is 
five  feet  thick,  on  the  room  and  pillar  system  with  double  and  triple  enrries. 

The  ventilation  produced  by  a  ten-foot  Thayer  fan  conducted  by  some  con- 
crete Stoppings  and  over-casts  is  good.  Roof  is  good.  The  mine  is  very  dry 
and  in  some  parts  is  dusty  which  necessitates  watering  to  allay  the  dust. 

The  coal  is  undercut  with  electric  chain  machines  and  by  hand  with  picks 
and  hauled  to  the  tipple  with  electric  motors  and  mules.    The  mine  is  capable 
of  producing  500  tons  per  day. 
Ira  F.  Davis,  Gen.  Mgr. 

H.  L.  Fisher,  Supt.  P.  L.  Rose,  Mine  Foreman. 

CABIN  CREEK  CONSOLIDATED  COAL  COMPANY. 
Kayford,  W.  Va. 

No.  667.  Rose  Mine.  This  mine  is  located  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  Seam,  which  is 
six  feet  four  inches  hick,  on  the  room  and  pillar  system  with  double  entries. 

The  ventilation  produced  by  a  six-foot  Stine  fan  is  good.  The  roof  is  not 
good  and  requires  very  cameful  timbering  to  keep  it  safe.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  with  electric 
motors  and  mules.    The  mine  is  capable  of  producing  700  tons  per  day. 
H.  L.  Fisher,  Supt.  Sam.  G.  Hogue,  Mine  Foreman. 

Ira  F.  Davis,  Gen.  Mgr. 

LOGAN  COUNTY. 

COAL  r ALLEY  MINING  COMPANY. 
Clothier,  W.  Va. 
General  Office,  Athens  Ohio. 
No.  668.    Sylvia  Mine.    This  mine  is  locaed  at  Clothier  on  the  Coal  River 
branch  of  the  C.  &  O.  R.,R.,  and  Spruce  Fork  of  Coal  River,  is  a  drift  opening 
operating  the  No.  2  Gas  Seam,  which  is  fice  feet  thick,  on  the  room  and  pillar 
system  with  double  entries. 

The  ventilation  produced  by  two  five-foot  Stine  fans  is  good.  The  roof  is 
very  bad  and  consists  of  a  very  treacherous  draw  slate.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors.    This  mine  is  capable  of  producing  400  tons  per  day.* 
A.  E.  Moore,  Pres. 

D.  C.  Thomas,  Supt.  Thomas  Parfitt,  Mine  Foreman. 
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COAL  EIVER  COAL  $  COKE  COMPANY. 
Clothier,  W.  Va. 

No.  669.  Dobra  Mine.  This  mine  is  located  on  the  Coal  River  branch  of 
the  C.  &  O.  R.  R.,  and  Spruce  Fork  of  Coal  River;  is  a  drift  opening  operating 
the  No.  2  Gas  Seam,  which  is  five  feet  thick,  on  the  room  and  pillar  system  with 
double  and  triple  entries. 

The  ventilation  produced  by  a  fan  is  good.  The  roof  is  good  after  a  heavy 
draw  slae  comes  down.    Drainage  is  good. 

The  coal  is  undercut  with  electric  chain  machines  and  hauled  to  he  tipple  with 
elechtic  motors.    The  mine  is  capable  of  producing  275  tons  per  day. 
C.  W.  Snyder,  Supt.  i 

G.  W.  Lax,  Supt.  E.  S.  Spencer,  Mine  Foreman. 

SPRUCE  BEND  COAL  COMPANY. 
Bend,  W.  Va. 

No.  670.  No.  1  Mine.  This  mine  is  located  on  he  Spruce  Fork  of  Coal 
River  and  the  Coal  River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  opening 
operating  the  No.  2  Gas  Seam,  which  is  five  feet  thick,  on  the  room  and  pillar 
system  with  double  entries. 

The  ventilation  produced  from  natural  causes  is  good.  Drainage  is  good. 
The  roof  is  good  after  thick  draw  slate  comes  down. 

The  coal  is  undecut  with  electric  chain  machines  and  hauled  to  the  tipple 
with  electric  motors  and  mules.  This  mine  is  capable  of  producing  200  tons 
per  day. 

Samuel  Butler,  Supt.  W.  B.  Parks,  Mine  Foreman. 

MIFFLIN  COAL  COMPANY. 
General  Office,  Clothier,  W.  Va. 
No.  671.  No.  1  Mine. — Drift. — No.  2  Gas  Seam.  This  is  a  new  mine  just 
begun  shipping  coal  in  November,  1911  and  is  located  on  the  Coal  River  ex- 
tension of  the  C.  &  O.  Railway,  about  55  miles  from  St.  Albans.  The  ventilation 
is  produced  by  two  fans,  one  5  feet  and  the  other  #7  feet,  which  gives  good 
results.  The  coal  is  mined  by  electric  machines.  Roof,  timbering  and  drainage 
good. 

R.  B.  Whitman,  Superintendent.  Chas.  Walton,  Mine  Foreman. 

BLACK  HAWK  COAL  COMPANY. 
Big  Creek,  W.  Va. 
Gereral  Office  of  Campany,  Detroit  Mich. 
No.  672.    Black  Hawlc  Mine.    This  is  a  dirft  mine  operating  in  the  No.  2 
Gas  seam  of  coal,  averaging  about  4%  feet  in  thickness  with  a  good  roof. 
Mining  is  done  by  pick  and  the  coal  hauled  by  mules.    The  ventilation,  pro- 
duced by  a  furnace,  is  good.    Doors  and  stoppings  in  good  condition.  Drain- 
age is  good.    Second  opening  meets  lawful  requirements  and  the  mine  iaw  in 
other  respects  is  being  complied  with. 

J.  L.  Dawson,  Supt.  J.  L.  Dawson,  Mne  Foreman. 
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STONE  BBANCH  COAL  CO. 
Post  Office  and  general  office  of  Company,  Stone  Branch,  W.  Va. 
No.  673.  Stone  Branch  Mine.  This  is  a  drift  mine,  located  on  the  Guyan 
River,  operating  the  No.  2  Gas  seam  of  coal  which  averages  about  five  feet  in 
thickness  with  a  roof  a  good  sand  stone.  Sufficient  ventilation  is  produced 
by  a  fan  and  furnace  and  distributed  to  all  parts  of  the  mine.  The  coal  is 
undercut  with  electric  chain  machines  and  hauled  by  mules  and  electric  motors. 
Doors  and  stoppings  are  in  good  condition.  Drainage  is  good.  Some  parts 
of  the  mine  are  dry  and  must  be  kept  damp  by  artificial  means.  Explosive 
gas  is  not  generated.  Second  openings  meet  lawful  reguirements  and  in  other 
respects  the  mine  law  in  complied  with. 

C.  W.  Jones,  Gen  Mgr.  W.  G.  Hunter,  C.  Mine  Foreman. 

GUY  A  NDOTTE  COAL  CO. 
Kitchen,  W.  Va 
General  Office  of  Company,  Branchfield,  W.  Va. 
No.  674.    Guyandottc  Mine.    This  is  a  drift  mine,  located  on  the  Gunay 
River,  operating  the  No.  2  Gas  seam  of  coal  which  averages  four  feet  in  thick- 
ness with  a  good  sand  stone  roof.    Ventilation,  produced  by  a  furnace,  has  not 
at  all  times,  been  found  satisfactory.    Doors  and  stoppings  are  in  good  con- 
dition.   Drainage  is  good  and  the  mine  generally  damp  throughout.    The  coal 
is  undercut   with  compressed  air  punching  machines  and  hauled  by  mules. 
Explosive  gas  is  not  found  in  the  mine.    The  second  opening  meets  lawful 
requirements  and  everything  necessary  to  comply  with  the  mine  law  is  kept  on 
hand. 

Jas.  R.  Branch,  Pres.  &  Gen.  Mgr.         W.  J.  Smith,  Supt.  &  Mine  Foreman. 

E.  E.  JOHNSON  COAL  MINING  CO. 
P.  O.  and  general  office  of  Company,  Hughey,  W.  Va. 
No.  675.  No.  1  Mine.  This  is  a  drift  mine,  located  near  Logan,  operating 
the  Powelton  seam  of  coal  which  averages  at  this  place  about  three  feet  and 
ten  inches,  with  a  good  roof.  The  ventilation,  produced  by  a  10  foot  fan  is 
very  good.  Doors  and  stoppings  are  in  good  condition.  Drainage  is  good  and 
the  mine  in  a  general  damp  condition.  No  explosive  gas  is  liberated.  The 
coal  is  undercut  with  electric  chain  machine  and  hauled  with  electhic  motors 
The  second  opening  is  in  lawful  condition  and  everything  necessary  to  com- 
ply with  the  mine  law  is  kept  on  hand. 

J.  H.  Sluss,  Pres.  &  Gen  Mgr.  Jno.  Early,  Mine  Foreman. 

E.  B.  JOHNSON  COAL  MINING  CO. 
P.  O.  and  general  office  of  Company,  Hughey,  W.  Va. 
No.  675.    No.  2  Mine.    This  is  a  dirft  mine,  located  near  Logan,  operat- 
ing what  is  supposed  to  be  the  No.  2  Gas  seam  wihich  averages  in  this  mine 
about  four  feet,  with  a  fairly  good  foor.    Good  ventilation  is  furnished  to  all 
working  places  with  a  seven  foor  fan.    Doors  and  stoppings  are  in  good  con- 
dition.   Drainage  is  good  and  the  mine  in  a  generally  damp  condiion.  Ex- 
plosive gas  is  not  liberated.    The  coal  is  undercut  with  electric  chain  chachines 
and  hauled  by  electric  motors.    The  second  opening  meets  lawful  requirements 
and  every  thing  is  kept  on  hand  at  the  mine  to  comply  with  the  law. 
J.  H.  Sluss,  Pres.  &  Gen  Mgr.  Jno.  Early,  Mine  Foreman. 
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DRAPER  COAL  &  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Logan,  W.  Va. 

No.  676.  Draper  Mine.  This  is  a  drift  mine,  located  at  Logan,  operating 
the  Powelton  seam  of  coal  which  averages  four  feet  in  thickness  with  a  fairly 
good  roof.  Sufficient  ventilation  is  produced  by  a  12  foot  fan,  but  on  my  last 
inspection  it  was  not  properly  distributed  to  all  parts  of  the  mine.  Doors  and 
stoppings  were  not  found  in  satisfactory  condition.  Drainage  is  good  and 
some  sections  of  he  mine  during  the  winter  months  must  be  kept  damp  by 
artificial  means.  The  coal  is  undercut  with  electric  chain  machines  and  hauled 
by  mules  and  electric  motors.  Explosive  gas  is  not  liberated.  The  second 
opening  meets  lawful  requirements  and  everything  necessary  to  comply  with 
the  mine  law  is  kept  on  hand. 

The  present  management  is: 
S.  A.  Draper,  Gen.  Mgr.  E.  M.  Stevens,  C.  Mine  Foreman. 

H.  T.  WILSON  COAL  CO. 
Logan,  W.  Va. 
General  Office  of  Company,  Detroit  Mich. 
No.  677.    Wilson  Mine.    This  is  a  drift  mine,  located  at  Logan,  operating 
the  Powellton  seam  of  coal  which  is  about  4  feet  in  average  thickness  with  a 
sandy  slate  foor  that  requires  careful  timbering.     Good  ventilation  is  pro- 
duced by  a  10  foot  disc  fan.    Doors  and  stoppings  are  in  good  condition.  The 
mine  is  dry  throughout  and  has  to  be  dampened  by  artificial  means  during  the 
winter  months.    Explosive  gas  is  not  generated.    The  coal  is  undercut  with 
electric  chain  machines  and  hauled  by  mules  and  electric  motors.    The  second 
openings  meet  the  lawful  requirements  and  everything  necessary  to  comply  with 
the  mine  law  is  kept  on  hand  at  the  mine. 
H.  T.  Wilson,  Gen.  Mgr. 
J.  G.  Bolton.  Supt*&  Mine  Foreman. 

FORT  BRANCH  COAL  CO. 
Fort  Branch,  W.  Va. 
General  Office  of  Company,  Richmond,  Va. 
No.  678.    Fort  Branch  Mine.    This  is  a  drift  mine,  located  on  Dingess 
Run,  three  miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  is 
5  feet  in  thickness  with  a  good  sandstone  roof.    Ventilation,  produced  by  an  8 
foot  fan,  is  good.    Doors  and  stoppings  are  in  good  condition.    Drainage  is 
good  and  the  mine  is  damp  throughout.    No  explosive  gas  is  liberated.  The 
coal  is  undercut  with  compressed  air  punching  machines  and  hauled  by  mules 
and  a  gasoline  mine  motor.    This  gasoline  motor  works  in  a  return  air  corrent 
that  is  not  afterwards  passed  to  any  of  the  working  places    The  fumes  given 
off  from  it  while  running  are  barely  perceptile  in  a'  current  of  air  over  5000 
cubic  feet  per  minute    The  second  opening  meets  lawful  requirements  and 
everything  necessary  to  comply  with  the  mine  law  is  kept  on  hand  at  the  mine. 
Geo.  M.  Reid,  Gen.  Mgr.  James  Somers,  Supt. 

Robt.  Gee,  Mine  Foreman. 
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PRICE  COAL  CO. 
Ethel,  W.  Va. 

No.  679.  Wanda  Mine.  This  is  a  drift  mine,  located  five  miles  above 
Logan  on  Dingess  Run,  operating  the  No.  2  Gas  seam  of  coal  which  is  five  feet 
in  thickness  with  a  good  sandstone  roof.  Ventilation,  produced  by  an '8  foot 
fan,  is  good.  Doors  and  stoppings  are  in  good  condition.  The  mine  is  dry 
and  some  sections  require  watering  during  the  cold  season  of  the  year  to  keep 
it.  damp.  No  explosive  gas  is  liberated.  The  coal  is  undercut  with  compressed 
air  punching  machines  and  hauled  by  mules.  The  second  opening  meets  law- 
ful requirements  and  everything  necessary  to  comply  with  the  mine  law  is 
kept  on  hand  :tt  flic  mine. 

J.  J.  Ross,  Vice-Pres.  C.  D.  Hylton,  Mine  Foreman. 

B.  L.  Flynn,  Gen.  Supt. 

BEX  COAL  &  COKE  CO. 
I\  O.  and  General  Office  of  Company,  Ethel,  W.  Va. 
No.  680.  Rex  Mine.  This  is  a  drill  mine,  located  on  Dingees  Run,  five 
miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  averaging  five  feet 
in  thickness  with  good  sandstone  roof.  Ventilation,  produced  by  an  8  foot 
fan,  is  well  distributed  to  all  parts  of  the  mine.  Doors  and  stoppings  are  in 
good  condition.  Drainage  is  good  and  except  for  a  few  small  sections  the 
mine  is  generally  damp.  Explosive  gas  is  not  liberated.  The  coal  is  undercut 
with  compressed  air  punching  machines  and  hauled  by  mules  and  electric  motor. 
The  second  opening  meets  lawful  requirements  and  everything  necessary  to 
comply  with  the  mine  law  is  kept  on  hand  at  the  mine. 

T.  O.  Deaumer,  Gen.  Mgr.  G.  H.  Bolen,  Mine  Fare/man. 

LOGAN  COAL  CO. 
Ethel,  W.  Va. 
General  Office  of  Company,  Ethel,  W.  Va. 
No.  681.    Logan  Mine.    This  is  drift  mine,  located  on  Dingess  Run,  five 
miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal,  averaging  five  feet 
in  thickness  with  a  good  sandstone  roof.    Ventilation  produced  by  an  8  foot 
fan,  is  good.    Doors  and  stoppings  are  in  good  condition.    Drainage  is  good 
and  the  mine  generally  damp.    Explosive  gas  is  not  liberated.    The  coal  is 
undercut  with  compressed  air  punching  machines  and  hauled  by  mules.  The 
secand  opening  meets  lawful  requirements  and  everything  necessary  to  com- 
ply with  the  mine  law  is  kept  on  hand  at  the  mine. 

R.  E.  Chatfield,  Supt.  W.  W.  Bradley,  Mine  Foreman. 

MANITOBA  COAL  CO. 
Ethel.  W.  Va. 
General  Office  of  Company,  Fairmont,  W.  Va. 
No.  682.      Manitoba  Mine.    This  is  a  drift  mine,  located  on  Dingess  Run, 
five  miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  averages 
five  feet  in  thickness  with  a  good  roof.    Good  ventilation  for  all  parts  of  the 
mine  is  produced  by  a  fan.    Doors  and  stoppings  are  of  a  temporary  character, 
but,  it  is  the  intention  of  the  company  to  put  in  permanent  ones.  Drainage 
is  good  and  the  mine  has  been  found  damp.    No  explosive  gas  is  liberated. 
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The  mine  is  being  developed  on  a  four  main  entry  system.  The  coal  is  under- 
cut with  electric  chain  machines  and  hauled  by  mules  and  electric  motors. 
The  second  opening  meets  lawful  requirements  and  everything  necessary  to 
comply  with  the  mine  law  is  kept  on  hand  at  the  mine. 

J.  J.  Boss,  Vice  Pres.  O.  I.  Jenkins,  Mine  Foreman. 

B.  L.  Flynn,  Supt. 

ETHEL  COAL  CO. 
Ethel,  W.  Va. 
General  Office  of  Company,  Ethel,  W.  Va. 
No.  683.    No.  1  Mine. — This  is  a  drift  mine,  located  on  Dingess  Run,  six 
miles  above  Logan,  operating  the  No.  2"  Gas  seam  of  coal  which  averages  about 
five  feet  in  thickness  with  a  good  sand  stone  roof.    The  ventilation,  produced 
by  a  ten  foot  fan,  is  properly  split  and  distributed  to  all  parts  of  the  mine. 
Doors  and  stoppings  all  in  good  condition.    Drainage  is  good  and  the  mine  is 
damp  throughout.    No  explosive  gas  has  been  detected  in  the  mine.    The  coal 
is  undercut  with  compressed  air  punching  machines  and  hauled  by  mules  and 
a   steam  locomotive.     The   second  opening  meets  lawful  requirements  and 
everything  necessary  to  comply  with  the  mine  law  is  kept  on  hand  at  the  mine. 
L.  Epperly,  Gen.  Mgr.  and  Sii2)t.  I.  O.  Cooper.  C.  Mine  Foreman. 

ETHEL  COAL  CO. 
Ethel,  W.  Va. 
General  Office  of  Company,  Ethel,  W.  Va. 
No.  683.    No.  2  Mine. — This  is  a  drift  mine,  located  on  Dingess  Kim,  six 
miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  averages  at 
this  place  about  six  feet  in  thickness  with  a  good  sandstone  roof.  Ventila- 
tion, produced  by  an  eight  foot  fan,  is  well  distributed  throughout  the  mire 
by  means  of  good  doors  and  stoppings.    Drainage  is  good  and  the  mine  is 
damp  throughout.    A  very  small  amount  of  explosive  gas  has  been  found  gen- 
erated.    The  coal  is  undercut  with  electric  chain  machines  and  hauled  by 
mules  and  a  steam  locomotive.     The  locomotive  operates  between  the  drift 
mouth  and  tipple.    The  second  opening  meets  lawful  requirements  and  the 
necessary  things  are  kept  on  hand  at  the  mine  to  comply  with  the  mine  law. 
L.  Epperly,  Mgr.  and  Supt.  I.  O.  Cooper,  C.  Mine  Foreman. 

MONITOR  COAL  $  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Logan,  W.  Va. 
No.  684.  Monitor  Mine. — This  is  a  drift  mine,  located  on  Island  Creek, 
one  mile  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  has  in  this 
mine  a  thickness  of  six  and  one  half  feet  with  a  very  good  sandstone  roof. 
Ventilation,  produced  by  a  ten  foot  fan,  is  well  split  and  distributed  to  every 
part  of  the  mine.  Good  permanent  stoppings  are  constructed  throughout  the 
mine.  Doors  are  in  good  condition.  Drainage  is  good.  Effective  wetting  of 
the  mine  during  the  cold  season  of  the  year  is  done  by  heating  the  intake  air 
and  exhausting  steam  into  it.  The  haulways  and  airways  of  the  mire  are  kept 
so  clean  of  refuse  and  dust  that  it  makes  the  wetting  of  the  mine  a  very  easy 
matter.    The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mule 
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and  motors.    This  is  a  well  planned  and  operated  mine,  complying  with  the 

law  in  every  way. 

J.  E.  Barlow,  Gen.  Mar.  R.  B.  Barlow,  Mine  Foreman. 

MONITOR  COAL  $  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Logan,  W.  Va. 
No.  684.    Beechivood  Mine. — This  is  a  drift  mine,  located  on  main  Island 
Creek,  two  miles  above  Logan,  operating  the  No.  2  Gas  Seam  of  coal  which 
averages  six  feet  and  six  inches  with  a  good  sandstone  roof.    Ventilation,  pro- 
duced by  an  eight  foot  f-ui,  is  well  distributed  to  all  parts  of  the  mine.  Doors 
and  stoppings  a  .   in  very  good  condition.    The  mine  is  naturally  dry,  but, 
the  dust  is  kept    ell  dampened  by  means  of  steam  during  the  cold  season  of  the 
year.     No  explosive  gas  is  liberated.     The  coal   is  undercut  with  electric 
machines  and  hauled  by  mules  and  electric  motors.    All  refuse  and  fine  coal  is 
loaded  out  of  the  entries  and  airways  of  the  mine.    The  second  opening  meets 
lawful  requirements  and  the  mine  law  complied  with  in  every  respect. 
J.  E.  Barlow,  Gen.  Mgr.  E.  F.  McAlister,  Mine  Foreman. 

YUMA  COAL  &  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Logan,  W.  Va. 
No.  685.  Yuma  Mime. — This  is  a  drift  mine,  located  on  Main  Island  Creek 
two  miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  averages 
six  and  one  half  feet  with  a  good  sandstone  roof.  Ventilation,  produced  by 
an  eight  foot  fan,  is  well  split  and  distribued  throughout  the  mine.  Doors 
and  stoppings  are  in  good  condition.  The  mine  is  naturally  dry  and  must  be 
kept  damp  during  the  cold  season  by  artificial  means.  No  explosive  gas  is 
libeated.  The  coal  is  undercut  with  electric  chain  machines  and  hauled  by 
electric  motors,  no  mules  are  used  inside  of  the  mine.  All  entries  and  airways 
aro  kept  in  a  very  clean  condition.  The  second  opening  meets  lawful  require- 
ments and  everything  necessary  to  comply  with  the  mine  law  is  kept  on  hand  at 
the  mine. 

C.  K.  Robertson,  Gen.  Mgr.  W.  L.  Stephens,  Mine  Foreman. 

GAY  COAL  &  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Logan,  W.  Va. 
No  686.    Gay  Mine. — This  is  a  drift  mine,  located  near  Logan  on  Island 
Creek,  operating  the  No.  2  Gas  seam  of  coal  which  averages  five  feet  and  six 
inches  with  a  good  sandstone  roof.    Ventilation,  produced  by  a  fan,  well  dis- 
tributed throughout  the  mine,  brattice  cloth  being  used  to  conduct  it  to  the 
face  of  the  advanced  workings.    Doors  and  stoppings  are  in  good  condition. 
Drainage  is  good  and  the  mine  is  naturally  damp  throughout.    No  explosive 
gas  is  liberated.    The  coal  is  undercut  with  electric  chain  machines  and  hauled 
by  mules  to  an  outside  track  from  where  it  is  hauled  by  a  steam  locomotive 
to  the  tipple.    The  second  opening  meets  lawful  requirements  and  everything 
necessary  to  comply  with  the  mine  law  is  kept  on  hand. 
H.  S.  Gay,  Gen.  Mgr.  Fred  Kellerman,  Mine  Foreman. 
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SHAMROCK  COAL  CO. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  687.    Litz  Mine. — This  is  a  drift  mine,  located  on  Island  Greek,  two 
miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  averages  six 
feet  in  thickness  with  a  good  sandstone  roof.    Ventilation,  produced  by  a  fan, 
is  very  good.    Doors  and  stoppings  are  in  good  condition.    Drainage  is  good 
and  the  mine  has  always  been  found  in  a  damp  condition.    Explosive  gas  is 
not  liberated.    The  coal  is  undercut  with  electric  chain  machines  and  hauled 
by  mules.    The  second   opening  meets  lawful  requirement  and  everything 
necessary  to  comply  with  the  mine  law  is  kept  on  hand  at  the  mine. 
A.  Z  Litz,  Gem..  Mgr.  Eli  Roberts,  Mine  Foreman. 

C.  W.  Jones,  C.  Supt. 

CORA  COAL  &  COKE  CO. 
P.  O.  and  General  Office  of  Company,  Cora,  W.  Va. 
No.  688.    Cora  Mine. — This  is  a  drift  mine,  located  on  Island  Creek,  two 
miles  above  Logan,  operating  the  No.  2  Gas  seam  of  coal  which  averages  six 
feet  in  thickness  with  a  good  sandstone  roof.    Ventilation,  produced  by  a  fan, 
is  well  split  and  distributed  throughout  the  mine.    Doors  and  stoppings  are 
in  good  condition.    Drainage  is  good  and  the  mine  has  always  been  found  in 
a  damp  condition.    The  coal  is  undercut  with  electric  chain  machines  and 
hauled  by  electric  motors,  no  mules  are  used  in  the  mine.    Explosive  gas  is  not 
liberated.    The  second  opening  meets  lawful  requirements  and  everything  neces- 
sary to  comply  with  the  mine  lawT  is  kept  on  hand  at  the  mine. 
C.  W.  Jones,  C.  Gen.  Mgr.  F.  S.  Richards.  Mine  Foreman. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  689.    Islamd  Creek  No.  1  Mine. — This  is  a  drift  mine,  located  at 
Holden,  operating  the  No.  2  Gas  seam  of  coal  which  averages  six  feet  and  six 
inches,  with  a  good  sandstone  roof.    The  developments  are  on  the  four  entry 
system.    Ventilation,  produced  by  a  13  1-2  x  7  foot  fan,  is  well  distributed 
through  10  separate  splits  in  the 'mine.    Doors  and  stoppings  are  in  good  con- 
dition.   Drainage  is  good  and  every  care  is  taken  to  keep  the  mine  in  a  thor- 
oughly damp  condition.    A  very  small  quantity  of  explosive  gas  has  been  found 
being  liberated.    The  coal  is  undercut  with  electric  chain  machines  and  hauled 
by  mules  and  electric  motors.    The  second  opening  meets  lawful  requirements, 
and  the  mine  law  in  other  respects  is  being  complied  with. 
Paul  Hardy,  Gen.  Supt.  J.  W.  Snyder,  C.  Mine  Foreman. 

W.  P.  Lear.  Supt. 
F.  A.  Sharp,  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden.  W.  Va. 
No.  690.  Inland  Creel-  No.  2  Mine. — This  is  a  drift  mine  located  at  Holden 
operating  the  No.  2  Gas  seam  of  coal  on  a  four  entry  system.  The  average 
thickness  of  the  seam  is  six  feet  six  inches  with  a  good  sandstone  roof.  The 
ventilation,  produced  by  a  13  1-2  x  7  centrifugal  fan.  is  well  distributed  over 
twelve  separate  splits.    Doors  and  stoppings  are  in  good  condition.  Drainage 
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is  good  and  the  mine  has  always  been  kept  in  a  damp  condition.  Hygrometric 
reading  are  frequently  taken  in  all  the  mines  of  this  company  to  determine  the 
relative  humidity  of  the  atmosphere  of  the  mine.  Air  analyses  are  also 
taken  to  determine  the  quality  of  the  air  in  the  mines.  No  explosive  gas  is 
liberated  in  the  mine.  The  second  opening  meets  lawful  requirements  and  the 
mine  law  in  other  respects  is  being  complied  with. 

Paul  Hardy,  Gen,  Mgr.  W.  A.  Jones,  Mine  Foreman. 

W.  P.  Lear,  Supt. 

F.  A.  Shari\  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  691.  Island  Creek  No.  3  Mine. — This  is  a  drift  mine,  located  on  Whit- 
man 's  Creek  near  Holden,  operating  the  No.  2  Gas  seam  of  coal  which  aver- 
ages six  feet  and  six  inches  with  a  good  sandstone  roof.  Ventilation,  pro- 
duced by  a  10  foot  fan,  is  well  split  and  distributed  to  all  parts  of  the  mine. 
Doors  and  stoppings  are  in  very  good  condition.  The  coal  is  undercut 
with  electric  chain  machines  and  hauled  by  mules  and  electric  motors.  Haul- 
wayfl  and  entries  are  kept  in  a,  clean  condition.  The  second  opening  meets  law- 
ful requirements  and  in  other  respects  the  mine  law  is  being  complied  with. 
Paul  Hardy.  Gen.  Mgr.  Joe  Snodgrass.  Mine  Foreman. 

W.  P.  Lear.  Supt. 
F.  A.  Sharp.  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  692.    It-land  Creek  No.  4  Mine. — This  is  a  drift  mine,  located  on  Whit- 
man 's  Creek,  near  Holden,  operating  the  No.  2  Gas  seam  of  coal  which  averages 
six  feet  and  six  inches  with  a  good  sandstone  roof.    Ventilation,  produced  by 
a  ten  foot  fan,  is  well  split  and  distributed  to  all  parts  of  the  mine.  Doors 
and  stoppings  are  in  good  condition.    Drainage  is  good  and  the  mine  in  a 
generally  damp  condition.    A  small  amount  of  explosive  gas  has  been  found 
generated  at  some  times.    The  coal  is  undercut  with  a  electric  chain  machine 
and  hauled  by  mules  and  electric  motors.    The  second  opening  meets  lawful 
reauirements  and  the  mine  law  in  other  respects  is  being  complied  with. 
Paul  Hardy,  Gen.  Mgr.  J.  F.  White.  Mine  Foreman. 

W.  P.  Lear.  Supt. 
P.  A.  Sharp.  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  693.  Inland  Creek  No.  5  &  6  Mine. — This  is  a  drift  mine,  located  at 
Holden,  operating  the  No.  2  Gas  seam  of  coal  which  averages  six  feet  and  six 
inches  in  thickness  with  a  good  sandstone  roof.  Ventilation,  produced  by  a 
10  foot  fan,  is  well  split  and  distributed  throughout  the  mine.  Doors  and 
stoppings  are  in  good  condition.  Drainage  is  good  and  the  mine  has  always 
been  found  in  a  generally  damp  condition.  Explosive  gas  is  not  liberated. 
The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mules  and 
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electric  motors.  The  second  opening  meets  lawful  requirements  and  the  mine 
law  in  other  respects  is  being  complied  with. 

Paul  Hardy,  Gen.  Mgr.  J.  W.  Hair,  Mine  Foreman. 

W.  P.  Lear,  Supt. 

F.  A.  Sharp.  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  694.  Island  Creek  No.  7  Mine. — This  is  a  slope  mine,  located  at 
Holden,  operating  the  Gas  seam  of  coal  which  averages  seven  feet  in  thick- 
ness with  a  good  sandstone  roof.  The  development  is  on  a  four  entry  system. 
This  is  a  new  mine  and  the  coal  will  be  handled  over  a  steel  tiple  with  a  capac- 
ity of  5000  tons  per  day.  From  the  way  it  is  equipped  and  the  method  of  work 
adopted,  it  is  intended  that  it  shall  be  one  of  the  largest  producing  mines 
in  the  state.  Doors  and  stoppings  are  in  good  condition.  Drainage  is  good. 
The  second  opening  meets  lawful  requirements  and  the  mine  law  in  other  re- 
pects  is  being  complied  with. 

Paul  Hardy.  Gen.  Mgr.  G.  L.  Davis.  Mine  Foreman. 

F.  A.  Sharp,  Asst.  Supt. 
W.  P.  Lear,  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  695.  Island  Creek  No.  8  Mine. — This  is  a  slope  mine,  located  at  Hol- 
den, operating  the  No.  2  Gas  seam  of  coal  which  averages  seven  feet  in  thick- 
ness with  a  good  sandstone  roof.  The  developments  are  o  nthe  four  entry 
system  and  the  coal  will  be  handled  over  a  steel  tipple  with  a  capacity  of  5000 
tons  of  coal  per  day.  This  is  a  new  mine  and  from  the  way  it  is  being  equipped 
and  developed,  it  promises  to  be  one  of  the  largest  producers  in  the  state. 
Doors  and  stoppings  are  in  good  condition.  Drainage  is  good.  The  second 
opening  meets  lawful  requirements  and  the  mine  law  in  other  respects  is  being 
complied  with. 

Paul  Hardy.  Gen.  Mgr.  W.  G.  Whitman.  Mine  Foreman. 

W.  P.  Lear.  Supt. 

F.  A.  Sharp.  Asst.  Supt. 

UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Holden,  W.  Va. 
No.  696.  Island  Creek  No.  9  Mine. — This  is  a  drift  mine  located  at  Hol- 
den, operating  the  Powellton  seam  of  coal  which  averages  four  feet  in  thick- 
ness with  a  fairly  good  slate  roof.  Doors  and  stoppings  are  in  good  condition. 
Drainage  is  good  and  the  mine  generally  damp  throughout.  No  explosive  gas 
is  liberated.  The  coal-  is  undercut  with  electric  chain  machines  and  hauled  by 
electric  motors.  The  second  opening  meets  lawful  requirements  and  the  mire 
law  in  other  respects  is  being  complied  with. 

Paul  Hardy,  Gen.  Mgr.  Geo.  Thompson.  Mine  Foreman. 

W.  P.  Lear,  Supt. 

F.  A.  Sharp.  Asst.  Supt. 
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UNITED  STATES  COAL  &  OIL  CO. 
P.  O.  and  General  Office  of  Company,  Hoi  den,  W.  Va. 
No.  696.    Island  Creek  No.  10  Mine. — This  is  a  drift  mine,  located  at 
Holden,  operating  the  No.  2  Gas  seam  of  coal  which  averages  six  feet  six  inches 
in  thickness  with  a  good  sandstone  roof.    Ventilation,  produced  by  a  fan,  is 
well  distributed  to  all  parts  of  the  mine.    Doors  and  stoppings  are  in  good 
condition.    Drainage  is  good  and  the  mine  is  generally  damp  throughout.  No 
explosive  gas  is  liberated.   The  coal  is  undercut  with  electric  chain  machines  and 
hauled  by  mules  and  electric  motors.    The  second  opening  meets  lawful  require- 
ments and  the  mine  law  in  other  respects  is  being  complied  with. 
Paul  Hardy.  Gen.  Mgr.  Geo.  Thompson,  Mine  Foreman, 

W.  P.  Lear,  Supt. 
F.  A.  Sharp,  Asst.  Supt. 

MAN  BAH  COAL  COMPANY. 
General  Office,  Manbar,  W.  Va. 
No.  697.  Manbar. — Drift. — Eagle  Seam. — This  mine  is  located  on  the 
Guyan  Valley  Branch  of  the  C.  &  O.  Railway,  in  Logan  county.  Ventilation 
is  produced  by  a  furnace  and  gives  fairly  good  results.  Roof,  timbering  and 
drainage  are  good  and  the  coal  is  undercut  by  mining  machines.  This  is  also 
a  new  operation  and  ."just  begun  shipments  in  March,  1911. 

The  mine  laws  are  fully  complied  with. 
P.  J.  Riley,  Superintendent.  M.  J.  Riley,  Mine  Foreman. 

FEENDALE  COAL  COMPANY. 

General  Office,  Fairmont,  W.  Va. 
No.  698.  Failing  Mine. — Drift. — Eagle  Seam. — This  mine  is  located  near 
Ethel,  W.  Va.,  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  Railway  above 
logan.  The  ventilation  is  produced  by  one  6  foot  Disc  fan  which  gives  good 
results.  The  coal  is  mined  by  electric  machines.  Roof,  timbering  and  drain- 
age good  and  the  mine  laws  are  fully  complied  with.  This  is  also  a  new  mine 
that  just  begun  operating  in  the  year  1911. 

A.  N.  Jenkins.  Superint e^ndent .  G.  E.  Sanford,  Mine  Foreman. 

KOHINOOE  COAL  &  COKE  COMPANY. 
General  Office,  Craneco,  W.  Va. 
No.  699.  Big  Veim. — Drift. — No.  2  Ga\s  Seam. — This  mine  is  located  on  the 
Guyan  Valley  Branch  of  the  C.  &  O.  Railway  and  just  begun  operation  in 
October,  1911.  It  is  ventilated  by  a  7  foot  Disc  fan  which  gives  good  results. 
Roof,  timbering  and  drainage  good.  The  mine  laws  are  fully  complied  with. 
T.  J.  Davis,  Superintendent.  Thomas  Evans,  Mine  Foreman. 

AEACOMA  COAL  COMPANY. 
Mine  Office,  Logan,  W.  Ara. 
General  Office..  Charleston,  W.  Va. 
No.  699-A.    Mine  Nos.  1  &  2. — Drift.- — Island  Creek  Seam. — This  mine  is 
located  near  the  town  of  Logan,  W.  Va.,  and  is  on  the  Guyan  Valley  branch 
of  the  C.  &  O.  Railway.    It  is  ventilated  by  two  7  foot  Disc  fans,  which  give 
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good  results.  The  coal  is  mined  by  electric  machines.  Roof,  timbering  and 
drainage  good.    The  mine  laws  are  fully  complied  with. 

This  is  a  new  mine  and  just  begun  operation  in  November,  1911,  and  they 
have  spent  considerable  money  in  equipping  it  in  a  modern  up-to-date  manner. 
It  will  be  one  of  the  best  producers  in  this  district. 

A.  J.  King,  Supt.  &  Gen.  Mgr.  M.  MoParland,  Mine  Foreman. 

F.  E.  King,  Supt. 

MCGBEGOB  COAL  COMPANY. 

Mine  Office,  Yolyn,  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  699-B.    McGregor  Nos.  1,  2,  3  &  4.— Drifts.— Thaclcer  Seam.— These 
mines  are  located  on  the  Rum  Creek  extension  of  the  Guyan  Valley  branch  of 
the  C.  &  O.  Railway,  in  Logan  county.    These  are  new  mines  and  at  the  close 
of  the  present  fiscal  year  they  have  not  yet  begun  shipping  coal,  but  expect  to 
do  so  by  the  first  of  October.    They  are  just  opening  up  and  arrangements  are 
being  made  to  install  two  up-to-date  fans,  which,  according  to  plans,  will  venti- 
late the  mines  in  a  first  class  manner.    The  roof,  timbering  and  drainage,  so 
far  as  they  have  gone  in,  are  good.    The  mine  laws  are  fully  observed. 
John  Laing,  Pres.  &  Gen.  Mgr.  A.  Boyd,  Supt. 

Charleston.  W.  Va.  Yolyn,  W.  Va. 

G.  L.  Bailey,  Supt.  &  Mine  Foreman. 

Yolyn,  W.  Va. 
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SEVENTH  DISTRICT. 


GENERAL  SUMMARY  FOR  THE  SEVENTH  MINING  DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TIL  1912. 


EMPLOYEES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

COUNTY. 

No.  of  Openings. 

No.  of  Persons  Killed. 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals.  J 

Laborers. 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,000  lbs. 

Fayette  

(Part) 
Kanawha.. . 

27 
27 

6 

5 

810 
255 

369 
616 

81 
128 

426 
318 

1,786 
1,317 

369 
240 

21 

390 
240 

2,176 
1,557 

1,392,108 
840,637 

14,226 

(Part) 

Totals.... 

54 

11 

1,065 

985 

209 

744 

3,103 

609  21 

630 

3,733 

2,232,745 

14,226 

Department  of  Mines,  State  of  West  Virginia, 

Charleston,  W.  Va.,  October  5,  1912. 

Hon.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  West  Virginia. 

Dear  Sir: — I  herewith  respectfully  submit  to  you  my  Annual  Report  as  In- 
spector of  the  Seventh  District,  for  the  year  ending  June  30,  1912. 

The  output  of  the  mines  in  the  Seventh  District  for  the  fiscal  year  ending 
June  30,  1912,  has  been  materially  reduced  on  account  of  strikes,  caused  from 
labor  troubles.  Practically  all  of  the  mines  on  the  Paint  Creek  Branch  came 
out  on  strike  on  April  1,  and  are  still  on  strike  at  this  time.  Previous  to  April 
1st  the  mines  operated  by  the  Paint  Creek  Collieries  Company  had  not  averaged 
running  over  one  and  a  half  days  per  week,  per  mine,  for  six  months,  whii  h 
was  caused  by  the  company  being  unable  to  produce  coal  at  the  price  offer*  i 
for  it  on  the  market. 

During  the  year  I  have  made  168  inspections,  and  7  visits;  many  of  thoiL ; 
inspections  were  made  in  other  districts,  than  my  own,  and  requiring  several 
days,  in  many  cases,  to  make  them.  I  also  assisted  in  the  Bottom  Creek  and 
Jed  mine  explosions,  besides  assisting  in  the  fighting  of  two  mine  fires,  one  at 
which  was  in  the  Fifth  District  and  the  other  in  the  Sixth  District,  both  or 
which  were  successfully  extinguished  without  loss  of  life. 

I  am  pleased  to  report  the  general  conditions  of  the  mines  in  the  Seventh 
District  very  favorable  to  general  safety.  A  number  of  the  operators  during 
the  year  have,  at  my  request,  installed  permanent  means  of  taking  care  of  tht 
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coal  dust;  some  have  installed  boilers  near  the  drift  mouth,  for  the  purpose  oi 
generating  steam  to  turn  into  the  air-course,  others  have  fixed  pipe  Linefl  through 
the  mine,  and  the  general  feeling  of  the  operators  is  to  do  anything  in  reason, 
to  keep  their  mines  safe,  realizing  that  the  safest  way  is  the  cheapest  u:.; 
operate  them. 

In  the  Seventh  District,  which  is  composed  of  69  mines,  located  in  the 
counties  of  Clay,  Nicholas,  Fayette  and  Kanawha,  during  the  year,  there  has 
been  ten  fatal  and  seventeen  non-fatal  accidents,  most  of  which  have  been 
caused  from  falls  of  roof.  A  great  many  accidents  in  our  State  could  be 
avoided,  if  the  miner,  himself,  would  use  more  caution  in  the  setting  of  timber, 
spragging  of  coal,  taking  down  loose  slate,  etc.  Another  thing  necessary  for 
the  reduction  of  mine  accidents,  in  my  opinion,  is  to  educate  the  miner  thor- 
oughly in  the  many  dangers  of  coal  mining.  A  great  deal  has  been  said  toward 
the  enforcing  of  more  rigid  discipline  in  coal  mines,  as  a  preventative  for  mine 
accidents,  and  in  my  opinion  discipline  is  an  absolute  necessity,  but  I  think  it 
is  just  as  necessary  that  education  precede  discipline.  In  other  words,  it  is 
hard  to  discipline  an  ignorant  person,  and  before  mine  accidents  can  be  cut 
down  to  a  minimum,  it  will  be  necessary  to  educate  the  mine  workers  (practical- 
ly) in  the  many  dangers  lurking  in  a  coal  mine.  If  this  is  done  and  every 
mine  worker  takes  the  necessary  precaution  to  keep  himself  safe,  knowing  that 
loose  slate  will  fall  and  kill  him,  and  that  loose  coal  will  do  likewise,  as  well 
as  obeying  the  orders  of  their  superiors,  as  to  tampering  with  locked  safety 
lamps,  going  into  abandoned  workings,  riding  haulage  trips,  handling  ex- 
plosives, closing  trap  doors,  tampering  with  machinery,  etc.,  just  then,  many  of 
the  accidents  that  now  happen,  will  cease. 

Another  forward  step  has  been  taken  during  the  year,  by  the  Chief  of  the 
Department,  when  he  issued  the  ruling  that  on  and  after  September  15th,  1912, 
no  mines  will  be  permitted  to  operate  in  the  State  of  West  Virginia,  where  the 
relative  humidity  of  the  mine  is  less  than  90  per  cent  and  this  condition  must 
be  kept  up  continuously  throughout  the  season  until  April  15th,  following. 

In  my  opinion,  if  this  ruling  had  prevailed,  and  been  enforced,  we  would 
not  have  the  83  men  killed  in  the  explosion  at  the  Jed  mine,  for  the  gas  ignited, 
and  which  was  the  initial  point  of  the  explosion,  was  not  enough  to  more  than 
have  burned,  or  killed  a  few  men  adjacent  to  that  section,  had  it  not  been  for 
the  dusty  condition  of  the  entire  mine. 

Just  the  reverse  of  Jed  conditions  happened  at  Bottom  Creek,  where  a  large 
body  of  gas  was  ignited  by  the  Land  Company's  engineers,  going  into  two 
abandoned  rooms,  with  open  lights,  for  the  purpose  of  getting  data  to  map 
up  the  work,  and  the  explosion,  on  account  of  the  damp  condition  of  the  en- 
tire mine  and  the  relative  humidity  of  the  air  current  nearing  the  complete 
saturation  point,  was  confined  to  the  heading  where  the  gas  ignited.  This  high 
relative  humidity  was  caused  by  an  eight  inch  exhaust  steam  line  being  injected 
continuously  into  the  intake  air  current.  Had  the  mine  been  dusty,  West  Vir- 
ginia would  have  had  another  terrific  mine  explosion  to  her  credit;  as  it  was. 
the  explosion  was  confined  to  the  heading.  Therefore,  one  can  readily  see  the 
importance  of  the  Chief's  ruling. 

The  examinations  that  have  been  held  for  mine  foremen  and  fire  bosses  for 
the  last  three  yeajs,  at  various  central  points  in  the  state,  has  had  the  desired 
effect  of  raising  the  standard  of  efficiency  to  a  much  higher  point,  of  the  men 


178 


Annum,  Report  of 


[  W.  Va 


who  aro  entrusted  with  the  lives  of  the  men  who  toil  in  the  mines,  thereby  mak- 
ing them  much  more  competent  to  dictate  to,  and  take  care  of  the  men,  who 
work  under  their  sui>ervision.  It  has  also  been  part  of  my  work  during  the 
year  to  assist  in  the  holding  of  all  of  those  examinations  and  in  the  grading  of 
the  papers. 

It,  has  been  unnecessary  for  mo  to  make  any  prosecutions  in  the  Seventh 
District  during  the  year,  but,  while  on  joint  inspections  in  other  districts,  it 
has  been  necessmary  to  prosecute  several  otlicials,  such  as  mine  foremen  and 
Are  bosses,  for  violation  of  the  law. 

I  wish  to  express,  with  a  feeling  of  gratitude,  my  appreciation  of  your  coun- 
sel, advice  and  assistance,  which  has  proven  very  valuable  in  the  discharge  of 
my  duties.  I  also  wish  to  thank  the  coal  operators,  superintendents,  mine 
foreman  and  miners  for  their  prompt  and  hearty  co-operation  in  the  perfor- 
mance of  my  duties  and  a  continuation  of  this  co-operation  is  most  heartily 
desired. 

Very  respectfully  yours, 

James  Martin. 
Mine  Inspector,  Seventh  District. 

SEVENTH  DISTRICT— 1912 
NEW  MINES. 

Christian  Colilers  Co.,  Powellton  Seam.,  Fayette  Co. 

St.  Clair  Collieries  Co.,  No.  5  Splint  Seam,  Fayette  Co. 

Long  Branch  No.  One,  No.  One  Gas  Seam,  Fayette  Co. 

Long  Branch  No.  Two,  No.  Two  Gas  Seam,  Fayette  Co. 
Paint  Creek  Collieries  Co.,  Crown   Hill  Seam,  Kanawha 
County. 
ABANDONED  MINES. 

Crescent  No.  One.  Eagle  Seam,  Fayette  County. 

Greenbrier  No.  3,  Winifrede  Seam,  Kanawha  County. 
IDLE  DURING  THE  YEAR. 

Gomaea  No.  2  Gas,  Fayette  County. 

Eagle  No.  One,  Fayette  County. 

Columbia  No.  Two,  Fayette  County. 

Cambria,  Fayette  County. 

Mt.  Carmel,  Fayette  County. 

Armenices,  Fayette  County. 

Gauley  Consolidated,  Fayette  County. 

National,  Nicholas  County. 

Carter,  Clay  County. 

SOL  VAT  COLLIERIES  CO. 
Kingston.  W.  Va. 
General  Office  of  Company,  Syracuse,  N.  Y. 
No.  701.    Kingston  No.  1  A  &  B  Miv.es. — These  are  drift  openings  located 
at  Kingston  on  the  Milburn  branch  of  the  C.  &  O.  R.  R.,  operating  the  No.  2 
Gas  seam.    Developments  is  on  the  double  entry  and  panel  system.  Venti- 
lation is  produced  by  a  fan  at  each  mine,  and  is  good.    The  mine  at  the  pres- 
ent time  produces  about  ]200  tons  daily,  all  of  which  is  practically  produced 
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from  heading  work  as  it  is  the  intention  of  the  company  to  drive  to  the  back 
of  the  lease  as  soon  as  possible  and  get  all  of  the  coal  on  the  retreating 
tern.  The  coal  varies  in  thickness  from  5  to  7  feet.  Mining  is  done  by  electric 
chain  machines  and  pick.  Gasoline  motors  are  used  to  gather  the  coal  to 
partings  on  the  inside,  from  there  it  is  hauled  to  the  outside  by  eletcric  loco- 
motives. The  mine  generally  is  in  first  class  condition,  and  the  mining 
are  fully  complied  with. 

J.  C.  Eawn,  Gen.  Mgr.  C.  A.  Warden,  Mine  Foreman. 

A.  B.  Rawn,  Supt. 

MILBURN  COAL  &  COKE  CO. 
Keeferton,  W.  Va. 
General  Office  of  Company,  Pittsburg,  Pa. 
No  .702.    Milburn  No.  1  Mine. — Is  a  drift  mine  located  at  Keeferton  on 
the  Paint  Creek  branch  of  the  C.  &  O.  R.  R.    The  Eagle  seam  is  operated  on 
the  double  entry  system.    The  coal  seam  is  7  feet  in  thickness,  and  practically 
clean.    The  grades  are  uniform.    Ventilation  is  produced  by  a  fan  driven  by 
electricity.    The  coal  is  undercut  by  picks  and  electric  chain  machines,  and  is 
gathered  to  partings  on  the  inside  by  mules,  from  there  it  is  hauled  to  the  out- 
side by  electric  motors.    All  stoppings  on  the  main  entry  are  constructed  of 
brick.    The  roof  is  good  in  most  parts  of  the  mine.    The  mine  generally  ia  in 
good  condition,  and  the  miring  laws  are  fully  complied  with. 
Wm.  Rigg,  Supt.  V.  K.  Custard,  Mine  Foreman. 

CHRISTIAN  COLLIERY  CO. 
Mahan.  W.  Va. 
General  Office  of  Company,  Burnwell,  W.  Va. 
•No.  703.    Christian  No.  1  Mine. — This  is  a  drift  mine  located  at  Mahan  on 
the  Paint  Creek  branch  of  the  C.  O.  R.  R.,  operating  the  Eagle  seam.  The 
seam  varies  in  thickness  from  5  feet  to  5  feet  and  6  inches  and  carries  a  part- 
ing in  the  center  about  4  inches  in  thickness.    The  coal  is  gathered  and  hauled 
to  the   outside  by   electric  locomotives.    Undercutting  is   done   by  electric 
chain  machines.    The  roof  is  reasonably  good.    Ventilation  is  produced  by 
fan  electrically  driven.    The  mining  laws  are  fully  complied  with. 
Alex  Herford,  Supt.  G.  T.  Wall,  Mine  Foreman. 

CHRISTIAN  COLLIERY  CO. 
Mahan,  W.  Va. 
General  Office  of  Company,  Burnwell,  W.  Va. 
No.  703.    Powellton  Mine. — Is  a  drift  opening  located  at  Mahan  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.    The  coal  is  of  a  very  hard  nature, 
4  feet  in  thickness  and  clean,  undercutting  is  done  by  electric  chain  machines, 
and  hauled  by  electric  locomotive  to  the  tipple.    The  roof  is  good.  Drainage 
is  good.    The  mine  is  new  and  what  development  has  been  done  shows  the 
grades  very  uniform.    The  Powellton  seam  is  operated.    The  mining  laws  are 
fully  complied  with. 

Alex  Herford,  Supt.  G.  T.  Wall,  Mine  Foreman. 
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TAINT  CREEK  COLLIERIES  CO. 
P.  O.  Mahan,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  704.    Hickory  Camp  Mine. — Drift  opening  located  at  Hickory  Camp  on 
the  Paint  Creek  branch  of  the  C.  &  O.  E.  R.,  operating  the  Eagle  seam.  The 
coal  is  five  feet  in  thickness  but  carries  a  slate  parting  varying  in  thickness 
from  six  inches  to  two  feet.    The  roof  with  a  few  exceptions  is  good.  Drain- 
age is  good.    Ventilation  is  produced  by  an  8  foot  fan  and  is  very  good.  The 
coal  is  gathered  from  the  faces  to  partings  on  the  various  entries  by  mules  and 
from  there  to  the  outside  by  electric  motors,  where  the  mine  cars  are  run  down 
an  incline  at  the  bottom  of  which  the  coal  is  dumped  into  the  railroad  cars. 
The  mining  law  is  fully  complied  with. 
J.  Frank  Hale,  Supt. 

GT.  KANAWHA  COLLIERY  CO. 
Donwood,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  705.    Eureka  No.  14  Mine. — Is  a  drift  opening  located  at  Donwood  on 
the  Morris  Creek  branch  of  the  C.  &  O.  R.  R.    The  No.  5  Splint  seam  is  oper- 
ated.   The  mine  is  on  the  retreat  and  is  altogether  a  pillar  proposition.  The 
mine  is  extremely  wet  throughout  and  the  coal  is  all  shot  from  the  solid. 
Ventilation  is  produced  by  natural  means  and  is  only  fair.    The  coal  will 
average  5  feet  6  inches.    The  roof  is  not  good  in  many  places.    The  mining 
laws  aro  reasonably  well  complied  with. 

S.  A.  Scott.  Gem.  Mgr.  Jas.  O.  Boyle,  Mine  Foreman. 

Fred  Dixcn.  Sit  pi. 

MECCA  COLLIERY  CO. 
Montgomery.  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
No.  706.    Mecca  No.  2  Gas  Mine. — This  is  a  drift  mine  operating  the  No.  2 
Gas  seam,  located  at  Donwood  on  the  Morris  Creek  branch  of  the  C.  &  O.  R.  R. 
Development  is  on  the  double  entry  system.    The  coal  is  four  feet  four  inches 
in  thickness.    Ventilation  is  produced  by  a  10  foot  fan  and  is  good  with  the 
exception  of  some  black-damp  which  is  encountered  at  times  from  the  old 
workings.    The  roof  is  exceptionally  good.    Drainage  is  good.    The  coal  is 
all  undercut  by  electric  chain  machines,  gathered  by  mules  and  hauled  to  the 
outside  by  an  electric  locomotive.    The  mining  laws  are  fully  complied  with. 
Zach  Evans,  Supt.  T.  E.  Sutton,  Mine  Foreman. 

H.  T.  Smarr,  Mgr. 

MECCA  COLLIERY  CO. 
Montgomery,  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
No.  707.    Mecca  No.  5  Splint  Mine. — Is  a  drift  opening  located  at  Donwood 
on  the  Morris  Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the  No.  5  Splint 
seam.    Development  is  advanced  on  the  double  entry  system.    The  roof  is 
bad.    Drainage  in  the  past  has  been  bad  but  is  now  being  improved.    The  coal 
is  6  feet  in  thickness.    Ventilation  is  produced  by  a  7  foot  fan  and  is  reason- 
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ably  good.  The  coal  is  undercut  by  pick  and  electric  chain  machines.  The 
stoppings  are  not  good.  The  mining  laws  are  reasonably  well  complied  with. 
H.  T.  Smarr,  Mgr.  C.  E.  Sterrett,  Mine  Foreman. 

Zach,  Supt. 

W.  B.  JOHNSON  COAL  CO. 
Cresent,  W.  Va. 
General  Office  of  Company,  Cresent,  W.  Va. 
No.  708.    Cresent  No.  5  Splint  Mine. — This  is  a  drift  mine  operating  the 
No.  5  Splint  seam,  located  at  Cresent  on  the  main  line  of  the  C.  &  O.  R.  R. 
Ventilation  is  produced  by  natural  means  and  is  not  good.    The  roof  is  bad. 
Drainage  is  bad.    The  mine  is  all  on  the  retreat.    The  coal  varies  in  thickness 
from  five  to  seven  feet.    The  mining  laws  are  only  reasonably  well  complied 
with. 

Thomas  Bartlam.  Supt.  &  Mine  Foreman. 

W.  B.  JOHNSON  COAL  CO. 
Cresent,  W.  Va. 
General  Office  of  Company,  Cresent,  W.  Va. 
No.  708.    Crescent  No.  6  Splint  Mine. — This  is  a  drift  mine  operating  the 
No.  6  Splint  seam.    The  work  is  practically  all  on  the  retreat.    Ventilation  is 
produced  by  natural  means  and  is  not  good.    The  coal  is  hauled  to  the  outside 
by  mules  and  thence  to  the  tipple  by  an  electric  locomotive.    Mining  is  done 
by  picks.    Solid  shooting  is  practiced.    Drainage  is  not  good.    The  Toof  is 
not  good.    The  mining  laws  are  not  all  complied  with. 
Thomas  Bartlam,  Supt.  &  Mine  Foreman. 

MECCA  COLLIEBY  CO. 
Eagle,  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
*     No.  709.    Edgewater  No.  2  Mine. — This  is  a  drift  mine  located  at  Eagle, 
operating  the  No.  2  Gas  seam  on  the  double  entry  system.    The  coal  is  5  feet 
in  thickness.    Ventilation  is  produced  by  a  15  foot  fan  and  is  good.    A  shaft 
has  been  sunk  lately  which  improved  the  ventilation  of  this  mine  wonderfully. 
The  coal  is  mined  by  pick  and  electric  chain  machines.    The  roof  is  not  good 
and  needs  careful  timbering.    The  coal  is  gathered  by  mules  and  hauled  to 
the  outside  by  electric  locomotives.    The  mining  laws  are  reasonably  well  com- 
plied with. 

H.  T.  Smarr.  Supt.  John  E.  Carver,  Mine  Foreman. 

MECCA  COLLIEBY  CO. 
Eagle,  W.  Va. 
General  Office  of  Company,  Eagle,  "W.  Va. 
No.  709.    Diamond  No.  4  Mine. — This  is  a  drift  mine  located  at  Eagle  on  the 
main  line  of  the  C.  &■  O.  R.  R.  operating  the  No.  2  Gas  seam.  The  mine  is 
developing  on  the  double  entry  system.    Ventilation  is  produced  by    an  8  foot 
fan  and  is  fair.    The  coal  is  5  feet  in  thickness.    The  roof  is  not  good  in 
many  places  and  requires  careful  timbering.    Coal  is  mined  by  pick  and 
electric  chain  machines  and  is  gathered  by  mules  and  hauled  to  the  outside  by 
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electric  locomotives,  where  it  is  hauled  on  the  outside  a  distance  of  one  mile 
by  la  steam  locomotive  to  the  tipple  from  where  it    can  be  shipped  by  either 
river  or  rail.    The  mining  laws  are  reasonably  well  complied  with. 
H.  T.  Smarr,  Supt.  James  Frazier,  Mine  Foreman. 

MECCA  COLLIERY  CO. 
Eagle,  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
No.  709.    Diamond  No.  5  Mine. — This  is  a  drift  mine  located  at  Eagle  on 
the  main  line  of  the  C.  &  O.  R.  R.,  operating  the  No.  2  Gas  seam  on  the  double 
entry  system.    The  coal  is  about  4  feet  6  inches  in  thickness.    Ventilation  is 
produced  by  a  16  foot  fan.    The  roof  is  good.    Drainiage  is  good.    The  coal 
is  undercut  by  electric  chain  mining  machines  and  pick,  and  is  gathered  by 
mules  and  hauled  to  the  outside  by  an  electric  locomotive  from  thence  around 
a  tram  road  by  a  steam  locomotive  a  distance  of  one  mile  where  it  can  be 
shipped  by  either  river  or  rail.    The  mining  laws  are  reasonably  well  complied 
with. 

H.  T.  Smarr,  Supt.  James  Frazier,  Mine  Foreman. 

ST.  CLAIR  COLLIERY  CO. 
Eagle.  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
No.  710.    St.  Clair  Mine. — This  is  a  drift  mine  located  at  Eagle  on  the  main 
line  of  the  C.  &  O.  R.  R.,  operating  the  Eagle  seam.    Development  is  being 
advanced  on  the  double  entry  system.    Ventilation  is  produced  by  an  8  foot 
fan  and  is  not  good,  on  account  of  the  poor  conditions  of  the  stoppings  and 
cramped  condition  of  the  intake  airway.    The  coal  is  4  feet  6  inches  in  thick- 
ness and  carries  the  regular  Eagle  seam  parting.    The  coal  is  all  undercut  by 
electric  chain  machines,  gathered  by  mules  and  hauled  to  the  outside  by  an 
electric  locomotive.    The  roof  is  good  in  most  places  in  the  mine.  Drainage 
is  good.    Grades  is  good,  and  the  mining  law  is  reasonably  well  complied  with.  • 
Louis  Atkinson,  Gen.  Mgr.  C.  C.  Pultz,  Mine  Foreman. 

ST.  CLAIR  COLLIERY  CO. 
Eagle,  W.  Va. 
General  Office  of  Company,  Eagle,  W.  Va. 
No.  710.    Eagle  No.  5  Splint. — This  is  a  shaft  mine  located  at  Eagle  on  the 
main  line  of  the  C.  &  O.  R.  R.,  operating  the  No.  5  Splint  seam  on  the  double 
entry  system.    The  coal  is  5  feet  6  inches  in  thickness,  and  carries  a  draw 
slate  about  8  inches  thick,  above  which  the  roof  is  good.    Ventilation  is  pro- 
duced by  natural  means  at  the  present  time.    A  furnace  will  be  constructed 
to  ventilate  the  mine  until  such  time  as  a  fan  can  be  installed.    This  is  a 
new  mine,  the  main  entry  at  the  present  time  only  being  230  feet  in  length. 
The  coal  is  run  down  an  incline  plane  2383  feet  in  length,  where  it  is  dumped 
into  railroad  cars.    The  mining  law  is  fully  complied  with. 
Louis  Atkinson,  Gen.  Mgr.  Ed.  Forbes.  Mine  Foremam. 
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M.  B.  COAL  &  COKE  CO. 

KlMBERLY,  W.  VA. 

General  Office  of  Company,  Kimberly,  W.  Va. 
No.  711.  Kimberly  No.  3  Mine. — This  is  a  drift  mine  located  at  Kimberly 
on  the  Armstrong  branch  of  the  C.  &  0.  R.  R.,  operating  the  No.  2  Gas  seam. 
Development  is  advanced  on  the  double  entry  system.  Ventilation  is  produced 
by  a  12  foot  fan  and  is  good.  The  roof  is  good  in  nearly  all  parts  of  the  mine. 
The  coal  is  4  feet  6  inches  in  thickness.  Drainage  is  good.  The  coal  is  under- 
cut by  electric  chain  machines,  gathered  with  mules  and  hauled  to  the  tipple  by 
an  electric  locomotive.  Conditions  in  this  mine  are  very  favorable  to  general 
safety.    The  mining  laws  are  fully  complied  with. 

L.  C.  Tippett,  Supt.  William  Holmes,  Mine  Foreman. 

M.  B.  COAL  &  COKE  CO. 
Kimberly,  W.  Va. 
General  Office  of  Company,  Kimberly,  W.  Va. 
No.  712.    Columbia  No.  5  Mine. — This  is  a  drift  mine  located  at  Columbia 
on  the  Armstrong  branch  of  the  C.  &  O.  R.  R.,  operating  the  No.  5  Splint  seam. 
The  coal  is  about  6  feet  in  thickness.    Development  is  on  the  double  entry  sys- 
tem.   Ventilation  is  produced  by  a  ten  foot  fan.    The  roof  is  very  bad  and 
needs  careful  timbering.    The  coal  is  gathered  and  hauled  to  the  outside  by 
mules.    Drainage  is  not  good.    The  coal  is  undercut  by  electric  chain  machines. 
The  mining  law  is  fully  complied  with. 

L.  C.  Tippett,  Supt.  W.  W.  Gill,  Mine  Foreman. 

M.  B.  COAL  &  COKE  CO. 
Kimberly,  W.  Va. 
General  Office  of  Company,  Kimberly,  W.  Va. 
No.  713.    Ellc  Ridge  No  1  Mine. — This  is  a  drift  mine  located  at  Elk  Ridge 
on  the  Armstrong  branch  of  the  C.  &  O.  R.  R.,  operating  the  Powellton  seam. 
The  coal  is  five  feet  in  thickness  and  development  is  advanced  on  the  double 
entry  system.    The  roof  is  reasonably  good.    Drainage  is  good.    The  grades  are 
good.    The  coal  is  undercut  by  elietcric  chain  mining  machines,  and  gathered 
with  mules,  and  hauled  to  the  outside  by  electric  locomotives.     The  mining 
law  is  well  complied  Avith. 

L.  C.  Tippett,  Supt.  Louis  Hornsby,  Mine  Foreman. 

M.  B.  COAL  &  COKE  CO. 
Kimberly,  W.  Va. 
General  Office  of  Company,  Kimberly,  W.  Va. 
No.  714.    Elk  Eidpe  No.  2  Mine. — This  is  a  drift  mine  located  at  Elk  Ridge 
on  the  Armstrong  branch  of  the  C.  &  O.  R.  R.,  opearting  the  Powellton  seam  on 
the  double  entry  system.    The  coal  is  about  5  feet  6  inches  in  thickness  and" 
the  mine  is  developed  on  the  double  entry  system.    A  boiler  has  been  installed 
during  the  year  near  the  drift  mouth  of  the  mine  for  the  purpose  of  generating 
steam  with  which  to  humidify  the  intake  air  current.    The  roof  is  generally 
good.    Ventilation  is  produced  by  a  10  foot  fan.    Drainage  is  good.    The  ccaT 
is  undercut  by  electric  chain  mining  machines,  gathered  with  mules  and  hauled! 
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to  the  outside  by  an  electric  locomotive.  The  mining  laws  are  fully  complied 
with. 

L.  C.  Tippett,  Supt.  L.  M.  Payne,  Mine  Foreman. 

THE  MOUNT  CARBON  COMPANY,  LTD. 

Powellton,  W.  Va. 
General  Office  of  Company,  Powellton,  W.  Va. 
No.  715.  Vulcan  Mine. — This  is  a  drift  mine  operating  the  Powellton  seam, 
located  at  Powellton  on  the  Armstrong  branch  of  the  C.  &  O.  R.  R.  The  coal 
is  from  5  to  6  feet  in  thickness.  Ventilation  is  produced  by  an  8  foot  fan  and 
is  reasonably  good  all  over  the  mine.  The  roof  is  not  good  and  requires  very 
careful  timbering  to  prevent  accidents.  Drainage  is  good.  The  coal  is 
gathered  with  mules  and  hauled  to  the  outside  by  an  electric  motor.  The  coal 
is  screened  at  the  tipple  and  the  slack  is  made  into  coke  iat  the  company's  own 
coke  plant  at  the  mines.  The  coal  makes  a  very  high  grade  coke.  The  min- 
ing laws  are  fully  complied  with. 

D.  T.  Evans,  Gem.  Mgr.  J.  E.  Burk,  Mine  Foreman. 

Morris  Hansford,  Supt. 

THE  GREAT  KANAWHA  COLLIERY  COMPANY. 
Mt.  Carbon,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  716.    Gt.  Kanawha  Mine. — This  is  ia  drift  mine,  located  at  Mount  Car- 
bon on  the  main  line  of  the  C.  &  O.  R.  R.,  operating  the  No.  2  Gas  seam. 
Ventilation  is  produced  by  natural  means,  and  is>  not  good  in  many  places. 
Drainage  is  not  good  as  the  mine  is  a  pillar  proposition  entirely  and  water 
coming  in  from  the  surface  caused  by  the  drawing  of  pillars  gives  a  great  deal 
of  trouble  and  keeps  the  mine  in  a  very  muddy  condition.    The  roof  is  not  good 
and  requires  very  careful  timbering.    This  mine  only  works  a  few  men.  The 
coal  is  hauled  altogether  with  mules  and  undercut  with  picks.    The  mining  law 
is  reasonably  well  complied  with. 
Fred  Dixon,  Sutit. 

LOUP  CREEK  COLLIERIES  CO. 
Page,  W.  Va. 
General  Office  of  Company,  Page,  W.  Va. 
No.  717.    Loup  CreeTc  No.  2  Mine. — This  is  a  series  of  drift  openings,  located 
at  Page  on  the  main  line  of  the  Virginian  R.  R.,  operating  the  No.  2  Gas  seam. 
Development  is  advanced  on  the  double  and  triple  entry  panel  system.  The 
coal  is  about  5  feet  in  thickness.    Ventilation  is  produced  by  a  5  foot  Sirocco 
fan,  and  is  very  good.    Stoppings  are  all  constructed  of  masonry.    The  roof  is 
good  in  some  sections  of  the  mine,  in  other  sections  it  is  very  bad,  and  requires 
to  be  well  timbered.    The  coal  is  undercut  by  machines  of  the  puncher  type, 
and  pick,  and  is  nearly  all  gathered  and  hauled  to  the  outside  by  electric  loco- 
motives, very  few  mules  being  used  in  the  mine.    The  mine  generally  is  in 
good  condition,  and  the  mining  laws  are  fully  complied  with. 
J.  C.  R.  Taylor,  Gen.  Mgr.  D.  S.  Dooley,  Mine  Foreman. 
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HERBERT  COLLIERIES  CO. 
Herberton,  W.  Va. 
General  Office  of  Company,  165  Liberty  St.,  N.  Y. 
No.  718.    Herbert  Mine. — This  is  a  drift  mine  located  at  Herberton  on  the 
main  line  o  fthe  Virginian  R.  R.,  operating  the  Eagle  seam  on  the  double  entry 
system.    The  coal  is  4  feet  in  thickness.    Ventilation  is  produced  by  an  8 
foot  fan  and  is  good.    Drainage  is  good.    The  roof  is  not  good  and  requires 
very  careful  timbering.    The  coal  is  gathered  with  mules,  and  hauled  to  the 
outside  by  an  electric  locomotive.    The  company  at  the  present  time  is  in  the 
hands  of  a  receiver,  but  is  not  being  operated.    The  mining  law  is  fully  com- 
plied with. 

John  Connell,  Supt.  Cleve  Maynor,  Mine  Foreman. 

FT.  DEFIANCE  COAL  &  COKE  CO. 
Kanawha  Falls,  W.  Va. 
General  Office  of  Company,  Ft.  Defiance,  W.  Va. 
No.  719.    Ft.  Defiance  Mine. — This  is  a  drift  mine,  located  at  Old  Gauley  on 
the  main  line  of  the  C.  &  O.  R.  R.,  operating  the  Ansted  seam,  on  the  double 
entry  system.    The  coal  is  4  feet  6  inches  in  thickness.    Ventilation  is  pro- 
duced by  a  furnace,  which  does  not  given  satisfactory  results.    The  roof  is 
not  good  in  many  places,  and  requires  to  be  very  carefully  timbered  to  pre- 
vent accidents.    Drainage  is  good.    The  coal  is  undercut  by  mining  miachines 
of  the  compressed  air  puncher  type.    The  coal  is  gathered  by  mules  and  hauled 
over  the  main  entry  by  a  rope  haulage.    The  mining  laws  are  reasonably  well 
complied  with. 

T.  R.  Ragland,  Gen.  Mgr.  A.  B.  Thompson,  Mine  Foreman. 

LYNCHBURG  COLLIERY  CO. 
Vanetta,  W.  Va. 
General  Office  of  Company,  Vanetta,  W.  Va. 
No.  720.    Lynchburg  No.  2  Mine. — This  is  a  drift  mine,  located  at  Vanetta 
on  the  Gauley  branch  of  the  C.  &  0.  R.  R.,  operating  the  No.  2  Gas  seam,  and 
developed  on  the  double  entry  system.    The  coal  varies  in  thickness  from  3 
to  4  feet.    The  mine  is  composed  of  a  series  of  drift  openings,  ventilated  by 
furnaces,  which  does  not  gives  very  satisfactory  results.    The  roof  is  good. 
Drainage  is  good.    Undercutting  the  coal  is  all  done  with  picks,  and  hauled  to 
the  outside  by  mules,  from  where  it  is  hauled  around  a  tram  road  to  the  tipple 
by  a  steam  locomotive.    The  mining  laws  are  reasonably  well  complied  with. 
T.  A.  Deitz,  Gen.  Mgr.  J.  C.  Grisinger,  Mine  Foreman. 

LYNCHBURG  COLLIERY  CO. 
Vanetta,  W.  Va. 
General  Office  of  Company,  Vanetta,  W.  Va. 
No.  720.    Lynchburg  No.  5  Mine. — This  is  a  drift  mine,  located  at  Vanetta 
on  the  Gauley  branch  of  the  C.  &  O.  R.  R.    The  No.  5  Splint  seam  is  operated. 
Development  is  advanced  on  the  double  entry  system.    Ventilation  is  produced 
by  a  furnace,  which  gives  good  results.    The  coal  is  6  feet  in  thickness.  The 
roof  is  good.    Undercutting  is  done  altogether  with  picks  and  some  solid 
shooting  is  practiced.    The  coal  gathered  and  hauled  to  the  outside  by  mules, 
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from  where  it  is  handled  over  a  tram  road  by  a  steam  locomotive.  The  mining 
law  ia  reasonably  well  complied  with. 

T.  A.  Dietz,  Gen.  Mgr.  J.  C.  Grisinger,  Mime  Foreman, 

GOMOCA  COAL  CO. 
Gamoca,  W.  Va. 
General  Office  of  Company,  Gamoca,  W.  Va. 
No.  721.    Gamoca  No.  5  Splint  Mine. — This  is  a  drift  mine,  located  at 
Gamoca,  on  the  Gauley  branch  of  the  C.  &  O.  R.  R.    The  No.  5  Splint  seam  is 
operated  on  the  double  entry  system.    The  coal  averages  5  feet  6  inches  in 
thickness.    Ventilation  is  produced  by  a  ten  foot  fan  and  is  good.  Drainage 
is  good.    The  roof  is  exceptionally  good.    The  coal  is  all  undercut  by  picks 
with  the  exception  of  some  solid  shooting.    A  gasoline  motor  has  been  installed 
during  the  past  year  to  take  the  place  of  mule  haulage  on  the  main  entry.  The 
coal  is  gathered  by  mules.      The  grades  are  good.    The  mining  law  is  reason* 
ably  well  complied  with. 
M.  G.  Campbell,  Outside  Supt. 
J.  M.  Campbell,  Inside  Supt. 

DEITZ  COLLIERY  CO. 
Wvndal.  W.  Va. 
General  Office  of  Company,  Vanetha,  W.  Va. 
No.  722.    Dietz  No.  2  Mine. — This  is  a  drift  mine  located  at  Wyndal  on  the 
Gauley  Branch  of  the  C.  &  0.  R.  R.    The  No.  2  Gas  seam  is  operated.  The 
mine  is  developed  on  the  double  entry  system.    The  coal  is  3  feet  in  thickness. 
The  roof  is  exceptionally  good  all  over  the  mine.    Ventilation  is  produced  by  a 
furnace  which  does  not  give  satisfactory  results  all  over  the  mine.    The  coal 
is  all  undercut  with  picks,  and  haulage  is  done  altogether  with  mules  from  the 
face  to  the  outside,  from  where  it  is  hauled  around  a  tram-road  to  the  tipple 
by  a  steam  locomotive.    The  mining  law  is  reasonably  well  complied  with. 
T.  A.  Dietz,  Gen.  Mgr.  L.  D.  Moran,  Mine  Foreman. 

DEITZ  COLLI EE Y  CO. 
Wyndal,  W.  Va. 
General  Office  of  Company,  Wyndal,  W.  Va. 
No.  722.    Dietz  No.  5  Mine. — This  is  a  drift  mine  located  at  Wyndal,  on 
the  Gauley  branch  of  the  C.  &  O.  R.  R.,  operating  the  No.  5  Splint  seam.  The 
coal  is  5  feet  in  thickness,  and  development  is  advanced  on  the  double  entry 
system.    Ventilation  is  produced  by  a  furnace,  which  gives  good  results.  The 
roof  is  reasonably  good.    The  coal  is  undercut  with  picks  and  some  solid  shoot- 
ing is  practiced.    The  coial  is  hauled  altogether  by  mules  to  the  outside.  The 
grades  are  good.    From  the  outside  the  coal  is  hauled  by  a  steam  locomotive 
around  a  tram-road  to  the  tipple.    The  mining  laws  are  reasonably  well  com- 
plied with. 

T.  A.  Dietz,  Gen.  Mgr.  L.  D.  Moran,  Mine  Foreman. 

LONG  BRANCH  COAL  CO. 
Long  Branch.  W.  Va. 
General  Office  of  Company,  Long  Branch,  W.  Va. 
No.  — .    Long  Branch  No.  1  Mine. — This  is  ia  drift  mine  located  about  one 
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mile  west  of  Pat  on  the  Virginian  K.  E.  The  Eagle  seam  is  operated  and 
averages  about  four  feet  in  thickness  with  a  slate  parting  varying  in  thickness 
from  one  to  four  inches.  The  mine  is  a  new  one  and  is  ventilated  at  the  pres- 
ent time  by  a  furnace  which  gives  fairly  good  results.  Drainage  is  good.  The 
roof  is  good.  The  grades  are  fairly  uniform.  The  coal  is  all  mined  by  pick, 
but  the  intention  of  the  company  in  the  future  is  to  mine  the  coal  with  electric 
mining  machines.  Hauling  is  done  with  mules  to  the  outside  where  the  coal 
is  run  down  a  gravity  plane,  from  there  it  is  hauled  over  a  tram  road  about 
one  mile  in  length  by  a  steam  locomotive  to  the  tipple  where  it  is  dumped  into 
railroad  cars.  The  mining  law  is  fully  complied  with. 
C.  M.  Lilly,  Supt.  J.  W.  Lilly,  Mine  Foreman. 

LONG  BRANCH  COAL  CO. 
Long  Branch,  W.  Va. 
General  Office  of  Company,  Long  Branch,  W.  Va. 

No.   .  Long  Branch  No.  2  Mine.    This  is  a  drift  mine  operating  the  No. 

2  Gas  Seam,  located  about  one  mile  west  of  Pax  on  the  main  line  of  the  Vir- 
ginian E.  E.  The  coal  averages  six  feet  in  thickness  is  clean  and  of  fine 
quality.  Ventilation  at  the  persent  time  is  produced  by  a  furnace  which  gives 
fair  results,  but  a  fan  will  be  installed  in  the  very  near  future.  The  roof  is 
good.  The  grades  are  good.  The  coal  is  all  cut  by  pick  and  hauled  to  the 
outside  with  mules,  from  where  it  is  run  down  two  separately  operated  gravity 
planes,  and  is  then  hauled  over  a  tramroad  about  one  mile  in  length  by  a  steam 
locomotive  to  the  tipple,  where  it  is  dumped  into  E.  E.  cars.  This  is  a  new 
mine  and  at  the  present  time  bids  fair  to  be  one  of  the  best  in  the  Seventh 
District.    The  mining  law  is  fully  complied  with. 

C.  M.  Lilly,  Supt.  J.  W.  Lilly,  Mine  Foreman. 

KANAWHA  COUNTY. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Seranton,  Pa. 
No.  723.    Seranton  Mine.    This  is  a  drift  mine  located  at  Mucklow  on  the 
Paint  Creek  branch  of  the  C.  &  O.  E.  B.    The  Coalburg  Seam  is  operated. 
Development  is  on  the  double  entry  system.    The  coal  is  5  feet  in  thickness, 
is  is  undercut  by  electric  chain  mining  machines  and  pick.    The  roof  is  not  good 
and  requires  to  be  carefully  timbered.    Drainage  is  good.    The  coal  is  gathered 
by  mules  and  hauled  to  the  outside  by  electric  motors.    The  mining  law  is 
fully  complied  with. 

A.  H.  Hale,  Gen.  Mgr.  John  J.  Cox,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Seranton,  Pa. 
No.  724.    Paint  Creek  Mine.    This  is  a  drift  mine  located  at  Mucklow  on  the 
Paint  Creek  Branch  of  the  C.  &  O.  E.  E.    The  Coalburg  Seam  is  operated. 
Ventilation  is  produced  by  a  10  foot  fan  and  is  good.    The  seam  is  about  7 
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•feet  in  thickness,  and  carries  a  draw  slate  about  two  feet  in  thickness,  which 
has  to  be  taken  down  all  over  the  mine,  on  account  of  it  being  impossible  to 
timber  it  up  safely.  The  coal  is  undercut  by  electric  chain  mining  machines 
and  pick.  Drainage  is  good.  The  coal  is  hauled  to  sidetracks  on  the  inside 
by  mules  from  where  it  is  hauled  to  the  outside  by  electric  locomotives.  The 
mining  law  is  fully  complied  with. 

A.  H.  Hale,  Gen.  Mgr.  Thomas  Burk,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  724.    Crown  Hill  Mine.    This  is  a  drift  mine  operating  the  Crown  Hill 
Seam,  located  near  Mucklow  on  the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R. 
The  coal  is  5  feet  in  thickness.    Ventilation  is  produced  by  a  10  foot  fan 
which  gives  good  results.    The  coal  is  all  cut  with  electric  chain  mining  ma- 
chines.   Gathered  with  mules  and  hauled  by  an  electric  locomotive  to  the  outside 
then  over  a  tramroad  twenty  six  hundred  feet  in  length,  it  is  then  hauled 
through  a  portion  of  the  Paint  Creek  mine  and  dumped  in  the  same  tipple  as 
the  coal  from  Paint  Creek  mine.    This  is  a  unv  mine.    The  mining  law  is 
fully  complied  with. 

A.  H.  Hale,  Gen.  Mgr.  Thomas  Burk,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  725.    Wacomah  Mine.    This  is  a  drift  mine  located  at  Wacomah  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.    The  Coalburg  Seam  is  operated. 
Development  is  on  the  double  entry  system.    The  coal  is  5  feet  in  thickness. 
Ventilation  is  produced  by  an  8  -foot  fan  and  is  good.    The  roof  needs  to  be 
carefully  timbered.    The  coal  is  undercut  by  pick  and  electric  chain  mining 
machines.    The  coal  is  gathered  by  mules  and  hauled  to  the  outside  by  an 
electric  locomotive.    The  grades  are  good  throughout  the  mine.    Drainage  is 
good.    The  mining  laws  are  fully  complied  with. 

A.  H.  Hale,  Supt.  George  Hudnall,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  726.    Banner  No.  1  Mine.    This  is  a  drift  mine  located  at  Banner  on  the 
Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Coalburg  Seam  is  operated  and 
is  about  6  feet  in  thickness.    Ventilation  is  produced  by  an  8  foot  fan  and  is 
good..    The  coal  is  undercut  by  pick  and  electric  chain  mining  machines.  The 
roof  carries  a  very  dangerous  draw  slate,  which  has  to  be  taken  down  on 
account  of  it  being  impossible  to  timber  it  safely.    Drainage  is  good.  The 
grades  are  good.    The  coal  is  gathered  by  mules  and  hauled  to  the  outside  by 
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mules  and  by  an  electric  locomotive.  The  mining  law  is  fuliy  complied  with. 
A.  H.  Hale,  Gen  Mgr.  I).  L.  Walters,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  726.    Banner  No.  2  Mine.    This  is  a  drift  mine  located  at  Banner, 
operating  the  Lewiston  Seam.    Development  is  on  the  double  enry  system.  The 
coal  is  4  feet  2  inches  in  thickness.    Ventilation  is  produced  by  a  furnace  and 
is  not  satisfactory.    The  coal  is  undercut  by  electric  chain  mining  machines, 
gathered  and  hauled  to  the  outside  by  mules.    The  roof  and  grades  are  good. 
The  mining  laws  are  reasonably  well  complied  with. 
A.  H.  Hale,  Gen  Mgr.  D.  L.  Walters,  Mine  Foreman. 

John  Green,  Supt. 

STANDARD  SPLINT  &  GAS  COAL  CO. 
Standard,  W.  Va. 
General  Office  of  Company,  Standard,  W.  Va. 
No.  727.    Standard  Mine.    This  is  a  drift  mine  located  at  Standard  on  the 
Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Coalburg  seam  is  operated  on  the 
double  entry  and  panel  system,  and  is  7  feet  in  thickness.    Ventilation  is 
produced  by  a  10  foot  fan,  and  is  split  and  well  distributed  throughout  the 
mine.    The  coal  is  undercut  by  electric  chain  mining  machines.    The  roof  is 
exceptionally  good.    The  coal  is  gathered  by  mules  and  hauled  to  the  tipple  by 
electric  locomotives.    The  mining  laws  are  fully  complied  with. 
Walter  A.  Wood,  Supt.  and  Gen.  Mgr.  Ed.  Foster,  Mine  Foreman. 

PAINT  CREEK  COLLIERIES  CO. 
Mucklow,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  728.    Detroit  Mine.    This  is  a  drift  mine,  located  at  Detroit  on  the 
Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Eagle  Seam  is  operated,  and  is 
about  4  feet  in  thickness.    Mining  is  done  by  pick  and  puncher  maehixes. 
Ventliation  is  produced  by  an  8  foot  fan  and  is  good.    The  roof  is  reasonably 
good.    The  coal  is  gathered  and  hauled  to  the  outside  by  mules.    The  mining 
law  is  fully  complied  with. 

A.  H.  Hale,  Gen.  Mgr.  George  Hogue,  Mine  Foreman. 

John  Green,  Supt. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Tomsburg,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  729.    Morton  Nos.  1      2  Mines.    These  are  drift  mines  located  at  Toms- 
burg on  the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.  operating  the  Eagle 
seam.    The  coal  varies  from  3  to  4  feet  in  thickness.    The  roof  is  exceptionally 
good.  Drainage  is  good.    Ventilation  is  produced  by  a  furnace  which  does  not 
give  satisfactory  results.    It  is  the  intention  of  the  company  if  they  continue 
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to  operate  the  mine  to  install  a  fan.  The  coal  is  all  hauled  by  mules,  under- 
cutting is  done  with  mining  machines  of  the  puncher  type.  With  the  exception 
of  ventilation  the  mining  law  is  fully  complied  with. 

A.  II.  Hale,  Gen.  Mgr.  Rl<  jiakj>  Gill,  Mine  Foreman. 

John  Green,  Supt. 

PA  INT  CREEK  .COLLI  E  /  ES  COMPANY. 
Tomsburg,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  730.    Grose  No.  1  Mine.    This  is  a  drift  mine  located  at  Tomsburg  on 
the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Eagle  seam  is  operated,  and 
is  3  feet  in  thickness.    The  roof  is  not  good  and  requires  to  be  carefully  tim- 
bered.   The  coal  is  undercut  by  electric  chain  mining  machines.    Drainage  is 
good  and  the  grades  are  good.    Ventilation  is  produced  by  an  8  foot  fan,  which 
gives  good  results.  The  coal  is  hauled  by  mules,  and  electric  locomotive.  The 
mining  law  is  reasonably  well  complied  with. 

A.  H.  Hale,  Gen  Mgr.  V.  D.  Johnson,  Mine  Foreman. 

J.  F.  Hale,  Supt. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Tomsburg,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  730.    Grose  No.  2  Mine.    This  is  a  drift  mine  located  at  Tomsburg  on 
the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Powellton  seam  is  operated 
and  developed  on  the  double  entry  system.    The  coal  varies  from  5  to  6  feet 
in  thickness  and  carries  a  rock  parting  in  many  places.    Ventilation  is  produced 
by  an  8  foot  fan  which  gives  good  results.    The  roof  is  reasonably  good.  The 
grades  are  good.    Coal  is  undercut  by  electric  chain  mining  machines  and 
hauled  by    mules  and  electric  locomotives.    The  mining  law  is  fully  complied 
with. 

A.  H.  Hale,  Gen  Mgr.  V.  D.  Johnson,  Mine  Foreman. 

J.  F.  Hale,  Supt. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Tomsburg,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  731.    Greenbrier  No.  3  Mine.    This  mine  has  been  abandoned,  and  the 
tracks,,  electric  wires,  etc.,  has  been  taken  out.    It  is  the  purpose  of  the  com- 
pany to  get  the  coal  from  this  mine  by  some  other  opening. 
J.  F.  Hale,  Supt. 

Lee  Patrick,  Mine  Foreman. 

PAINT  CREEK  COLLIERIES  COMPANY. 
Tomsburg,  W.  Va. 
General  Office  of  Company,  Scranton,  Pa. 
No.  731.    Greenbrier  No.  2  Mine.    This  is  a  drift  mire  located  at  Green- 
brier, on  the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  No.  2  Gas  seam  is 
operated  and  is  about  five  feet  in  thickness.    Ventilation  is  produced  by  an 
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8  foot  fan,  which  gives  good  results.  The  coal  is  all  undercut  with  picks.  The 
mine  has  an  ideal  roof.  Drainage  is  good.  The  coal  is  gathered  by  mules  and 
hauled  to  the  outside  with  electric  locomotives.  The  mining  laws  are  fully  com- 
plied with. 

A.  H  Hale,  Gen  Mgr.  Lee  Patrick,  Mine  Foreman. 

J.  Frank  Hale,  Supt. 

IMPERIAL  COLLIEEY  COMPANY. 
Burn  well,  W.  Va. 
General  Office  of  Company,  Burnwell,  W.  Va. 
No.  732.    Imperial  No.  1  Mine.    This  is  a  drift  mine  locaed  at  Burnwell  on 
the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Eagle  Seam  is  operated. 
The  coal  is  five  feet  four  inches  in  thickness.    Ventilation  is  produced  by  aji 
8  foot  fan  which  gives  good  results.    The  roof  is  not  good,  and  has  to  be  care- 
fully timbered.    Drainage  is  good.    The  coal  is  undercut  with  pick  and  mining 
machines  of  the  puncher  type,  is  gathered  with  mules  and  hauled  to  the  outside 
by  an  electric  locomotive.    The  minLng  low  is  fully  complied  with. 
Quinn  Morton,  Gen  Mgr.  L.  R.  Howald,  Mine  Foreman. 

P.  H.  Morton,  Supt. 

IMPERIAL  COLLIERY  COMPANY. 
Burnwell,  W.  Va. 
General  Office  of  Company,  Burnwell,  W.  Va. 
No.  733.    Imperial  No.  2  Mine.    This  is  a  drift  mine  located  at  Burnwell 
on  the  Paint  Creek  Branch  of  the  C.  &  0.  R.  R.    The  Eagle  Seam  is  operated. 
The  mine  is  developed  on  the  double  entry  system.    The  coal  is  3  feet  8  inches 
in  thickness.    Ventilation  is  produced  by  a  6  foot  fan  and  is  not  very  satis- 
factory.   Mining  is  done  by  electric  chain  machines.    The  roof  is  good.  Drain- 
age is  good.    The  coal  is  gathered  with  mules  and  hauled  to  the  outside  by  an 
electric  locomotive.    With  the  exception  of  ventilation  being  weak  the  mining 
law  is  fully  complied  with. 

Quinn  Morton,  Gen  Mgr.  M.  D.  Bowlden,  Mine  Foreman. 

F.  H.  Morton,  Supt. 

IMPERIAL  COLLIERY  COMPANY. 
Burnwell,  W.  Va. 
General  Office  of  Company,  Burnwell,  W.  Va. 
No.  733.    Imperial  No.  3  Mine.    This  is  a  drift  mine  located  at  Burnwell 
on  the  Paint  Creek  Branch  of  the  C.  &  O.  R.  R.    The  Eagle  Seam  is  operated 
on  the  double  entry  system.    The  coal  is  5  feet  in  thickness.    Ventilation  is 
produced  by  an  8  foot  fan,  which  gives  good  results.    The  roof  is  fairly  good, 
but  requires  to  be  very  carefully  timbered.    Drainage  is  good.    The  coal  is 
undercut  by  pick  and  electric  chaiu  mining  machines,  and  is  gathered  and 
hauled  to  the  outside  by  electric  locomotives.    The  mining  law  is  fully  complied 
with. 

Quinn  Morton,  Gen  Mgr.  M.  D.  Bowlden,  Mine  Foreman. 

F.  H.  Morton,  Supt. 
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COALBURG  KANAWHA  COAL  COMPANY. 

Coalburg,  W.  Va. 
General  Office  of  Company,  Coalburg,  W.  Va. 
No.  734.    Coalburg  (A)  Mine.    This  is  a  drift  mine  located  at  Coalburg  on 
the  main  line  of  the  C.  &  O.  R.  R.    The  Coalburg  Seam  is  operated  and  develop- 
ed on  the  double  entry  system.    The  coal  is  about  6  feet  in  thickness.  Ven- 
tilation is  produced  by  a  7  foot  faj]  which  gives  good  resuls.    The  roof  is  not 
good  and  needs  careful  timbering.    Drainage  is  good.    The  coal  is  all  undercut 
by  electric  chain  mining  machines,  is  gathered  with  mules,  and  hauled  to  the 
outside  by  electric  locomotives.    The  mining  law  is  fully  complied  with. 
J.  A.  Willis,  Supt.  J.  N.  Burgraff,  Mine  Foreman. 

COALBURG  KANAWHA  COAL  COMPANY. 
Coalburg,  W.  Va. 

General  Office  of  Company,  Coalburg,  W.  Va. 
No.  734.  Coalburg  (B)  Mine.  This  is  a  drift  mine  located  at  Coalburg 
on  the  main  line  of  the  C.  &  O.  R.  R.  The  Belmont  Seam  is  operated.  The 
coal  is  3  feet  8  inches  in  thickness.  Ventilation  is  produced  by  a  7  foot  fan. 
The  roof  is  good.  Drainage  is  good.  The  coal  is  all  undercut  by  electric 
chain  machines,  gathered  with  mules  and  hauled  to  the  outside  by  electric 
locomotives.  The  mining  law  is  fully  complied  with. 
J.  A.  Willis,  Supt.  J.  N.  Burgraff,  Mine  Foreman. 

EAST  BANE  MINING  CO. 
Eest  Bank,  W.  Va. 
General  Office  of  Company,  East  Bank,  W.  Va. 
No.  735.    East  Bank  Mine.    This  is  a  drift  mine  located  at  East  Bank  on 
the  main  line  of  the  C.  &  O.  R.  R.    The  Cedar  Grove  Seam  is  operated.    The  coal 
is  2  feet  10  inches  in  thickness.    Ventilation  is  produced  by  a  furnace,  which 
noes  not  give  satisfactory  results.  The  roof  is  good.    Drainage  is  good.  The 
coal  is  hauled  altogether  with  mules.    The  mining  law  is  reasonably  well  com- 
plied with. 

Edwerd  Clark,  Supt.  A.  M.  IIowery,  Mine  Foreman. 

SOUTHWESTERN  SPLINT  FUEL  COMPANY. 
Crown  Hill,  W.  Va. 
General  Office  of  Company,  Grafton,  W.  Va. 
No.  736.    Black  Cat  Mine.    This  is  a  drift  mine  located  at  Crown  Hill  on 
the  main  line  of  the  C.  &  O.  R.  R.    The  Coalburg  Seam  is  operated  on  the  double 
entry  system,  and  is  six  feet  in  thickness.    The  roof  is  reasonably  good,  but 
needs  careful  timbering.Drainage  is  good.    Ventilation  is  produced  by  a  0  foot 
fan,  which  gives  reasonably  good  results.    The  coal  is  undercut  by  electric 
chain  mining  machines,  and  is  gathered  with  mules,  and  hauled  to  the  outside 
by  electric  locomotives.    The  mining  law  is  reasonably  well  complied  with. 
S.  B.  Bryden,  Supt.  G.  C.  Bailey,  Mine  Foreman. 


1912] 


Department  of  Minks. 


193 


BELMONT  COAL  COMPANY. 
Crown  Hill,  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  737.    Belmont  Mine.    This  is  a  drift  mine  located  at  Crown  Hill  on  the 
main  line  of  the  C.  &  O.  E.  R.    The  Crown  Hill  seam  is  operated  on  the  double 
entry  system,  and  is  5  feet  in  thickness.    Ventilation  is  produced  by  a  7  foot 
fan  which  gives  good  results.    The  roof  is  not  good  and  requires  careful  tim- 
bering.   Drainage  is  good.    The  coal  is  undercut  by  electric  chain  mining 
machines  and  gathered  with  mules  and  hauled  to  the  outside  by  electric  locomo- 
tives.   The  mining  law  is  fully  complied  with. 

F.  B.  Stewart,  Gen.  Mgr.  C.  B.  Stewart,  Mine  Foreman. 

BELMONT  COAL  COMPANY. 

WlNIFREDE,  W.  VA. 

General  Office  of  Company,  Cincinnati,  Ohio. 
No.  737.  Cedar  Grove  Mine.  This  is  a  drift  mine  locaed  at  Crown  Hill  on 
the  main  line  of  the  C.  &  O.  R.  R.  The  Cedar  Grove  seam  is  operated  and  is 
two  feet  six  inches  in  thickness.  Ventilation  is  produced  by  a  7  foot  fan  and 
is  reasonably  good.  The  roof  is  good.  Drainage  is  good.  The  coal  is  hauled 
altogether  with  mules  and  undercut  with  electric  chain  machines.  The  mining 
law  is  resasonably  well  complied  with. 

F.  B.  Stewart,  Gen.  Mgr.  C.  B.  Stewart,  Mine  Foreman. 

CBOWN  HILL  KANAWHA  COAL  COMPANY. 

Crown  Hill,  W.  Va. 
General  Office  of  Company,  Crown  Hill,  W.  Va. 
No.  738.  No.  8  Coalburg  Mine.  This  is  a  dirft  mine,  located  at  Crown 
Hill  on  the  main  line  of  the  C.  &  O.  R.  R.  The  Coalburg  seam  is  operated. 
The  coal  varies  in  thickness  from  4  feet  6  inches  to  6  feet.  Ventilation  is 
produced  by  an  8  foot  fan,  which  gives  fair  results.  The  roof  is  not  good 
in  many  places,  and  has  to  be  carefully  timbered.  Drainage  is  good.  The  coal 
is  undercut  by  electric  chain  mining  machines,  gathered  with  mules  and  hauled 
to  the  outside  by  electric  locomotives.  The  mining  law  is  reasonably  well  com- 
plied with. 

E.  L.  Brewer,  Supt.  R.  C.  Mitchell,  Mine  Foreman. 

CHESAPEAKE  MINING  COMPANY. 
Handley,  W.  Va. 
General  Office  of  Company,  Handley,  W.  Va. 
No.  739.    Chesapeake  No.  1  Mine.    This  is  a  drift  mine  located  near  Handley 
on  the  main  line  of  the  C.  &  O.  R.  R.    The  Kanawha  Seam  is  operated.  Develop- 
ment is  on  the  double  entry  system.    The  seam  is  5  feet  4  inches  in  thickness, 
and  carries  a  slate  parting.    Ventilation  is  produced  by  a  ten  foot  fan  which 
gives  reasonably  good  results.    The  coal  is  undercut  by  pick,  and  electric  chain 
mining  machines.    The  roof  is  not  good,  and  requires  to  be  very  carefully  tim- 
bered.   Drainage  is  good.    The  coal  is  gathered  with  mules  and  hauled  to  the 
outside  hence  around  a  tramroad  to  the  tipple  by  electric  locomotives.  The 
mining  law  is  reasonably  well  complied  with. 

G.  B.  Combs,  Supt.  John  Filbin,  Mine  Foreman. 
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CHESAPEAKE  MINING  COMPANY. 
Handley,  W.  Va. 
General  Office  of  Company,  Handley,  W.  Va. 
No.  739.    Chesapeake  No.  2  Mine.    This  is  a  drift  mine  located  near  Handley 
on  the  main  line  of  the  C.  &  O.  R.  R.    The  No.  2  Gas  Seam  is  operated,  and  is 
three  feet  6  inches  in  thickness.    Ventilation  is  produced  by  a  10  foot  fan,  and 
has  never  been  very  satisfactory,  on  account  of  the  mine  being  badly  cut  up 
in  years  gone  by.    Drainage  is  good.    The  coal  is  cut  with  pick.    Haulage  is 
done  by  mules  to  the  outside.    Thence  to  the  tipple  by  a  steam  locomotive.  The 
mining  law  is  reasonably  well  complied  with. 

G.  B.  Combs,  Supt.  James  Goodyear,  Mine  Foreman. 

CHESAPEAKE  MINING  COMPANY. 
Handley,  W.  Va. 
General  Office  of  Company,  Handley,  W.  Va. 
No.  740.    Checapeake  No.  3  Mine.    This  is  a  drift  mine  located  near  Handley 
on  the  main  line  of  the  C.  &  O.  R.  R.    The  Coalburg  seam  is  operated.  Develop- 
ment is  on  the  double  entry  system.    The  coal  is  4  feet  in  thickness  and  carries 
a  very  dangerous  draw  slate  which  has  to  be  token  down  practically  all  over 
the  mine.    The  roof  above  the  draw  Blate  is  good.     Ventliation  is  produced  by 
an  8  foot  fan  and  is  very  good.    Drainage  is  good.    The  coal  is  undercut  by 
pick  and  electric  chain  mining  machines,  and  is  hauled  by  mules  and  electric 
locomotives.    The  mining  law  is  fully  complied  with. 
G.  B.  Combs,  Supt.  John  Filbins,  Mine  Foreman. 

MONTGOMERY  MINING  COMPANY. 
Montgomery,  W.  Va. 
General  Office  of  Company,  Montgomery,  W.  Va. 
No.  741.    Upper  Creek  Mine.    This  is  a  dirft  mine  located  between  Handley 
and  Montgomery  on  the  main  line  of  the  C.  &  O.  R.  R.    The  Kanawha  Seam  is 
operated,  and  is  four  feet  in  thickness.    The  roof  is  not  good,  and  has  to  be 
carefully  timbered.    Drainage  is  good.    Ventilation  is  only  fair.    The  mine  is 
a  pillar  proposition,  and  is  nearly  worked  out.    The  mining  law  is  reasonably 
well  complied  with. 

S.  H.  Montgomery,  Gen  Mgr.  S.  P.  Johnson,  Mine  Foreman. 

MONTGOMERY  MINING  COMPANY. 
Montgomery,  W.  Va. 
General  Office  of  Company,  Montgomery,  W.  Va. 
Xo.  741.    Posom  Hollow  Mine.    This  is  a  drift  mine  located  between  Handley 
and  Montgomery  on  the  main  line  of  the  C.  &  O.  R.  R.    The  Kanawha  seam  is 
operated  and  is  4  feet  in  thickness.    Ventilation  is  produced  by  a  4  foot  fan, 
and  gives  reasonably  good  results.    The  roof  is  good.    Drainage  is  good.  The 
coal  is  all  undercut  with  pick,  and  gathered  with  mules,  and  hauled  to  the  tipple 
by  an  electric  locomotive.    The  mine  is  a  pillar  proposition  and  will  not  last 
long.    The  mining  law  is  reasonably  well  complied  with. 
S.  H.  Montgomery,  Gen  Mgr.  S.  P.  Johnson,  Mine  Foreman. 
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MORRIS  CREEK  COLLIERY  COMPANY. 
Donwood,  W.  Va. 
General  Office  of  Company,  Charleston,  W.  Va. 
No.  742.    Morris  Creek  Mine.    This  is  a  drift  mine  located  about  one  mile 
above  Donwood  on  the  Morris  Creek  Branch  of  the  C.  &  O.  R.  B..  The 
Kanawha  seam  is  operated.   The  coal  is  4  feet  8  inches  in  thickness,  and  carries 
a  parting.    Ventilation  is  produced  by  an  8  'foot  fan,  which  gives  reasonably 
good  results.    Drainage  is  good.    The  coal  is  undercut  by  pick,  and  electric 
chain  machines.    The  roof  is  good,  but  needs  to  be  well  timbered.    The  coal  is 
hauled  by  mules,  and  an  electric  locomotive.    The  mining  law  is  reasonably 
well  complied  with. 

Gordon  S.  Seal,  Supt.  J.  I.  Absolam,  Mine  Foreman. 

MORRIS  CREEK  COLLIERY  COMPANY. 
Montgomery,  W.  Va. 
General  Office  of  Company,  Charleston,  W.  Va. 
No.  742.    Morris 'Creek  No.  5.  Splint  Mine.    This  is  a  drift  mine  located  one 
mile  above  Donwood  on  the  Morris  Creek  Branch  of  the  C.  &  O.  R.  R.    The  No. 
5  Splint  Seam  is  operated.    The  mine  is  new,  very  little  development  has  been 
done.    The  coal  shows  about  5  feet  in  thickness,  and  carries  a  draw  slate,  which 
has  to  be  carefully  timbered.    Drainage  is  good,    Ventilation  at  the  present 
time  is  produced  by  a  furnace  which  is  not  satisfactory.    The  coal  is  undercut 
by  electric  chain  mining  machines  and  hauled  by  mules  tc**  the  incline  plane. 
The  mining  law  is  reasonably  well  complied  with. 

Gordon  S.  Seal,  Supt.  J.  I.  Absolam,  Mine  Foreman. 

NICHOLAS  COUNTY. 

GREENDALE  COLLIERIES  COMPANY. 
Vaughn,  W.  Va. 
General  Office  of  Company,  Greendale,  W.  Va. 
No.  743.    Raven  Mine.    This  is  a  drift  mine  locaed  at  Greendale  on  the 
Twenty  Mile  creek  on  the  Gauley  Branch  of  the  C.  &  O.  R.  R.    The  Coalburg 
Seam  is  operated.   Ventilation  is  produced  by  an  8  foot  fan  which  gives  reason- 
ably good  results.    The  coal  is  undercut  by  electric  chain  machines.    The  roof 
has  to  be  carefully  timbered.    The  coal  is  gathered  with  mules  and  hauled  to 
the  outside  of  an  electric  locomotive.    The  mining  law  is  reasonably  well  com- 
plied with. 

J.  E.  Griffith,  Mine  Foreman.  Nute  Elkins,  Assistant.  Mine  Foreman. 
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EIGHTH  DISTRICT. 


GENERAL   SUMMARY  FOR  THE   EIGHTH  MINING  DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TB.,  1912. 


EMPLOYEES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

i 

COUNTY. 

No.  of  Openings. 

No.  of  Persons  Kil 

Pick  Miners. 

■ 
.S 

S 

8 

| 

1 

Machine  Runners 
and  Helpers. 

Laljorers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

Sura  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,000  lbs. 

Fayette 

(Part) 
Raleigh 
(Part) 

33 
5 

30 
0 

2,021 
155 

588 

203 

881 
29 

3,693 
184 

583 
35 

124 

707 
35 

4,400 
219 

3,380,296  70,009 
164,118, 

Total 

38 

30 

2,176 

588 

203 

910 

3,877 

618  124 

742 

4,619 

3,544,414  70,009 

Office  of  Eighth  District  Mine  Inspector. 

HlNTON,  W.  Va. 

Hon.  John  Laing, 

Chief  of  the  Department  of  Mimes, 
Charleston,  W.  Va. 

Dear  Sir : 

In  compliance  with  the  law  I  herewith  respectfully  submit  my  annual  report 
as  Inspector  of  the  Eighth  Mining  District  for  the  year  ending  June  30,  1912. 

I  regret  to  report  the  usual  number  of  accidents  fatal  and  nonfatal  caused 
by  •falling  of  roof,  mine  cars,  and  motors  which  will  only  be  reduced  in  the 
future  by  the  workmen  being  educated  to  the  dangers  connected  with  their 
work  and  the  necessity  of  obedience  to  orders  from  the  officials  and  the  latter 
keeping  posted  by  frequent  visits  with  any  and  all  dangers  existing  throughout 
the  workings  and  seeing  that  all  orders  for  safety  are  carried  out  to  the  letter. 

Too  much  cannot  be  said  of  discipline  and  the  benefits  of  it  as  it  is  known 
that  fewer  accidents  occur  and  a  better  class  of  workmen  are  employed  where 
rigid  discipline  is  enforced. 

I  appreciate  the  rulings  governing  the  safety  of  mines  issued  by  you  as 
Chief  of  the  Department  of  Mines  and  feel  satisfied  that  a  strict  observance  of 
these  rulings  will  go  a  long  way  in  reducing  disasterous  explosions  throughout 
the  state.  The  ruling  that  all  mines  must  have  at  least  90  per  cent,  relative 
humidity  will  have  much  to  do  with  eliminating  explosions  of  coal  dust. 
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Three  fans  have  been  installed  during  the  year  two  in  mines  previously  ven- 
tilated by  furnaces;   one  at  Michigan  Mine  and  one  at  Glendale  Collier) 
pany's  mine  at  Glendale.    The  other  is  at  No.  4  Thurmond  a  new  opening  al 
Thurmond  No.  1  mine. 

•  I  am  pleased  to  report  continued  co-operation  with  the  Department  of  Mines 
throughout  the  district  and  appreciate  the  courteous  treatment  in  connection 
with  my  duty  and  received  from  both  miners  and  mine  officials  and  thank  you 
as  Chief  of  the  Department  of  Mines  for  advice  and  assistance  given  at  all 
times. 

Very  Truly  Yours, 

R.  Y.  Mum, 
Inspector  Eighth  District.  ■ 

Mines  Idle  During  the  Year. 

Pine  Top. 
v  New  River  Valley. 
Mars  Branch. 
Gaymont. 
Sunny  Side. 
Elmo. 
Kohinoor. 
Cunnard. 
Dubree  No.  2. 
Ridge  view. 

New  Mines  Opened  During  the  Year. 
Cliff  Top  No.  4. 

FAYETTE  COUNTY. 

MILL  CREEK  COLLIERY  COMPANY. 

P.  O.  and  General  Office,  Ansted,  W.  Va. 
No.  801.  Mill  Creek  Mine.  Is  a  drift  located  one  half  mile  from  Hawks 
Nest  on  the  Anstead  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell  seam 
averaging  about  3  feet  thick.  Roof  is  generally  of  a  good  slate.  Drainage  is 
moderate.  Ventilation  is  produced  by  a  ten  foot  exhaust  fan  which  gives  good 
results.  During  the  year  a  small  air  driven  rope  haulage  has  been  installed  at 
the  tipple  to  haul  coal  from  mine  mouth  to  tipple. 

W.  H.  Evans,  Mgr.  W.  W.  Johnson,  Mine  Foreman. 

R.  H.  Massey,  Supt.  Harry  Smith,  Fire  Boss. 

GAULEY  MOUNTAIN  COAL  COMPANY. 
P.  O.  and  General  Office,  Anstead,  W.  Va. 
No.  802.    Nova  Scotia  and  Turkey  Creek  Mines.    Are  drifts  located  about 
three  and  one  half  miles  from  Hawks  Nest  on  the  Anstead  branch  of  the  C.  & 
O.  R.  R.,  operating  the  No.  2  Gas  seam  about  4  feet  8  inches  thick.    Roof  is 
very  bad  in  parts  requiring  constant  attention.    Drainage  is  generally  good. 
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Ventilation  is  produced  by  two  30  foot  and  two  6  foot  disc  fans  giving  fairly 
good  results.    Other  conditions  comply  with  the  law. 
W.  N.  Page,  Pres.  &  Mgr.  Jas.  A.  M.artin,  Mine  Foreman. 

R.  C.  Taylor,  Supt.  Galliford  Williams,  Asst. 

Joe  Arbaugh,  Asst. 

SIGNAL  KNOB  COAL  COMPANY. 
P.  O.  and  General  Office,  Anstead,  W.  Va. 
No.  803.  Signal  Knob  Mine.  Is  a  drift  located  on  the  Anstead  branch  of 
the  C.  &  O.  E.  R.,  operating  the  No.  2  gas  seam  about  5  feet  6  inches  thick. 
Ventilation  is  produced  by  a  7  foot  steam  driven  disc  fan  giving  good  results. 
Roof  is  good.  Drainage  is  fairly  good.  Other  conditions  comply  with  the  law. 
W.  H.  Evans,  Mgr.  R.  A.  Forloin,  Mine  Foreman. 

R.  H.  Massey,  Supt. 

MICHIGAN  COAL  COMPANY. 
P.  O.  and  General  Office,  Fayette,  W.  Va. 
No.  804.    Michigan  Mine.    Is  a  drift  located  on  north  side  of  New  River 
four  miles  east  of  Hawks  Nest  on  the  C.  &  O.  R.  R.  operating  the  Sewell  seam 
on  the  double  entry  system.    Ventilation  is  produced  by  a  ten  foot  steam  driven 
double  inlet  Crawford  &  McCrinmen  fan  installed  during  the  year  which  gives 
good  results.    Drainage  is  reasonably  good.    Roor  is  slate  and  good  when  given 
proper  attention.    Other  conditions  meet  the  requirements. 
J.  D.  Bcone,  Mgr.  and  Supt.  C.  E.  Simms,  M.  F  &  F.  B. 

MA N UFA C T TJBEES  AND  CONSUMEBS  COAL  COMPANY. 
P.  O.  Fayette,  W.  Va. 
General  Office,  Scranton,  Pa. 
No.  805.    Newlyn  Mine.    Is  a  drift  located  four  and  one  half  miles  east 
of  Hawks  Nest  on  the  C.  &  O.  R.  R.,  north  side  of  New  River  operating  the 
Sewell  seam  on  the  double  entry  system.    Ventilation  is  produced  by  an  eight 
foot  disc  fan  driven  by  a  gasolire  motor,  which  gives  good  results.    This  mine 
is  very  wet  and  hard  to  drain.    The  roof  is  slate  and  reasonably  good.  Other 
conditions  meet  with  the  requirements. 

P.  H.  Henry,  Mgr.  and  Supt.  J.  W.  Simms,  Mine  Foreman. 

S.  L.  Watson,  Fire  Boss. 

FAYETTE  C.  &  C.  COMPANY. 
Operated  by  E.  G.  Blume,  Administrator. 
P.  O.  and  General  Office,  Fayette,  W.  Va. 
No.  806.    Fayette  Mine.    Is  a  drift  located  on  the  north  side  of  New  River 
on  the  C.  &  O.  R.  R.,  five  miles  east  of  Hawks  Nest  operating  the  Sewell  seam 
on  the  double  entry  system.    Ventilation  is  produced  by  a  seven  foot  disc  fan 
driven  by  an  electric  fan  and  is  reasonably  good.    Roor  is  slate  and  good. 
Drainage  is  good.    A  new  six  ton  haulage  motor  has  been  put  in  operation  dur- 
ing the  year  which  has  been  some  help  to  the  output. 

E.  G.  Blume,  Mgr.  D.  H.  Rhodes,  M.  F.  $  F.  B. 
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NUTTALBURG  SMOKELESS  FUEL  COM  PAW. 
P.  0.,  NUTTALBURG,  W.  Va. 
General  Office,  Npttalburg,  W.  Va. 
No.  807.    Nuttalburg  Mine.    Is  a  drift  located  on  the  north  side  of  N<  w 
Eiverseven  miles  east  of  Hawks  Nest  on  the  C.  &  O.  R.  R.,  operating  the  Sewell 
seam.    This  mine  changed  hands  during  the  year  having  been  operated  in  the 
fore  part  of  the  year  by  the  Nuttalburg  Collieries  Co.  Drainage  is  good  and  the 
roof  is  good  when  taken  care  of.    Ventilation  is  produced  by  an  eighteen  foot 
steam  driven  fan  which  also  furnishes  air  for  part  of  Keeneys  Creek  mine. 
The  condition  of  the  main  air  course  is  such  from  falls  of  roof  and  leaks  from 
abandoned  works  that  the  ventilation  is  poor  at  working  face.      This  was 
promised  to  be  attended  to  on  my  last  visit. 

W.  E.  Deegan  Gen.  Mgr.  F.  L.  Ramey,  Supt.  n  M.  F. 

J.  E.  Stevens,  F.  B. 

HOLLIDAY  COAL  COMPANY. 
P.  O.  and  General  Office,  Edmond,  W.  Va. 
No.  808.  Keeneys  Creek  Mine.  Is  a  drift  locaed  at  the  mouth  of  Keeneys 
Creek  o  nthe  C.  &  O.  R.  R.,  operating  the  Sewell  seam  in  a  small  way,  doing 
mostly  robbing  work  for  the  past  year.  Preparation  is  being  made  to  further 
develope  the  lease.  A  new  six  ton  gasoline  motor  has  been  purchased  and  track 
is  being  re-laid  in  old  main  entry  with  the  intention  of  opening  up  more  ex- 
tensively. 

W.  E.  Deegan,  Mgr.  C.  McHolliday,  M.  F.  &  Supt. 

KEENEYS  CREEK  COLLIERY  COMPANY. 
P.  O.  and  General  Office,  Winona,  W.  Va. 
No.  809.    Moone  Mine.    Is  a  drift  located  on  Keeneys  Creek  branch  of  the 
C.  &  O.  R.  R.,  three  miles  from  junction  operating  the  Sewell  seam  three  and  one 
half  feet  thick.    Roof  is  fairly  good  slate.    Drainage  is  moderately  good. 
Ventilation  is  produced  by  an  8  foot  disc  fan  which  gives  good  results. 
J.  Wade  2?ell,  Mgr.  &  Supt.  T.  H.  Seacreast,  M.  F. 

No.  810.  Smokeless  Mine.  Is  a  dirft  located  on  Keeneys  Creek  branch  of 
the  C.  &  O.  R.  R.,  four  and  one  half  miles  from  junction.  Ventilation  is  por- 
duced  by  an  8  foot  disc  fan  which  gives  good  results.  Roof  is  brittle  in  parts 
requiring  attention.  Drainage  is  good.  Othere  conditions  comply  wirn  the 
law. 

J.  Wade  Bell,  Mgr.  &  Supt.  T.  H.  Seacreast,  M.  F. 

BALLINGER  COAL  COMPANY. 
P.  O.  and  General  Office,  Nuttalburg,  W.  Va. 
Nos.  811-812.  Balleneger  No.  1  &  No.  2  Mines.  Are  drifts  located  on 
Keeneys  Creek  branch  of  the  C.  &  O.  R.  R.,  Sy2  and  4  miles  from  Junction 
operating  the  Sewell  seam  three  and  one  half  *feet  thick.  No.  2  mine  has  been 
working  from  two  to  four  men  and  no  inspections  have  been  made.  No.  1 
is  ventilated  by  one  eight  and  one  three  disc  fan  giving  moderate  results.  The 
three  foot  fan  is  to  small  for  the  purpose  and  a  larger  one  is  promised.  Roof 
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is  very  brittle  in  new  drift  requiring  care  to  keep  safe.  Drainage  is  generally 
good. 

George  Holland,  Mgr.  ft  Supt.  John  Ohlinger,  M.  F. 

RO TRW ELL  COAL  COMPANY. 
P.  O.  and  General  Office,  Dubree,  W.  Va. 
No.  813.  Dubree  Mine.  In  a  drift  located  five  miles  from  Junction  on 
Keeneys  Creek  brnach  of  the  C.  ft  O.  R.  R,,  operating  the  Sewell  seam  3  feet 
6  inches  thick.  Ventilation  is  produced  by  a  twelve  foot  fan  giving  good  re- 
sults. Roof  is  said  rock  and  good.  Drainage  is  poor  in  parts  of  the  mine. 
Other  conditions  comply  with  the  law. 

IT.  II.  Roth  well,  Mgr.  &  Supt.  Chas.  Higgins,  M.  F. 

BLUME  C.  &  C.  CO  Mr  ANY. 
P.  O.  and  General  Office,  Lookout,  W.  Va. 
No.  814.  Blume  Mine.  Is  a  drift  located  six  and  one  half  miles  from 
junction  on  Keeneys  Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell 
seam  3  feet  thick.  Roof  is  slate  and  fairly  good.  Drainage  is  good.  Ventilation 
is  produced  by  a  10  foot  disc  fan  which  gives  generally  good  results.  Other  con- 
ditions comply  with  the  law. 

D.  W.  Boone,  Ggr.  and  Supt.  A.  R.  Jones,  M.  F. 

LOOKOUT  C.  &  C.  COMPANY. 
P.  O.  and  General  Office,  Lookout,  W.  Va. 
No.  815.  Lookout  Mine.  Is  a  drift  located  seven  miles  from  Junction  on 
Keeneys  Creek  branch  of  the  C.  ft  O.  R.  R.,  operating  the  Sewell  seam  averaging 
3  feet  2  inches  thick.  Ventilation  is  produced  by  a  10  foot  disc  fan  which  gives 
good  results.  Roor  and  drainage  is  good.  All  coal  is  mined  by  electric  ma- 
chines. 

D.  W.  Boone,  Mgr.  and  Sunt.  D.  H.  Lucas,  M.  F. 

SEWELL  COLLIERY  COMPANY. 
P.  O.  and  General  Office,  Caperton,  W.  Va. 
No.  816.    Seivell  Colliery  Co.  Mine.    Is  a  drift  located  on  the  north  side  of 
New  River  on  the  C.  &  O.  R.  R.,  one  mile  west  of  Sewell  station  operating  the 
Sewell  seam  4  feet  thick.    Roof  is  slate  and  bad  in  parts.    Drainage  is  fairly 
good.    Ventilation  is  produced  by  two  disc  fans  driven  by  electricity  which 
gives  general  good  results.    Other  conditions  comply  with  the  law. 
D.  W.  Boone,  Mgr.  and  Supt.  J.  W.  Tully,  M.  F. 

GLADE  COAL  WORKS  COMPANY. 
P.  O.,  Clifftop,  W.  Va. 
General  Office,  Sewell,  W.  Va. 
No.  817.    Clifftop  Mines  No.  3  4'  No.  4.    Are  drift  mines  located  at  Clifftop 
on  Manns  Creek  narrow  gauge  R.'R.  nine  miels  from  Sewell  station  operating 
the  Sewell  seam  averaging  three  feet  thick.    Number  three  mine,  formerly 
operated  by  Mosely  &  Walker,  is  developed  on  double  entry  system.  Ventila- 
tion is  produced  by  an  eight  foot  disc  fan  which  gives  fairly  good  results. 
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Koof  is  reasonably  good,  drainage  is  good,  and  other  conditions  meet  the  re- 
quirements. Number  four  is  a  new  mine  opened  on  double  entry  system  and 
ventilated  by  an  eight  foot  Crawford  &  McCrimmon  fan  driven  by  a  10  H.  P. 
gasoline  motor  which  gives  good  results.  A  new  tipple  with  a  bin  holding 
150  tons  has  been  built  at  this  mine.  Other  conditions  comply  with  the  law. 
H.  A.  Moseley,  Mgr.  Edgar  Moore,  Mine  Foreman. 

W.  L.  Herndon,  Supt.  Ferdinand  Platter,  Mine  Foreman. 

FIRE  CREEK  C.  &  C.  COMPANY. 
P.  O.,  Fire  Creek,  W.  Va. 
General  Office,  Staunton,  Va. 
No.  818.    Buffalo  Mine.    Is  a  drift  located  on  the  north  side  of  New  River 
on  the  C.  &  O.  R.  R.,  three  miles  east  of  Sewell  operating  the  Fire  Creek  seam 
3  feet  8  inches  thick.    Roof  is  good  slate.    Drainage  is  moderate.  Ventilation 
is  produced  by  a  14  foot  exhaust  fan  which  gives  good  results.    Other  con- 
ditions meet  the  requirements. 

H.  S.  Sproul,  Gen.  Mgr.  J.  W.  Rhodes,  M.  F. 

H.  H.  Blackburn,  Supt. 

BEURY  BROS.  C.  &  C.  COMPANY. 
P.  O.  and  General  Office,  Beury,  W.  Va. 
No.  819.  Echo  Mine.  Is  a  drift  located  three  miles  west  of  Thurmond  on 
the  C.  &  O.  R.  R.,  operating  the  Fire  Creek  seam  4  feet  thick.  Only  pillar  work 
is  being  done.  Ventilation  is  produced  by  an  8  foot  disc  fan  located  at  Stone 
Cliff  which  considering  the  distance  the  air  is  taken  does  fairly  well.  Klondyke 
a  small  drift  in  connection  with  this  operation  is  ventilated  by  a  seven  foot 
disc  fan  which  gives  moderate  results.  They  began  operating  this  drift  in 
June  1912  it  having  been  closed  for  some  time. 

H.  B.  Beury,  Mgr.  and  Supt.  W.  L.  McDaniels,  M.  F. 

BIG  BEND  COAL  COMPANY. 
P.  O.,  Dimmock,  W.  Va. 
Office  of  Company,  Dimmock,  W.  Va. 
No.  820.    Big  Bend  Mine.    Is  a  drift  located  on  the  north  side  of  New 
River  on  the  C.  &  O.  R.  R.,  one  mile  west  of  Thurmond  opedating  the  Fire 
Creek  seam  three  feet  thick.    The  roof  is  slate  and  moderately  good.  Drainage 
is  good.    Ventilation  is  produced  by  an  eight  foot  disc  fan  which  gives  fairly 
good  results.    Other  conditions  meet  the  requirements. 
J.  H.  Dempsey,  Supt.  O.  C.  Wiseman,  M.  F. 

STONE  CLIFF  COAL  &  COKE  COMPANY. 
P.  O.,  Stone  Cliff,  W.  Va. 
Office  of  Company,  Charleston,  W.  Va. 
No.  821.    Stone  Cliff  Mine.    Is  a  drift  located  on  the  C.  &  O.  R.  R.,  one  and 
one  half  miles  east  of  Thurmond  operating  the  Fire  Creek  seam  three  feet  thick. 
Drainage  is  reasonably  good.    Roof  is  good.    Ventilation  is  produced  by  twe 
disc  fans  which  give  fairly  good  results.    One  of  the  fans  furnishes  air  for 
Echo  mine. 

J.  H.  Dempsey,  Mgr.  and  Supt.  J.  D.  McDaniels,  M.  F. 
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BEECHWOOD  COAL  &  COKE  COMPANY. 
P.  O.  and  General  Office,  Claremont,  W.  Va. 
No.  822-823.    Beechivood  No.  1      No.  2  Mines.    Are  drifts  located  on  the 
C.  &  O.  R.  R.,  three  miles  east  of  Thurmond  operating  the  Fire  Creek  seam  from 
three  to  five  feet  thick.    Drainage  is  good  and  roof  is  generality  good.  Ven. 
tilation  is  produced  by  a  twelve  foot  force  fan  at  No.  1  and  by  a  five  foot  ex- 
haust fan  at  No.  2  which  give  moderate  results.    A  new  fan  is  to  be  installed 
at  central  mine  to  take  care  of  No.  1  and  should  greatly  improve  conditions  in 
this  mine.    All  other  conditions  meet  the  requirements. 
C.  C.  BEUBY,  Gen.  Mgr.  R.  B.  Hanna,  M.  F. 

B.  L.  IIawly,  Supt.  John  O 'Daniel,  M.  F. 

ALASKA  COAL  &  COKE  COMPANY. 
P.  O.  and  General  Office,  Claremont,  W.  Va. 
No.  824.  Alaska  Mine.  Is  a  drift  located  on  the  C.  &  O.  R.  R.,  three  and 
one  half  miles  east  of  Thurmond  operating  the  Fire  Creek  seam  four  feet 
thick.  The  roof  is  of  good  slate.  Drainage  is  good.  Ventilation  is  produced 
by  an  eight  foot  force  fan  giving  fairly  good  results.  This  mine  is  now  robbing 
main  entry  pillars  and  will  soon  be  finished.  Conditions  comply  reasonably  well 
with  the  requirements. 

George  Lawton,  Mgr.  and  Supt.  S.  M.  Peters,  M.  F. 

EPHRIAM  CREEK  C.  &  C.  COMPANY. 
Thayer,  W.  Va. 
General  Office,  Room  1514  No.  11  Broadway,  New  York,  N.  Y. 
No.  825.    Buffalo  Mine.    Is  a  drift  located  on  the  C.  &  O.  R.  R.,  five  miles 
east  of  Thurmond  operating  the  Fire  Creek  seam.    Roof  is  good.  Drainage 
is  good.    Ventilation  is  produced  by  three  disc  fans  located  inside  which  give 
fairly  good  results. 

Wm.  Warner,  Supt.  E.  M.  BretzMan,  M.  F. 

M.  C.  Jones,  Mgr. 

EXPORT  COAL  COMPANY. 
P.  O.,  Export,  W.  Va. 
General  Office,  McDonald,  W.  Va. 
No.  826.    Export  Mine.    Is  a  drift  located  on  the  Laurel  Creek  branch  of 
the  C.  &  O.  R.  R.,  three  miles  from  Quinnimont  operating  the  Fire  Creek  seam 
on  the  double  entry  system.    Ventilation  at  present  is  produced  by  four  small 
•furnaces  which  give  only  moderate  results.    It  is  intended  as  soon  as  the  four 
drifts  that  are  being  worked  can  be  connected  to  put  a  fan  No.  5  drift  and 
ventilate  the  entire  workings  with  it.    Roof  is  good.    Drainage  is  poor  at 
present. 

Jos.  Beury,  Mgr.  C.  E.  Chamberlain,  M.  F. 

E.  E.  HUDDLESTON,  Supt. 

LAUREL  CREEK  COAL  COMPANY. 
P.  O.,  Laurel  Creek,  W.  Va. 
No.  827.    Laurel  CreeTc  Mine.    Is  a  drift  located  on  the  Laurel  Creek  branch 
of  the  C.  &  O.  R.  R.,  four  miles  from  Quinnimont  operating  the  Fire  Creek  seam 
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four  feet  thick.  The  roof  is  good  slate  ajid  drainage  is  good.  Ventilation  is 
produced  by  an  eight  foot  disc  fan  which  gives  good  results.  Considerable 
improvement  has  been  made  and  kept  during  the  year  in  ventilation.  Other  con- 
ditions comply  with  the  law. 

E.  E.  Lawson,  Supt.  J.  A.  Atkinson,  M.  F. 

W.  A.  Brown,  Mgr. 

GLENDALE  COLLIERY  COMPANY 
P.  O.,  Lawton,  W.  Ya. 
General  Office,  Glendale,  W.  Ya. 
No.  828.    Glendale  or  Buck  Lick  Mine.    Is  a  drift  located  on  the  Laurel 
Creek  branch  of  the  C.  &  O.  E.  E.,  four  and  one  half  miles  from  Quinnimont 
operating  the  Fire«  Creek  seam  about  3  feet  8  inches  thick.    Buck  Lick  was 
opened  during  the  year  and  he  others  closed.    Drainage  and  roof  are  good. 
Yentilaion  is  produced  by  ane  eight  and  one  three  foot  fan  which  give  good 
results.    The  mine  is  located  about  two  and  one  half  miles  from  monitor  plaice 
and  coal  is  hauled  by  a  steam  locomotive  and  a  six  ton  gasoline  motor.  The 
law  is  complied  with  in  all  respects. 

C.  C.  Beury,  Mgr.  G.  L.  Morgan,  M.  F. 

C.  B.  Helwig,  Supt. 

QUINNIMONT  COAL  COMPANY. 

P.  0.,  Lawton.  W.  Ya. 
General  Office,  Quinnnimont,  YV.  Ya. 
No.  829.  Big  Q  and  Lick  Branch  Mines.  Are  drifts  located  on  the  Laurel 
Creek  bramch  of  the  C.  &  O.  E.  E.,  five  miles  from  Quinnimont  operating  the 
Fire  Creek  seam  about  3  feet  10  inches  thick.  Yentilation  is  produced  by  one 
eight  foot  and  one  three  foot  disc  fan  which  give,  good  results.  Eoof  is  slate 
and  usually  good.  Drainage  is  good  and  other  conditions  comply  with  the 
law. 

J.  C.  Gallaudette,  Mgr.  Edward,  Gordon,  M.  F. 
 Eader,  Supt. 


GREENWOOD  COAL  CO. 
P.  O.  and  General  Office,  Lawton,  YV.  Ya. 
No.  830.  Greenicood  Mines. — Are  drifts  located  on  the  Laurel  Creek  branch 
of  the  C.  &  O.  E.  E.,  five  miles  from  Quinnimont  operating  the  Fire  Creek 
seam.  The  roof  is  slate  and  usually  good.  Drainage  is  good.  Yentilation  is 
produced  by  four  three  and  one  ten  foot  disc  fans  of  which  three  three  foot 
are  on  Mud  Tunnel  side.  These  do  not  give  satisfactory  results.  A  larger 
fan  was  ordered  on  my  last  visit  to  take  place  of  these.  Other  conditions  com- 
ply with  the  law. 

YV.  A.  Brown.  Mgr.  &  Supt.  J.  H.  YVood,  Mine  Foreman. 

Henry  Peters.  Mine  Foreman. 

HEMLOCK  HOLLOW  COAL  CO. 
P.  O.  and  General  Office,  Lawton,  YV.  Ya. 
No.  831.    Hemlock  Mine. — Is  a  drift  located  on  the  Laurel  Creek  branch  of 
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the  C.  &  O.  R.  R.,  six  miles  from  Quinnimont  oeprating  the  Fire  Creek  seam 
on  the  double  entry  system.  Ventilation,  on  my  last  visit,  was  produced  by  a 
five  foot  disc  fan  located  inside.  This  was  to  be  a  temporary  arrangement 
until  conditions  for  their  ten  foot  fan  was  corrected.  Roof  is  slate  and  usually 
good,  drainage  is  good,  and  other  conditions  comply  with  the  law. 
W.  A.  Brown,  Mgr.  D.  S.  Brown,  Mine  Foreman. 

J.  A.  Brown,  Supt. 

NEW  RIVER  4-  POCAHONTAS  CONSOLIDATED  COAL  CO. 
P.  O.,  Layland,  W.  Va.  General  Office,  Charleston,  W.  Va. 
No.  832.  Layland  Mines  1,  2  &  3. — Are  drifts  located  on  Laurel  Creek 
branch  of  the  C.  &  O.  R.  R.,  seven  miles  from  Quinnimont  operating  the  Fire 
Creek  seam  on  the  two  and  three  entry  system.  The  roof  m  No.  3  is  brittle 
and  treacherous  requiring  careful  timbering  to  keep  in  a  safe  condition.  Drain- 
age is  good.  Ventilation  is  produced  by  one  sixteen  and  one  eighteen  foot 
Clifford  Capel  fans  which  give  good  results.  All  conditions  comply  with  the 
law. 

H.  M.  Bertolet,  Gen.  Supt.  L.  Nahodil,  Gen.  Foreman. 

A.  K.  Wood,  Supt.  John  McMillan,  Asst.  Foreman. 

P.  K.  Lynch,  Asst.  Foreman. 

Martin  Utter,  Asst.  Foreman. 

LOW  MOOR  IRON  CO.  OF  VA. 
P.  O.  Kay  Moor,  W.  Va. 
General  Office,  Low  Moor,  Va. 
No.  833.    Kay  Moor  No.  1  Mine. — Is  a  drift  located  on  the  south  side  of 
New  river  on  the  C.  &  O.  R.  R.,  seven  miles  east  of  Hawks  Nest  operating  the 
Sewell  seam  about  three  feet  six  inches  thick.    Ventilation  is  produced  by  an 
8  ft  4  in.  Sirocco  fan  which  should  give  good  results.    Drainage  is  poor  in 
parts  of  the  mine.    Roof  is  slate  and  generally  good.    An  auxiliary  air  course 
is  being  driven  from  fifth  right  entry  to  the  fan  which  should  increase  venti- 
lation results  throughout  the  mine. 

C.  E.  Weld.  Mgr.  A.  B.  Reese.  Mine  Foreman. 

G.  H.  Esser,  Supt. 

LOW  MOOR  IRON  CO.  OF  VA. 
P.  O.  Royal.  W.  Va. 
General  Office,  Low  Moor,  Va. 
No.  834.    Kaymoor  No.  2  Mine. — Is  a  drift  located  on  the  south  side  of  New 
river  on  the  C.  &  O.  R.  R.,  five  miles  east  of  Hawks  Xest  operating  the  Sewell 
seam  about  3  feet  4  inches  thick.    Ventilation  is  produced  by  a  6  foot  double 
inlet  Jeffreys  fan  which  gives  good  results.    Roof  is  of  a  generally  good  slate. 
They  are  at  present  only  operating  the  part  of  the  mine  that  has  broad  gauge 
track  in  it. 

G.  E.  Nattleton,  Supt.  M.  H.  Blythe.  M.  F.  &  F.  B. 

C.  E.  Welde.  Mgr. 

BROWN  COAL  CO. 
P.  O.  and  General  Office,  Nuttalburg,  W.  Va. 
No.  835.    Brown  Mine. — Is  a  drift  located  on  the  south  side  of  New  river  on 
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the  C.  &  O.  K.  R,  eight  miles  east  of  Hawks  Nest  operating  the  Sewell  seam. 
Ventilation  is  produced  by  two  disc  fans  located  inside  which  give  fairly  good 
results.  Eoof  is  slate  and  reasonably  good.  Drainage  has  been  improved  dur- 
ing the  year.    Other  conditions  comply  with  the  law. 

J.  A.  Boone,  Mgr.  &  Supt.  F.  R  Frazer,  Mine  Foreman. 

BRANCH  C.  &  C.  CO. 
P.  0.  and  General  Office,  Elverton,  W.  Va. 
No.  836.  Elverton  Mtiie. — Is  a  drift  located  on  the  south  side  of  New  river 
two  miles  west  of  Sewell  Station,  operating  Sewell  seam  on  the  double  entry 
system.  Eoof  is  good  and  drainage  is  reasonably  good.  Ventilation  is  pro- 
duced by  a  ten  foot  Thayer  fan  which  gives  fairly  good  results.  Number  one 
mine  is  about  finished.  A  few  men  in  this  mine  are  robbing  the  chain  pillars. 
The  ventilation  in  this  part  is  created  by  natural  conditions.  Other  conditions 
meet  the  requirements. 

W.  B.  J.  Zimmerman,  Mgr.  &  Si<,pt.      W.  D.  Crickmer,  Mine  Foreman. 

M.  M.  Allison,  Fire  Boss. 

SOUTH  SIDE  COMPANY. 
P.  O.  and  General  Office,  Caperton,  W.  Va. 
No.  837.  South  Side  Mine. — Is  a  drift  located  on  the  south  side  of  New 
river  on  the  C.  &  O.  B.  B.,  one  mile  west  of  Sewell  Station,  operating  the  Sewell 
seam  about  4  feet  thick.  Eoof  is  good.  Drainage  is  moderate.  Ventilation 
produced  by  two  fans  located  inside  which  give  general  good  results.  Other 
conditions  meet  the  requirements. 

G.  H.  Caperton,  Sr.,  Mgr.  Eobert  Boyd.  Supt.  &  Mine  Foreman. 

SCOTIA  COAL  &  COKE  CO. 
P.  O.  and  General  Office,  Bush  Bun,  W.  Va, 
No.  838.  Brooklyn  Mine. — Is  a  drift  located  on  the  south  side  of  New  river 
on  the  C.  &  O.  E.  E.,  five  miles  west  of  Thurmond,  operating  the  Sewell  seam 
four  feet  thick.  Eoof  in  parts  of  the  mine  is  bad  slate,  requiring  care  to 
keep  it  safe.  Drainage  is  reasonably  good.  Ventilation  is  produced  by  one 
eight  and  one  five  foot  fan  giving  fairly  good  results.  Power  is  now  furnished 
by  a  new  150  K.  W.  General  Electric  generator  located  at  the  mine  instead  of 
from  Eush  Bun  as  previously. 

G.  H.  Caperton,  Mgr.  W.  S.  Williamson,  Mine  Foreman. 

J.  H.  Carter,  Supt. 

SCOTIA  COAL  &  COKE  CO. 
P.  O.  and  General  Office,  Bush  Bun,  W.  Va. 
No.  839.  Bush  Bun  Mine. — Is  a  drift  located  on  the  south  side  of  New  river 
on  the  C.  &  O.  B.  B.,  two  miles  west  of  Thurmond  operating  the  Fire  Creek 
seam  five  an  done-half  feet  thick.  Eoof  is  slate  and  drainage  is  good  in  parts 
working.  Ventilation  is  produced  by  a  seven  foot  Disc  fan  Once  More  and 
an  eleven  foot  single  inlet  fan  at  Bush  Bun  giving  good  results.  Other  con- 
ditions comply  with  the  law. 

E.  E.  Leslie.  Fire  Boss. 
G.  H.  Caperton.  Mgr.  &  Supt.  ■  "Walter  Cuthbertson.  Mine  Foreman. 
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SCOTIA  COAL  &  COKE  CO. 
P.  O.  and  General  Office,  Rush  Run,  W.  Va. 

No.  840.  Red  Ash  Mine. — Is  a  drift  located  on  the  south  side  of  New  river 
o  nthe  C.  &  O.  R.  R.,  three  miles  west  of  Thurmond  operating  the  Fire  Creek 
seam  five  and  one-half  feet  thick.  The  roof  is  slate  and  good.  Drainage  is 
good  in  parts  working.  Water  has  given  a  great  deal  of  trouble  in  the  past 
year  keeping  parts  of  the  mine  drowned  out.  Ventilation  is  produced  by  a 
twelve  foot  single  inlet  fan  which  gives  good  results. 

A  new  opening  is  being  made  on  the  west  side  of  the  old  mine  which  shows 
four  and  one-half  feet  of  coal.  A  tram  road  has  been  laid  from  an  opening  at 
the  head  of  first  right  in  the  old  mine  to  this  new  new  mine. 

G.  H.  Caperton,  Mgr.  &  Supt.  J.  W.  Cuthbertson,  Mine  Foreman. 

George  Thoburn,  Fire  Boss. 

THURMOND  COAL  CO. 
Concho,  W.  Va. 
General  Office,  Staunton,  Va. 
No.  841.    Thurmond  No.  1  or  Concho  Mine. — Is  a  drift  located  on  the  south 
side  of  New  river  one  mile  west  of  Thurmond  on  the  C.  &  O.  R.  R.,  operating 
the  Sewell  seam  on  the  double  entry  system.    During  the  year  drainage  has 
been  improved  considerably.    Roof  is  slate  and  brittle  in  parts  of  the  mine. 
Ventilation  is  produced  by  an  eight  foot  Disc  fan  which  gives  good  results. 
No.  4  drift,  a  new  opening,  is  ventilated  by  a  6  foot  Thayer  fan  installed  dur- 
ing the  year  which  gives  good  results. 

H.  B.  Sprotjl.  Mgr.  T.  E.  Maroney,  Mine  Foreman. 

G.  Smith,  Supt. 

THURMOND  COAL  CO. 
General  Office,  Staunton,  Va. 
No.  842.  Thurmond  No.  2  or  Erskine  Mine. — Is  a  drift  located  on  the  south 
side  of  New  river  on  the  C.  &  O.  R.  R.,  one  mile  west  of  Thurmond  operating 
the  Fire  Creek  seam  about  3  feet  thick.  Very  little  work  is  being  done.  I 
made  three  visits  to  this  mine  during  the  year  and  never  found  more  than 
three  men  employed. 

H.  B.  Sproul.  Mgr. 

G.  Smith,  Supt. 

N.  R.  &  P.  C.  C.  CO. 
P.  O.  Minden.  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  843.    Minden  No.  2  Mine. — Is  a  drift  located  on  the  Minden  branch  of 
the  C.  &  O.  R.  R.,  three  miles  from  Thurmond  operating  the  Sewell  seam  five 
feet  thick.    Ventilation  is  produced  by  two  ten  foot  Thayer  fans  which  give 
good  results.    Drainage  is  good.    Roof  is  bad  in  parts  requiring  care  and  at- 
tention.   Other  conditions  comply  with  the  law. 

H.  M.  Bertolet.  Mgr.  J.  A.  Forbes,  Mine  Foreman. 
John  Clappertjon,  Jr..  Supt. 
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P.  O.  MlNDEN,  W.  VA. 

General  Office,  Charleston,  W.  Va. 
No.  844.  Mind  en  No.  3  Mine. — Is  a  drift  located  on  the  Minden  branch 
of  the  C.  &  O.  R.  R.,  four  miles  from  Thurmond  operating  the  Sewell  seam 
about  five  feet  thick.  Ventilation  is  produced  by  a  sixteen  foot  double  inlet 
Clifford  Capel  fan  which  gives  good  results.  Roof  is  bad  in  parts.  Drain- 
age is  good.    Other  conditions  comply  with  the  law. 

H.  M.  Bertolet.  Mgr.  D.  C.  Linsey,  Mine  Foreman. 

John  Clapperton,  Jr..  Supt.  M.  P.  Brown.  Fire  Boss. 

N.  P.  &  P.  C.  C.  CO. 
P.  O.  Minden.  W.  Va. 
General  Office,  Charleston,  W.  Va. 
No.  845.    Minden  No.  4  Mine. — Is  a  drift  located  on  the  Minden  branch  of 
the  C  &  O.  R.  R.,  four  miles  from  Thurmond  operating  the  Sewell  seam  about 
4  feet  6  inches  thick.    Roof  is  bad  in  parts.    Drainage  is  good.  Ventilation 
is  produced  by  a  fifteen  foot  Clifford  Capel  fan  which  gives  good  results.  A 
new  steel  tipple  and  link  belt  conveyor  between  Xo.  3  and  Xo.  4  mines  of  four 
thousand  tons  capacity  has  been  completed  during  the  year. 
H.  M.  Bertolet,  Mgr.  Wm,  Rothwell.  Mine  Foreman. 

John  Clapperton.  Jr..  Supt.  Wm.  Haslan.  Fire  Boss. 

Ed.  Mooney,  Fire  Boss. 

N.  P.  &  P.  C.  C.  CO. 
P.  O.  Minden.  W.  Va. 
General  Office,  Charleston,  W.  Va. 
X^  846.    Minden  No.  5  Mine. — Is  a  drift  located  on  the  Minden  branch  of 
the  C.  &  O.  R.  R.,  three  miles  from  Thurmond  operating  the  Sewell  seam. 
Ventilation  is  produced  by  a  fifteen  foot  Clifford  Capel  fan  which  gives  good 
results.    Roof  is  generally  good.    Drainage  is  good.    Other  conditions  comply 
with  the  law. 

H.  M.  Bertolet,  Mgr.  John  Lindley.  Mine  Foreman. 

John  Clapperton.  Jr..  Supt.  James  Ascough.  Fire  Bos. 

John  Rastron.  Fire  Boss. 

PALEIGH  COUNTY. 
STONEWALL  COAL  &  COKE  CO. 
P.  O.  and  General  Office.  Terry,  W.  Va. 
Xo.  847.    Terry  Mine.—Js  a  drift  located  on  the  C.  &  O.  R.  R..  on  the  south 
Bide  of  Xew  river  two  miles  west  of  Prince,  operating  the  Fire  Creek  seam  on 
the  double  entry  system.    Ventilation  is  produced  by  two  Disc  fans  which  give 
good  results.    Roof  is  slate  and  good.    Drainage  is  good.    Other  conditions 
comply  with  the  law. 

F.  M.  Lee.  Mgr.  &  Supt.  TV  H.  Cross.  Mine  Foreman. 

TV.  L.  Martin.  Fire  Boss. 
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STONEWALL  COAL  &  COKE  CO. 
P.  O.,  Stonewall,  W.  Va. 
General  Office,  Terry,  W.  Va. 
No.  848.    Stonewall  No.  1  &  3  Mines. — Are  drifts  located  five  miles  from 
Prince  on  the  Piney  branch  of  the  C.  &  O.  R.  R.    Number  one  operates  the 
Sevvell  seam  five  feet  thick.    Pillar  robbing  is  the  principal  part  of  the  work 
going  on.    Ventilation  is  produced  by  a  six  foot  home  made  fan  which  owing 
to  poorly  constructed  stoppings  and  cramped  air  ways  does  not  give  the  best 
results.    Drainage  is  poor  and  the  roof  very  brittle.    Number  three  operates 
the  Fire  Creek  seam  and  is  ventilated  by  a  five  foot  fan  driven  by  electricity, 
which  gives  moderate  results.    This  mine  employs  but  few  men  men,  eleven  on 
my  last  visit.    Roof  is  generally  good  and  drainage  moderate.    Other  con- 
ditions comply  with  the  law. 

F.  M.  Lee,  Mgr.  E.  B.  Hurt,  Mine  Foreman. 

J.  A.  Brubeck,  Supt. 

WEIGHT  COAL  n  COKE  CO. 

P.  O.  Pack,  W.  Va. 
General  Office,  Wright,  W.  Va. 
No.  849.  Wright  No.  2  Mine. — Is  a  drift  located  on  the  Piney  branch  of  the 
C.  &  O.  R.  R.,  two  miles  from  Prince  operating  the  Fire  Creek  seam.  Venti- 
lation is  produced  by  an  eight  foot  steam  driven  fan  which  gives  good  results. 
During  the  year  considerable  improvement  in  ventilation  has  been  made.  Roof 
is  slate  and  good.    Drainage  is  good.    Other  conditions  meet  the  requirements. 

Wm.  Horn sb y,  Mine  Foreman. 

WEIGHT  COAL  N  COKE  CO. 

P.  O.  Pack,  W.  Va. 
General  Office,  Wright,  W.  Va. 
No.  850.  Wright  No.  1  Mine. — Is  a  drift  located  on  the  Piney  branch  of  the 
C.  &  O.  R.  R.,  three  miles  from  Prince  operating  the  Fire  Creek  seam.  Venti- 
lation is  produced  by  an  eight  foot  fan  which  gives  general  good  results. 
Roof  is  slate  and  good.  Drainage  is  good.  Other  conditions  comply  with  the 
law. 

A.  Boyd,  Supt.  J.  P.  Donaldson,  Mine  Foremam. 

F.  P.  Christian,  Pres. 
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NINTH  DISTRICT. 


GENERAL   SUMMARY   FOB    THE   NINTH   MINING    DISTRICT  FOE 
THE  YE  Ah'  ENDING  JUNE  30TS.  1912. 


EMPLOYEES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

COUNTY. 

>ns  Killed. 

iners. 

inners 

10  lbs. 

)0  lbs. 

No.  of  Open 

No.  of  Pers( 

Pick  Miners 

Machine  M: 

Machine  Ri 
and  Helpers 

Laborers. 

Totals. 

Laborers. 

Coke  Workc 

Totals. 

Sum  Totals. 

Tons  cf  2,24 

Tons  of  2,2( 

Fayette 

(Part) 
Raleigh.  ... 

29 
24 

10 
19 

1,244 
1,290 

338 
433 

119 
132 

639 
660 

2,340 
2,515 

462 
298 

53 

515 
298 

2,855 
2,813 

2,384,575 
2,568,441 

57,951 

(Part) 

Total  

53 

29 

2,534 

771 

251 

1,299 

4,855 

760 

53 

813 

5,668 

4,953,016 

57,951 

Department  of  Mines,  State  of  West  Virginia, 

Beekley,  W.  Va.,  September  30,  1912. 

Hon.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va, 

Dear  Sir: — I  herewith  respectfully  submit  to  you  my  annual  report  as  In- 
spector of  the  Ninth  Mining  District  of  West  Virginia  for  the  year  ending 
June  30,  1912. 

During  the  year  I  made  two  hundred  and  twenty-five  regular  mine  inspections 
and  thirty-three  special  visits.  The  special  visits  were  made  for  the  purpose 
of  investigating  cause  of  fatal  accidents  and  to  see  if  recommendations  that 
I  had  recommended  were  being  complied  with,  chiefly  in  reference  to  dry  and 
dusty  sections  of  the  mines. 

Many  of  the  fatal  accidents  that  have  occurred  in  the  Ninth  District  could 
have  been  averted  if  proper  care  had  been  exercised.  Some  of  them  have  been 
due  to  recklessness  and  carelssnses  in  not  posting  or  setting  sprags.  The  minor 
accidents  also  could  have  been  avoided.  Some  of  the  accidents  have  been 
through  using  short  fuse,  others  by  drilling  holes  out  that  have  missed  firing. 
This  is  a  most  dangerous  practice  and  there  ought  to  be  a  law  prohibiting  any 
miner  from  so  doing  under  a  penalty.  All  places  where  they  have  missed  shots 
should  be  fenced  off  and  stand  twelve  hours  at  least.  Then  the  official  in  charge 
should  go  into  the  said  working  place  and  instruct  the  miner  where  to  drill  his 
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hole  so  that  it  will  not  intersect  the  one  that  is  already  charged  and  that  has 
missed  going  off. 

Reckless  motor  running  is  another  cause,  jumping  on  cars  while  in  motion. 
If  workmen  in  general  would  be  a  little  more  thoughtful  and  work  more  on 
the  line  of  safety,  by  so  doing  would  greatly  reduce  the  accidents  in  our  mines, 

I  am  pleased  to  say  that  the  Raleigh  Mining  Institute  at  Raleigh  still  hold 
their  weekly  meetings  and  is  doing  good  both  to  the  officials  and  miners  who 
are  members. 

The  New  River  Colliery  Company  established  a  Mining  Institute  at  Scarbro 
with  a  membership  of  fifty.  S.  A.  Scott,  Gen.  Mgr.,  Pres.  John  Porter,  V.  P., 
II.  \T.  Baker,  Secy.  Dr.  Price;  Chief  rnstruetor,  firsl  aid.  If  officials  at  each 
mining  camp  would  take  a  little  more  interest  in  establishing  mining  classes, 
it  would  be  the  means  of  doing  a  great  amount  of  good. 

I  am  pleased  to  say  that  I  have  had  the  co-operation  of  mine  officials  and 
the  miners  in  assisting  me  in  my  official  duties  and  thank  one  and  all  for  so 
doing.  I  also  wish  to  thank  you  as  Chief  of  the  Department  of  Mines  for  the 
wise  counsel  and  courteous  assistance  you  have  given  me. 

Yours  respectfully, 

Lance  B.  Holliday. 

I m  peat  or  Ninth  District. 

FAYETTE  COUNTY. 

MACDONALD  COLLIERY  COMPANY. 
Macdonald,  W.  Va. 
General  Office  of  Company,  Mficdonald,  W.  Va. 
No.  901.    Macdonald  Mine. — This  mine  is  located  10  miles  south  of  Thur- 
mond on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R.    Drift  opening  operating 
the  Sewell  seam,  double  entry  system.    Thickness  of  vein  4  feet.    Roof  not 
good  on  the  left;  only  moderate  drainage.    This  mine  is  non-gaseous.  Venti- 
lation not  good.    Haulage  done  from  the  cross  entry  workings  to  main  parting 
by  motor  and  16  mules;  from  there  to  tipple  by  endless  rope.    Ventilation  pro- 
duced by  a  6  foot  fan,  electrically  driven,  only  giving  moderate  results. 

The  mining  laws  not  complied  wit,h.  100  coke  ovens  attached  to  this  plant. 
75  in  blast. 

S.  A.  Scott.  Gen.  Mgr.  B.  C.  Shoemaker.  Supt. 

W.  D.  Lewis.  Mine  Foreman. 

SUGAE  CEEEK  COAL  &  COKE  COMPANY. 
Mount  Hope.  W.  Va. 
General  Office  of  Company,  Mount  Hope,  W.  Va. 
No.  902.    Sugar  CreeTc  1.  2  &  3. — These  are  slope  mines  located  at  Mount 
Hope  on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R..  operating  the  Sewell  seam, 
double  entry  system.    Workings  in  No.  1  all  on  the  retreat  robbing  pillars. 
Moderately  good  roof;  thickness  of  vein  5  feet,  6  inches.    Drainage  good. 
Ventilation  produced  by  7  foot  fan  electrically  driven. 

No.  2  Mine. — The  roof  in  this  mine  is  not  good,  full  of  slips  and  of  a  brittle 
nature.  Average  thickness  of  coal  5  feet  8  irches.  Moderate  drainage;  mine 
ventilated  by  furnace.    Main  and  tail  rope  haulage,  and  mules.    No  motors. 


1912] 


Department  of  Mines. 


211 


No.  3  Mine. — Has  not  been  worked  any  for  ten  months  on  account  of  wat<  r. 
The  mining  laws  complied  with. 

Enoch  Smith,  Pres.  &  Mgr.  Allen  Hoffer,  Mine  Foreman. 

N.  S.  Blake,  Supt. 

WHITE  OAK  FUEL  COMPANY. 
Whipple,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  903.    Whipple  Mine. — This  is  a  shaft  mine  located  at  Whipple  four  miles 
from  White  Oak  Junction  on  the  White  Oak  branch  of  the  C.  &  O.  R.  R., 
operating  the  Sewell  seam,  double  entry  system.    Thickness  of  vein,  3  feet,  9 
inches.    Roof  in  general  is  good.    This  is  a  gaseous  mine  and  requires  every 
attention.    Some  sections  of  the  mine  are  dry  and  dusty,  but  are  watered 
down.    The  airways  are  in  a  poor  condition  caused  by  bad  drainage  and  falls 
of  sJate.    The  officials  attention  has  been  called  to  improve  these  conditions. 
There  are  52  pick  and  machine  miners  working.    Haulage  is  done  by  motors 
and  21  mules.    Ventilation  is  produced  by  18  foot  Capel  force  fan. 
S.  A.  Scott,  Gen.  Mgr.  Isaac  Pelter,  Mine  Foreman. 

John  Porter,  Supt.  William  Scott,  Fire  Boss. 

Thomas  Howe,  Fire  Boss. 

WHITE  OAK  FUEL  COMPANY. 
Carlisle,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  904-905.    Carlisle  and  Oaikivood. — These  are  shaft  mines  located  at 
Carlisle  on  the  White  Oak  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell 
seam  on  the  triple  and  double  entry  system.    They  are  gaseous  mines.  Second 
and  Third  Rights  working  places  and  roads  leading  thereto  get  dry  and  dusty 
and  have  to  be  kept  watered  down.    The  drainage  on  Main  South  not  good. 
5th  and  6th  South  on  my  last  inspection  got  a  squeeze  on  where  pillar  robbing 
was  being  done.    Thickness  of  coal  on  an  average  about  4  feet.    Good  roof. 
Mining  done  by  55  pick  miners.    No  machine  mining,  23  day  hands  inside. 

8  drivers. 

In  Oakwood  there  are  62  pick  miners  and  6  machine  miners.    19  day  hands,  • 

9  drivers.  Average  thickness  of  coal  about  4  feet,  3  inches.  Roof  in  general 
is  good.  Pillars  are  being  drawn  1st,  3rd,  4th  and.  5th  Rights.  Ventilation 
produced  by  18  foot  Capel  fan  exhaust. 

S.  A.  Scott.  Oem.  Mgr. 
W.  N.  Rigg.  Supt. 
CARLISLE  MINE. 

William  Pilkington,  Mine  Foreman. 

Samuel  Selkirk.  Fire  Boss. 

William  Stuart.  Fire  Boss. 
OAKWOOD  MINE. 

James  Bain.  Mine  Foreman. 

Edward  Saunders,  Fire  Boss. 

William  Stewart.  Fire  Boss. 


212 


Annual  Report  of 


|  W.  Va. 


WHITE  OAK  FUEL  COMPANY. 
Wingrove,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va 
No.  906.    Wingrove. — This  is  a  shaft  mine  located  at  Wingrove,  one  mil* 
west  of  White  Oak  Junction  on  the  White  Oak  branch  of  the  C.  &  0.  R.  h'., 
operating  the  Sewell  seam,  double  entry  system.    Thickness  of  vein  4  feet, 
4  inches;  roof  not  good,  especially  on  the  left  of  Main  North.      This  is  a 
gaseous  mine.    The  bad  drainage  in  this  mine  has  caused  on  several  occasions 
during  the  year  accumulation  of  gas  at  the  face  of  4th  left  entry.    The  airways 
in  general  are  poor,  both  on  the  left  and  right  off  main  entry.  Ventilation 
produced  by  a  20  foot  Robinson  fan,  steam  driven.    The  mining  laws  not 
complied  with. 

S.  A.  Scott.  Gen.  Mgr.  John  R.  Porter,  Mine  Foreman. 

John  Porter.  Supt.  Emmett  Lively,  Asst.  M.  F. 

William  Heron,  Fire  Boss. 

B.  F.  Wriston,  Fire  Boss. 

WHITE  OAK  FUEL  COMPANY. 
Scarbro,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  907.    Scarbro  Mine. — This  is  a  shaft  mine  located  at  Scarbro,  two  miles 
west  of  Glen  Jean  on  the  White  Oak  branch  of  the  C.  &  O.  R.  R.,  operating 
the  Sewell  seam  on  the  double  entry  system.    Thickness  of  coal  4  feet.  Roof 
in  general  is  good.    On  my  last  inspection  of  this  mine  found  an  accumulation 
of  gas  on  the  gob  of  2nd  Right  where  pillars  were  being  robbed.    This  section 
of  the  mine  gets  dry  and  dusty,  requires  to  be  watered  down.    This  mine 
has  been  connected  up  with  the  Wingrove  mine  by  the  main  south  west  entry 
of  Scarbro  being  cut  through  into  main  north  entry  of  Wingrove.  Number 
of  pick  miners  employed  is  43.    Machine  miners  23.    Drainage  in  this  mine 
is  fairly  good.    Ventilation  produced  by  an  18  foot  Capel  force  fan. 
S.  A.  Scott,  Gen.  Mgr.  John  R.  Porter,  Mine  Foremen. 

John  Porter,  Supt.  John  Ervington.  Fire  Boss. 

Robert  Lambie.  Fire  Bos. 

PRUDENCE  COAL  COMPANY. 
Prudence,  W.  Va. 
General  Office  of  Company,  Prudence,  W.  Va. 
No.  908.    Jones  1  &  2. — These  are  drift  openings  seven  miles  south  of  Thur- 
mond, on  branch  line  of  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R.  at  Harvey, 
operating  the  Sewell  seam  on  the  double  entry  system.    Thickness  of  coal  4 
feet.  3  inches.    The  roof  on  the  left  of  No.  1  main  is  of  a  soapy  and  jointy 
heavy  drawslate  and  requires  very  careful  timbering.    The  roof  on  the  right  is 
good.    The  roadways  in  this  mine  during  the  year  have  been  much  improved. 
The  workings  in  No.  2  principally  robing  pillars.    Ventilation  produced  by  a 
7  foot  home  made  fan.    The  coal  from  these  mines  are  dumped  at  Prudence 
tipple. 

W.  E.  Deegan.  Manager.  W.  E.  Patterson.  Mine  Foreman. 

J.  W.  Wedgwood.  Supt. 
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PE  U I)  EN  CE  CO  AL  COMFA  N  ) ' . 
Prudence,  W.  Va. 
General  Office  of  Company,  Prudence,  VV.  Va. 
No.  908.   Layman  Mine. — This  is  a  drift  opening  located  on  Big  Loop  Creek, 
six  miles  south  of  Thurmond,  branch  line  of  the  Loop  Creek  branch  of  the 
C.  &  O.  R.  R.  at  Harvey,  operating  the  Sewell  seam  on  the  double  entry  BJi 
tern.    Thickness  of  coal  4  feet,  2  inches.    Roof  not  good.    Heavy  jointy  draw 
slate.    26  pick  miners  and  11  machine  miners  working  at  this  mine.  Drainage 
only  moderate.    Ventilation  produced  by  a  10  foot  Cone  fan.    The  main  entry 
has  been  very  much  improved  during  the  year  by  relaying  the  track  and  eh  an 
ing  the  sides  of  roadway  of  slate. 

W.  E.  Deegan,  Manager.  P.  J.  Robertson,  Mine  Foreman. 

J.  W.  Wedgwood,  Supt. 

PEVDENCE  COAL  COMPANY. 
Prudence,  W.  Va. 
General  Office  of  Company,  Prudence,  W.  Va. 
No.  908.    Prudence  A.  B  &  C. — These  are  of  a  series  of  drift  openings  lo- 
cated at  Prudence  five  miles  south  of  Thurmond  on  branch  line  of  Loop  Creek 
branch  of  the  C.  &  O.  R.  R.  at  Harvey,  opearting  the  Sewell  seam  on  the  double 
entry  system,  intersecting  each  other.    Section  B  has  not  worked  any  for  the 
past  four  years.    C,  all  the  working  in  this  section  is  pillar  robbing.    Bad  roof. 
The  workings  of  A,  development  going  on  on  the  left  and  robbing  pillars  on 
the  right  off  third  right.    This  mine  is  damp  throughout,  ventilation  not  good. 
Thickness  of  vein  4  feet,  4  inches.    Good  roof.    Ventilation  produced  by  7  foot 
Covington  fan,  steam  driven. 

W.  E.  Deegans,  Manager.  John  Kennedy.  Mine  Foreman. 

J.  W.  Wedgwood,  Supt. 

STUAET  COLLIEEY  COMPANY. 

LOCHGELLY,  W.  Va. 

General  Office  of  Comapny,  Macdonald,  W.  Va. 

No.  909.  Lochgelly  Mine. — This  is  a  shaft  mine  located  at  Lochgelly,  nine 
miles  west  of  Glen  Jean  on  the  White  Oak  branch  of  the  C.  &  O.  R.R.  In  last 
year's  report  this  mine  was  called  Stuart,  operating  the  Sewell  seam  on  the 
double  entry  system.  Thickness  of  coal  4  feet.  Taking  the  general  character 
of  the  roof  throughout  the  mine  it  is  not  good.  This  is  a  gaseous  mine,  west 
side  of  the  mine  especially.  During  the  year  the  water  rose  up  on  the  west  sice 
on  account  of  the  pumps  getting  out  of  repair,  causing  the  ventilation  to  be 
cut  off.  In  consequence  I  found  a  large  accumulation  of  gas  in  this  section  of 
the  mine.  This  section  of  the  mine  has  not  worked  any  for  a  long  time.  The 
return  airway  on  the  west  is  in  a  bad  condition.  The  present  workings  are 
all  on  the  east  side.  The  main  east  entry  2nd,  3rd,  4th  and  5th  rights  have 
been  idle  for  a  long  time.  There  are  11  pick  miners,  51  machine  miners 
employed.  Haulage  is  done  by  1  10-ton  motor  and  4  4-ton  gathering  motors. 
Pick  miners  are  paid  50  cents  a  car.  Machine  miners  are  paid  40  cents  a  car. 
Machine  cutters  for  cutting  12  cents  a  car. 

The  prepared  coal  from  this  mine  goes  by  the  C.  &  O.  R.  R.    Run  of  mine 
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on  the  Virginian  R.  R.  Ventilation  produced  by  18  x  7  ft.  6  in.  fan,  exhaust. 
Depth  of  shaft  575  feet. 

5.  A.  Scott,  Gen.  Mgr.  John  Powell,  Mine  Foreman. 
J.  K.  Hobaugh,  Supt.  Gus  Pilling,  Fire  Boss. 

Thos.  Freekelton,  Fire  Boss. 

STUART  COLLIERY  COMPANY. 
Parral,  W.  Va. 
General  Office  of  Comapny,  Macdonald,  W.  Va. 
No.  910.    Summerlee  Mine. — Last  year's  report  this  mine  was  called  Parral. 
It  is  a  shaft  mine  located  at  Parral  eight  miles  from  Glen  Jean  on  the  White 
Oak  branch  of  the  0.  &  O.  R.  R.,  operating  the  Sewell  seam  double  entry  sys- 
tem.   Thickness  of  vein  4  feet,  good  roof.    This  is  a  gaseous  mine  and  liber- 
ates gas  freely  in  all  working  places  on  the  right  off  the  west  side,  also  on  the 
left  off  the  east,  and  requires  the  ventilation  to  be  kept  close  up  to  the  face. 
Minnig  done  by  coal  cutting  machines  exclusively.    No  pick  miners.  The 
upeast  or  exit  way  leading  to  the  upeast  is  in  a  deplorable  condition.    On  my 
last  ivsit  recommended  that  this  be  repaired  and  have  immediate  attention. 
Ventilation  produced  by  an  18  foot  Capel  fan,  exhausting. 

6.  A.  Scott,  Gen.  Mgr.  Geo.  W.  Artz,  Mine  Foreman. 
J.  K.  Hobaugh,  Supt.  Con.  Wearmouth,  Fire  Boss. 

James  Powell,  Fire  Boss. 

TURKEY  KNOB  COAL  &  COKE  COMPANY. 
Macdonald,  W.  Va. 
General  Office  of  Company,  Turkey  Knob,  W.  Va. 
No.  911.    No.  1,  2  &  3  Hickory  Branch  Mines. — These  are  drift  openings 
intersected  with  each  other,  operating  the  Sewell  seam  on  the  double  entry 
system.    Thickness  of  coal  4  feet,  4  inches.    Roof  good.    This  mine  is  damp 
throughout.    Ventilated  by  a  5  foot  Exhaust  fan  electrically  driven.    The  coal 
from  these  mines  is  dumped  at  Turkey  Knob  tipple. 

J.  E.  Bejjry,  Manager.  J.  M.  Price.  Mine  Foreman. 

J.  G.  Thayer,  Supt. 

TURKEY  KNOB  COAL  &  COKE  COMPANY. 
Macdonald,  W.  Va. 
General  Office  of  Company,  Turkey  Knob,  W.  Va. 
No.  912.    Turkey  Knob  Mine. — This  is  a  drift  opening  located  at  Turkey 
Knob,  10  miles  south  of  Thurmond  on  the  Loop  Creek  branch  of  the  C.  &  O. 
R.  R.,  operating  the  Sewell  seam  on  the  double  entry  system.    Thickness  of 
coal,  4  feet,  8  inches.    Roof  not  good  in  sections  of  the  mine.    The  mine  is 
damp  throughout.    Ventilation  only  moderate.    Ventilation  produced  by  a  17 
foot  force  fan.    Have  recommended  this  fan  to  be  placed  at  the  back  of  main 
entry  and  let  it  exhaust  which  would  improve  the  ventilation.    There  are  51 
pick  miners  employed.    Haulage  done  from  inside  parting  to  tipple  by  endless 
rope;   inside  by  1,  10-ton  Goodman  motor  and  3,  5-ton  gathering  motors  and 
7  mules.    There  are  100  coke  ovens  connected  with  this  operation  all  in  blast. 
J.  E.  Beury,  Manager.  J.  M.  Price.  Mine  Foreman, 

J.  G.  Thayer,  Supt. 
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LAUREL  MINING  COMPANY. 
Red  Star,  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  913.    Laurel  Mine. — This  is  a  drift  mine  located  at  Red  Star,  on  the 
Loop  Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell  seam.  Thicknef* 
of  coal  5  feet.    The  workings  of  this  mine  all  on  the  retreat,  robbing  pillars; 
roof  on  the  right  of  Main  entry  good;  on  the  left  the  roof  is  full  of  slips  and  a 
heavy  draw  slate.    Haulage  is  done  by  main  and  tail  rope  from  inside  parting 
to  tipple;  inside  to  parting  by  mules.    Drainage  not  good.    Ventilation  pro- 
duced by  12  foot  Force  fan  giving  moderate  results. 

Thos.  Nichols.  Mgr.  A.  L.  Nelson,  Supt.  &  Mine  Foreman. 

MEADOW  FORK  COAL  COMPANY. 
Mine  Post  Office,  Newlyn,  W.  Va. 
General  Office  of  Company,  Newlyn,  W.  Va. 
No.  914.    Meadow  Fork  Mine. — This  is  a  drift  opening  located  at  Meadow 
Fork  on  the  C.  &  O.  R.  R,  Loop  Creek  branch,  operating  the  Sewell  seam 
double  entry  system.    Average  thickness  of  coal  5  feet.    Bad  treacherous 
roof.    The  floor  is  of  a  soft  clay  nature.    The  mine  is  damp  throughout,  non- 
gaseous.   Haulage  inside  by  mules  to  main   entry  parting.    Main  rope  is 
attached  to  15  ton  steam  locomotive  which  pulls  the  loads  to  the  outside  part- 
ing, then  to  the  incline.    Ventilation  produced  by  furnace  giving  only  moderate 
results. 

Edward  Thomas,  Mgr.  Hogue  Meadows,  Mine  Foreman. 

DUNLOOP  COAL  &  COKE  COMPANY. 
Dunloop,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  915.    No.  2,  3.  4.  5  &  6  Dunloop  Mines. — These  are  a  series  of  drift 
openings  located  at  Dunloop  on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R., 
nine  miles  south  of  Thurmond,  operating  the  Sewell  seam  on  the  double  entry- 
system. 

No.  1  mine  reported  in  last  year's  annual  report  is  worked  out. 

No.  2,  3,  4  and  6  openings  are  connected  up  with  each  other.  Average  thick- 
ness of  coal  about  5  feet  4  inches.  The  roof  in  No.  4  and  6  is  not  good,  heavy 
draw  slate.  On  the  right  of  No.  6  as  soon  as  the  rooms  are  driven  up  the 
pillars  are  brought  back.  The  workings  in  No.  3  and  4  chiefly  pillar  robbing. 
No.  2  mine  the  roof  in  general  is  good.  Ventilation  produced  by  a  10  foot 
home-made  fan,  force.  Have  recommended  the  officials  to  make  this  exhaust  so 
as  to  give  better  results. 

No.  5  Mine.  This  is  a  new  mine,  commenced  to  ship  coal  February  last. 
Thickness  of  coal  5  feet  4  inches.  Good  roof.  The  coal  from  this  mine  is 
taken  through  No.  4  mine  then  No.  2.  The  mine  ventilated  by  a  5  foot  fan 
electrically  driven.  Coal  from  2,  3,  4,  5  and  6  dumped  at  the  same  tipple. 
Improvements.  New  tipple  has  been  erected  at  Dunloop,  equipped  with  boom 
beaded  flight  loafers  and  shaking  screens,  driven  by  electricity,  attached  witb 
a  pan  conveyor  153  feet  long  with  a  capacity  of  2000  tons  per  day. 
S.  A.  Scott.  Gen.  Mgr.  R.  J.  Morton.  Mine  Forem-an. 

Thomas  D.  Thomas,  Supt.  A.  C.  Morton,  Asst.  M.  F. 
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MOUNT  HOPE  COAL  &  COKE  COMPANY. 
Mount  Hope,  W.  Va. 
General  Office  of  Company,  Mount  Mope,  \V.  Va. 
No.  91G.    Baby  Mine. — This  is  a  slope  mine  located  at  Mount  Hope  on  the 
Price  Hill  branch,  branch  of  the  C.  &  O.  R.  R.,  operating  Sewell  seam- double 
entry   system.    Thickness   of    vein    5   feet,   8    inches;    bad   roof.  Moderate 
drainage.    Main  rope  haulage  from  inside  main  entry  to  tipple.    Inside  haul- 
age done  by  mules.    Ventilation  produced  by  6  foot  fan  steam  driven. 
T.  C.  Bailey,  Manager.  T.  L.  Pugh,  Mine  Foreman. 

MCKELL  COAL  &  COKE  COMPANY. 
Derryhale,  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  917.    Derryhale  Mine. — This  is  a  drift  opening  located  at  Derrydale  on 
the  K.  G.  J.  &  E.  R.  R.  and  branch  of  the  C.  &  0.  R.  R.,  operating  the  Sewell 
seam  on  the  double  entry  system.     Vein  4  feet,  6  inches  thick;  roof  not  good; 
heavy  draw  slate  and  full  of  slips  and  very  treacherous  in  places,  and  requires 
careful  posting.    Mining  is  done  by  pick  and  mine  machines.    Shot  firers  are 
employed  where  machine  cutting  is  done.    Haulage  done  by  Rack  rail  motors 
and  mules;  drainage  good.    Ventilation  produced  by  an  8  foot  Thayer  fan 
exhausting,  giving  good  results.    Mining  laws  complied  with. 
Thos.  Nichols,  Gen.  Mgr.  II.  M.  HASTING,  Mine  Foreman. 

Lewis  Lewis,  Supt. 

MCKELL  COAL  &  COKE  COMPANY. 
Kilsythe.  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  918.    Kilsythe  Mine. — This  is  a  drift  opening  located  at  Kilsythe  on 
the  K.  G.  J.  &  E.  R.  R.,  operating  the  Sewell  seam  on  the  triple  and  double 
entry  system.    Average  thickness  of  coal  4  feet,  6  incehs;  taking  the  general 
character  of  the  roof,  it  is  good  throughout  the  mine.    This  mine  is  non-gaseous. 
No.  2  and  3  main  entries  not  working  on  account  of  scarcity  of  miners.  There 
are  92  pick  miners  and  40  machine  miners  working  on  my  last  inspection.  Pick 
miners  are  paid  40  cents  per  ton.    Machine  miners  are  paid  same  price  for 
Ctitting  and  loading  and  doing  all  dead  work;  all  dry  and  dusty  sections  are 
constantly  watered  down;  average  daily  tonnage  800  tons.    The  mining  laws 
are  fully  observed  and  carried  out. 

Thomas  Nichols.  Gen.  Mgr.  J.  W.  Warren,  Mine  Foreman. 

H.  H.  O'Neal.  Supt.  Joe  TIarland,  Asst.  Mine  Foreman. 

NICHOL  COLLIEBY  COMPANY.  ' 
Glen  Jean.  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  919.    Niehol  Mine.— This  is  a  drift  mine  located  at  Glen  Jean  on  the 
Loop  Creek  branch  of  the  C.  &  O.  R,  R..  and  K.  G.  J.  &  E.  R,  R.,  operating 
the  Sewell  seam  double  entry  system.      Thickness  of  coal  4  feet,  6  inches. 
Roof  in  general  is  good.    Mining  done  by  3  coal  cutting  machines.    There  are 
35  machine  miners  who  are  paid  40  cents  a  car  for  loading.    9  cents  per  car 
paid  to  machine  cutters  for  cutting.    Haulage  done  by  motors.    No  mules. 
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Ventilation  good  throughout  the  mine,  produced  by  a  10  foot  Capel  fan  i  I 
hausting.    The  mining  laws  fully  carried  out. 

Thos.  Nichols.  Mgr.  Nick  Barrox.  Mine  Tori  man. 

Stanley  Spoor,  Supt.  Thos.  Mason.  Fire  Mass. 

NEWLYN  COAL  COMPANY. 
Mine  P.  O.  Newlyn.  W.  Va. 
General  Office  of  Company,  Newlyn,  \V.  Va. 
Xo.  920.    Neuli,n  Mine. — This  is  a  drift  mine  having  a  series  of  openings 
located  at  Newlyn  one  mile  south  of  Thurmond  on  the  Loop  Creek  branch  of 
the  C.  &  O.  R.  R.,  operating  the  Fire  Creek  seam  on  the  double  entry  system. 
This  mine  is  very  much  troubled  with  faults.    During  the  year  they  came  in 
contact  with  a  7  foot  down  throw  fault.    On  getting  through  the  fault  they 
struck  good  coal  3  feet.  2  inches  thick.    The  roof  in  this  mine  is  good.  Inside 
haulage  to  the  outside  incline  Monitor  dump  done  by  mules.    Ventilation  pro- 
duced by  a  o  foot  Stine  fan,  driven  by  a  Stover  gasoline  engine.  (lining 
laws  complied  with. 
Edward  Thomas,  Manager. 
H.  P.  Thomas,  Supt.  &  Mine  Foreman. 

HARVEY  COAL  &  COKE  COMPANY. 
Harvey.  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  921.    Harvey  1  &  2  Mines. — These  are  drift  openings  located  at  Harvey 
on  the  Loop  Creek  branch  of  the  C.  &  O.  B.  R..  five  miles  south  of  Thurmond 
operating  the  Sewell  seam  double  entry  system.    Average  thickness  of  coal  4 
feet,  6  inches.    Taking  the  general  character  of  the  roof  throughout  it  is  very 
good.    Number  of  pick  miners  employed  17.    Machine  miners  21.    Pick  miners 
are  paid  40  cents  a  ton.    Machine  miners  30  cents  a  ton  for  shooting  and 
loading.    Machine  cutters  10  cents  a  ton.    Haulage  done  by  5  motors  and  20 
mules.    Ventilation  produced  by  two  10  foot  fans  exhausting.    There  are  98 
coke  ovens  connected  with  these  mines.    Only  42  of  them  in  blast. 
S.  A.  Scott,  Gen.  Mgr.  J.  A.  McAlister.  Mine  Foreman. 

J.  K.  Gentry.  Supt. 

COLLINS  COLLIERY  COMPANY. 
Glen  Jean,  W.  Va. 
General  Office  of  Company,  Macdonald.  W.  Va. 
No.  922.    Collins  No.  1,  2  and  3. — These  are  a  series  of  drift  oepning-s 
located  at  Glen  Jean  on  the  Loop  Creek  branch  of  the  C.  &  O.  R  R.,  operating 
the  Sewell  seam.    Thickness  of  coal  4  feet,  6  inches.    Roof  in  general  is  not 
good.    This  mine  is  practically  damp  throughout.    Ventilation  produced  by 
16  foot  Crawford  McCrimmon  exhaust  fan. 

No.  2  and  3  Mines.  The  workings  of  these  mines  are  full  on  the  retreat. 
Thickness  of  coal  4  feet,  6  inches.  In  No  2  section,  roof  is  good.  No.  3,  the 
roof  is  not  good,  very  jointy  and  a  heavy  draw  slate  and  requires  close  and 
careful  posting. 

S.  A.  Scott.  Gen.  Mgr.  Henry  Blake.  Mine  Foreman. 

J.  K.  Gentry.  Supt. 
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STAR  COAL  &  COKE  COMPANY. 
Red  Star,  W.  Va. 
General  Office  of  Company,  Red  Star,  W.  Va. 
No.  923.    Star  Mine. — This  is  a  drift  opening  located  at  Red  Star,  six  miles 
from  Thurmond  on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R.,  operating 
the  Sewell  seam  double  entry  system.    Thickness  of  vein  4  feet.    This  is  a 
gaseous  mine  liberating  from  the  coal  and  floor,  but  the  working  places  are 
well  ventilated  and  the  gas  giving  off  rendered  harmless.    This  mine  has  a 
good  roof.    Shot  firers  are  employed.    Haulage  done  from  main  entry  parting 
by  main  and  tail  rope  to  the  outside.    Inside  by  motors  and  mules.  Venti- 
lation produced  by  a  12  foot  Capel  exhaust  fan.    Mining  laws  fully  observed 
and  carried  out. 

George  Jones,  Manager.  Andy  Easton,  Mine  Foreman. 

David  Evandall.  Supt.  E.  Owens,  Fire  Boss. 

W.  E.  Stokes,  Fire  Boss. 

DUNGLEN  COAL  COMPANY. 
Mine  P.  O.  Thurmond,  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  924.    Vunglen  No.  1  <$•  2. — These  are  drift  openings  located  at  Dunglen 
on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell  seam, 
double  entry  system.    Thickness  of  coal  4  feet,  4  inches.    Roof  not  good; 
drainage  only  moderate.    No  dust  in  these  mines;  all  roadways  damp.  Min- 
ing done  exclusively  by  pick  miners.    Haulage  inside  by  mules  to  the  outside 
parting  from  where  it  is  taken  to  the  incline  dump  by  a  six  ton  gasoline 
motor.    The  mines  are  still  in  the  hands  of  the  Receiver. 
W.  E.  Deegan.  Manager  &  Receiver.  Walter  Bland,  Mine  Foreman, 

William  Brown,  Supt. 

NEW  RIVER  COLLIERIES  COMPANY. 
Post  Office.  Sun.  W.  Va. 
General  Office  of  Company,  165  Broadway,  New  York. 
No.  925.    Sun  1,  b  &  c. — Shaft  and  slope  mines  located  at  Sun,  9  miles 
from  Thurmond  on  the  Loop  Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the 
Sewell  seam  on  the  double  entry  system.    Thickness  of  coal  5  feet;  roof  in 
seetiors  good.    These  mines  liberate  gas.    On  my  last  inspection  I  found  gas 
on>  the  gob  where  pillars  are  being  dTawn  on  9th  left  entry.    The  drainage  is 
not  good  at  the  back  of  main  entry  13th,  12th,  11th,  10th,  7th  rights,  also  on 
5th  left  off  Tucker  entry.    The  pumps  in  these  mines  are  as  follows: 

3  Fairbanks  Morse  Pumps,  size  5  ft.  x  6  ft.,  4  in.  Suction,  3  in.  discharge,. 
10  H.  P.  Motor. 

1  Deming  Triplex  5  in.  x  6  in.,  2%  in.  Suction,  2  in.  discharge,  5  H.  P. 
Motor. 

1  Fairbanks  Morse  4  in-,  x  6  in.,  4  in.  Suction,  3  in.  discharge,  10  H.  P. 
Motor. 

3  Dean  Triplex  8  in.  x  8  in.,  6  in.  Suction,  5  in.  discharge,  10  H.  P.  Motor. 
1  Dean  Triplex  7  in.  x  10  in.,  6  in.  Suction,  5  in.  discharge,  50  H.  P.  Motor. 
1  Piatt  Triplex  3  in.  x  6  in.,  2y2  in.  Suction,  2  in.  discharge,  10  H.  P.  Motor. 
3  American  centrifugal  2%  in.  Suction,  2  in.  discharge,  3  H.  P. 
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2  Dean  Steam  Pumps  14  in.  x  10  in.  x  12  in.,  6  in.  Suction,  5  in.  discharge. 

A  new  pump  house  is  being  made  in  old  7th  left  for  a  large  pump  to  deal 
with  water.  Black  powder  is  almost  exclusively  used  by  the  miners  in  blast- 
ing their  coal. 

Bobbing  pillars  and  where  mining  is  being  done  by  mine  machines  it  is  let 
to  contractors  who  do  all  the  dead  work.    There  are  130  pick  miners,  47 
machine  miners,  5  machine  operators  and  5  helpers.    95  day  hands  and  24 
drivers.    Ventilation  produced  by  two  fans,  one  force  and  one  exhaust. 
F.  Guiterman,  V.  P.  &  Gen.  Mgr.         Thomas  Mackey.  Mine  Foreman. 
W.  M.  Gillie,  Gen.  Supt.  Harley  Davis,  Asst.  Foreman. 

M.  E.  Kent,  Supt.  William  Cope.  Fire  Boss. 

William  Watson,  Fire  Boss. 
Alex  Bruce,  Fire  Boss. 

FA  LEIGH  COUNTY. 

CITY  COAL  COMPANY. 
Beckley,  W.  Va. 
General  Office  of  Company,  Beckley,  W.  Va 
No.  926.    Combs  Mine. — This  is  a  drift  opening  located  hi  Berkley  on  the 
P.  R.  &  P.  C.  R.  R.,  branch  off  the  C.  &  O.  R.  R.,  at  Beckley  Junction,  ocpr- 
ating  the  Sewell  seam  double  entry  system.    Thickness  of  coal  3  feet,  4  inches. 
Bad  roof.    8  miners  working  in  this  mine.    50  cents  per  ton  paid  for  mining. 
Moderate  drainage.    Ventilation  produced  by  furnace.  •  Mining  laws  coti plied 
with. 

B.  H.  White,  Mgr.  Edgar  E.  Hendrickson,  Supt.  &  Mine  I  ore  man. 

PBICE  BILL  FUEL  COMPANY. 
Price  Mill.  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  927.    Price  Hill  Mine. — This  is  a  shaft  mine  locate  !  at  Price  Hill  two 
and  one-half  miles  from  Macdonald  on  the  Price  Hill  branch  of  the  Loop 
Creek  branch  of  the  C.  &  O.  R.  R.,  operating  the  Sewell  seam  on  the  double 
entry  system.  Since  the  improvements  were  made  on  the  main  entry  there  has 
been  much  development.    In  driving  all  entries  two  shifts.  There  are  35  pick 
miners  employed  and  23  machine  miners.  Pick  miners  paid  40  cents  a  ton.  Ma- 
chine miners  paid  same  price  for  cutting  and  loading.  Entry  work  one  dollar  to 
two  dollars  paid  for  taking  bottom  or  top  down.    Average  daily  tonnage  275 
tons.    Ventilation  produced  by  a  12  in.  x  7  ft.  6  in.  Capel  force  fan. 
S.  A.  Scott,  Gen,  Mar.  D.  J.  Johnson.  Mine  Foreman. 

William  Farrell,  Supt.  William  Stephenson.  Fire  Boss. 

BALEIGH  COAL  &  COKE  CO. 
Raleigh.  W.  Va. 
General  Office  of  Company,  Raleigh,  W.  Va. 
No.  928-929.    Baleigh  No.  3  &  4  Mine. — TMs  is  a  drift  mine  located  at 
Raleigh,  15  miles  west  of  Prince  on  the  Piney  branch  of  the  C.  &  O.  R.  R.. 
operating  the  Beckley  seam  on  the  triple  and  double  entry  system.  Average 
thickness  of  vein  5  feet.    The  grades  are  heavy  in  this  mine.    Haulage  done 
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by  two  6  ton  gathering  motois  and  1  Main  Rack  rail  motor.  Mining  done  by  both 
pick  miners  and  coal  cutting  machines.    This  mine  is  damp  throughout.  Coal 
dumped  at  No.  1  tipple.    Mining  laws  fully  complied  with. 
Ernest  Chilson,  Gen.  Mgr.  Pete  Evandall,  Mine  Foreman. 

J.  P.  White,  Supt. 

RALEIGH  COAL  &  COKE  CO. 
Raleigh.  W.  Va. 
General  Olfice  of  Company,  Raleigh,  \V.  Va. 
No.  930.    Raleigh  No.  5. — This  is  a  drift  opening  located  at  Mabscott,  16 
miles  west  of  Prince  and  one  mile  from  Beckley  on  the  Piuey  branch  of  the 
C.  &  O.  R.  R.,  operating  the  Sewell  seam  on  the  double  entry  system.  Thickness 
of  coal  averages  about  3  feet  4  inches.    Good  roof.    Drainage  only  moderate. 
Haulage  done  by  mules.    Ventilation  produced  by  a  5  foot  force  fan,  driven 
by  compressed  air.    The  mining  laws  complied  with. 

Ernest  Chilson,  Gen.  Mgr.  James  A.  Higgins,  Mine  Foreman, 

J.  P.  White,  Supt. 

RALEIGH  COAL  &  CO KF  CO. 
Raleigh.  W.  Va. 
General  Office  of  Company,  Raleigh,  W.  Va. 
No.  931.    Raleigh  No.  6. — This  is  a  drift  mine  with  a  series  of  drift  openings 
located  at  Raleigh  on  Piney  Creek,  branch  line  of  the  Piney  branch  of  the  C. 
&  O.  R.  R.,  operating  the  Beckley  seam.    Opened  out  on  the  four  and  double 
entry  system.      Average  thickness  of  vein.  5  feet.      Good  roof.      Have  not 
detected  any  gas  giving  off  in  this  mine.    The  drainage  good.    Mining  done 
by  both  pick  and  machine  miners.    Great  improvements  have  been  made  during 
the  year  at  this  mine  on  the  haulage  roads  by  putting  in  60  pound  steel  rails 
and  enlarging  by  ripping  the  top  making  more  height.    This  mine  is  practically 
damp  throughout.    Car  daily  allotment  1500  tons.    Haulage  done  by  motors. 
Ventilation  produced  by  two  fans,  one  10  feet  and  one,  11  feet  driven  by  steam. 
Miring  laws  fully  complied  with. 

Ernest  Chilson,  Gen,  Mgr.  M.  D.  Nidiffer.  Mine  Foreman. 

J.  P.  White.  Supt. 

SLAB  FORK  COAL  COMPANY. 
Slab  Fork,  W.  Va. 
General  Office  of  Company,  Slab  Fork,  W.  Va. 
No.  932.    Slab  Fork  Nos.  1,  2.  3.  4  &  5.— These  are  drift  mines  located  at 
Slab  Fork  50  miles  east  of  Deepwater  on  the  Virginian  R.  R.,  operating  the 
Beckley  seam. 

No.  1  Mine. — The  workings  of  this  mine  full  on  the  retreat  robbing  pillars. 
Thickness  of  coal  5  feet;  good  roof.  Moderate  drainage.  Ventilated  by  an  8 
foot  Thayer  fan  electrically  driven. 

No.  2  Mine. — Opened  on  the  triple  and  double  entry  system.  This  is  a 
gaseous  mine,  dry  and  dusty  in  sections.  Thickness  of  coal  4  feet,  4  inches. 
Roof  not  good,  jointy.  The  fault  they  struck  in  5th  left  new  extension  has 
been  driven  about  800  feet  and  still  in  the  fault.  The  dTill  holes  have  been 
put  down  30  feet  with  no  signs  of  coal.    Mining  is  done  both  by  pick  and 
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machines.  Haulage  by  motors  and  mules.  Mines  ventilated  by  an  8  foot  fan 
exhausting,  electrically  driven. 

No.  3  Mine. — Working  on  the  double  entry  system.  The  main  entry  is  in 
the  lower  vein  of  the  Beckley  seam  up  to  the  tunnel  which  was  driven  and  caught 
the  upper  vein  of  the  Beckley.  The  new  development  is  being  pushed  by 
running  two  shifts  in  all  entries.  The  vein  makes  a  good  percentage  of 
round  coal;  average  thickness  4  feet,  2  inches;  roof  not  good.  Ventilation 
produced  by  an  8  foot  fan,  eletcrically  driven. 

Yo.  4  Mine. — The  workings  of  this  mine  lay  between  two  faults.  Main  entry 
still  driving  along  by  the  right  hand  side  of  fault.  "Rooms  are  laid  off  the 
air  course  on  the  left  of  main.  These  rooms  are  driven  up  to  the  fault  on  the 
left.  Thickness  of  coal  3  feet,  8  in.  to  4  feet;  moderately  good  roof.  Mine 
ventilated  by  a  24  inch  fan  eletcrically  driven.  The  coal  from  No.  1,  2,  3  and 
4  dumped  at  No.  1  tipple. 

No.  5  Mine. — Opened  on  the  double  entry  system;  thickness  of  vein  3  feet, 
8  inches;  good  roof.  This  mine  is  faulty.  The  coal  in  general  is  of  a  soft 
nature.  Some  of  the  rooms  and  roadways  leading  thereto  get  dry  and  dusty 
and  require  frequent  watering.  Drainage  good.  A  new  fan  has  been  installed. 
Size  8  foot,  electrically  driven  giving  good  results. 

W.  G.  Caperton.  Manager.  William  Hurt.  Mine  Fore.  No.  1  &  4. 

Wm.  Hurt.  Suirt.  A.  E.  Ford.  Mine  Fore.  No.  2. 

William  Wattis,  Fire  Bos.". 

J.  A.  Davies.  Mine  Fore-man  No.  3. 

W.  M.  Warwick.  Mine  Fore.  No.  5. 

PEMBEBTON  COAL  &  COKE  COMPANY. 

Affinity.  W.  Va. 
General  Office  of  Company,  Affinity,  W.  Ya. 
No.  933.    Pemberlon  No.  1  Mine. — This  is  a  slope  and  shaft  mine,  located  at 
Affinity  on  Soak  Creek,  operating  the  Beckley  seam,  opened  out  on  the  triple 
and  double  entry  system;  average  thickness  of  vein  4  feet;  good  roof.  Min- 
ing done  exclusively  by  mining  machines.    Some  sections  of  the  mine  get  dry 
and  dusty  but  is  promptly  watered  down.    The  ventilation  produced  by  10 
foot  Jeffrey  Force  fan,  giving  good  results.    Have  not  detected  any  gas  on 
any   of   my   inspections.    The   mining  laws  fully   complied  with. 
W.  A.  Phillips,  Gen.  Mgr.  F.  H.  Campbell,  Mine  Foreman. 

Geo.  A.  Hinterlitner.  Supt. 

MCKELL  COAL  &  COKE  COMPANY. 
P.  O.  Oswald.  W.  Ya. 
General  Office  of  Company,  Glen  Jean,  W.  Ya. 
No.  934.    Tamroy  Mine. — This  is  a  drift  mine  located  at  Tamroy  on  the  K. 
G.  J.  &  E.  E.  K.,  fifteen  miles  from  Thurmond,  branch  of  the  Loop  Crek  branch 
ot  the  C.  &  O.  B.  R.,  operating  the  Sewell  seam  on  the  three  entry  and  double 
entry  system;  thickness  of  coal  4  feet  6  inches.    The  longwall  on  1st  South 
has  been  abandoned;  roof  iu  general  not  good.    3rd  North  and  1st  South  dry 
and  dusty  but  is  watered  down.    Mining  done  by  pick  and  coal  cutting  ma- 
chines.   Haulage  done  by  5  Gathering  motors  and  one  10  ton  motor.    No  mules 
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Drainage  good;  ventilation  produced  by  12  foot  Capel  fan  giving  good  results. 
Mining  laws  fully  complied  with. 

Thomas  Nichols,  Mgr.  I.  J.  Boyd,  Mine  Foreman. 

0.  G.  Boyd,  Supt. 

MCEELL  COAL  &  COKE  COMPANY. 
P.  O.  Oswald,  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va 

No.  935.  Osicald  and  Sidney  Mimes. — These  are  drift  openings  located  at 
Oswald  on  the  K.  G.  J.  &  R.  R.,  branch  of  the  Loop  Creek  branch  of  the  C.  &  O. 
R.  R.,  operating  the  Sewell  .seam,  double  entry  system.  Thickness  of  vein  3 
feet,  10  inches.  Roof  not  good.  Drainage  and  ventilation  good.  Min- 
ing done  by  27  pick  miners  who  get  50  cents  per  car  for  room  work  and  60 
cents  for  narrow  work  yardage  paid  $2.25  for  taking  top  or  bottom.  The 
mine  is  ventilated  by  11  foot,  6  Capel  fan  giving  good  results. 

Sidney  Mine.  This  mine  is  opposite  the  Oswald  mine  operating  the  Sewell 
seam,  thickness  of  coal  3  feet,  6  inches.  Roof  and  drainage  good.  The  coal 
from  these  two  mines  dumped  at  the  one  tipple.  During  the  year  a  new 
Fairbanks  Morse  steel  tipple  has  been  erected  capable  of  handling  1200  tons  per 
day.  Sidney  mine  the  ventilation  produced  by  a  11  foot,  6  Capel  fan.  The 
mining  laws  fully  observed  and  carried  out. 

Thomas  Nichols,  Gen.  Mgr.  T.  R.  Townsend,  Mine  Foreman. 

N.  R.  Ballard,  Supt, 

MCEELL  COAL  &  COEE  COMPANY. 
F.  O.  Oswald,  W.  Va. 
General  Office  of  Company,  Glen  Jean,  W.  Va. 
No.  936.    Graham  No.  1  &  2. — These  are  drift  openings  located  at  Graham  on 
on  the  K.  G.  J.  &  E.  R.  R.,  14  miles  from  Thurmond,  operating  the  Sewell 
seam  double  entry  system.    Thickness  of  coal  No.  1,  4  feet.    Rock  roof  on  1st 
and  2nd  left.    The  other  parts  of  the  mine  the  roof  is  bad;  heavy  jointy 
treacherous  draw  slate.    The  mining  is  done  on  1st  and  2nd  left  by  mine 
machines.    The  other  sections  all  pick  work.    This  mine  is  damp  throughout. 
Ventilation  produced  by  a  nine  foot  Capel  fan,  electrically  driven.  Mining 
laws  fully  complied  with. 

No.  2  Mine  idle  all  the  year. 
Thomas  Nichols,  Mgr.  G.  C.  Stone,  Mine  Foreman. 

C.  G.  Boyd,  Supt. 

BLUE  JAY  COAL  &  LVMBEE  COMPANY. 

Glen  Morgan,  W.  Va. 
General  Office  of  Company,  Blue  Jay,  W.  Va. 
No.  937.  Blue  Jay. — This  is  a  drift  mine  located  at  Dugout,  13  miles  west 
of  Prince  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  operating  the  Beckley  seam. 
The  workings  of  this  mine  all  on  the  retreat,  robbing  pillars.  Thickness  of 
vein  4  feet,  9  to  5  ^feet.  Bad  roof;  non-gaseous.  Drainage  good.  Venti- 
lation produced  by  an  8  foot  Robinson  fan,  steam  driven.  Mining  laws  fully 
complied  with. 

P.  C.  Lynch.  Manager.  P.  J.  McQuade,  Mine  Foreman. 
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MAB SCOTT  COAL  &  COKE  COMPANY. 
Mabscott,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  938.    Mdbscott  No.  1  &  2. — These  are  drift  openings,  located  at  Mab- 
scott  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  16  miles  west  of  Prince,  oper- 
ating the  Sewell  seam;   double  entry  system.    Thickness  of  coal  4  feet  3 
inches.  Bad  roof,  heavy  jointy  draw  slate.  This  mine  is  troubled  with  rolls  and 
faults;  is  damp  moderately  good  on  account  of  poor  airways;  ventilation  pro- 
duced by  8  foot  Stine  fan,  exhausting.    Haulage  done  hy  1  main  motor  and  12 
mules. 

No.  8  Mine.  Thickness  of  coal  4  feet,  4  inches.  This  mine  is  all  damp 
throughout.  On  one  of  my  inspections  had  to  call  the  mine  foreman  'a  attention 
to  break-throughs  which  were  not  being  cut  and  started  as  required  by  law. 
The  ventilation  of  this  mine  is  produced  by  furnace  which  only  gives  moderate 
results.  Roof  is  much  the  same  character  as  in  No.  1.  The  coal  from  these 
two  mines  dumped  at  the  one  tipple. 
S.  A.  Scott,  Gen.  Mgr. 

Robert  Griffith.  Supt.  D.  J.  Davies,  Mine  Foreman. 

BECKLEY  COAL  DELIVEBY  COMPANY. 

Becklet,  W.  Va. 
General  Office  of  Company,  Beckley,  W.  Va. 
No.  939.  Beckley  Coal  Delivery  Mine. — This  is  a  slope  mine  operating  the 
Sewell  seam  double  entry,  room  and  pillar  system;  thickness  of  vein  3  feet,  2 
inches.  Roof  not  good  and1  damp  throughout.  This  mine  was  operated  by 
T.  K.  Laing  and  Company  and  in  the  month  of  July  was  sold  and  bought  by 
B.  H.  White,  who  closed  the  mine  down  for  an  indefinite  time. 

E.  E.  WHITE  COAL  COMPANY. 
Glen  White..  W.  Va. 
General  Office  of  Company,  Glen  White,  W.  Va. 

No.  940.  E.  E.  White  No.  1  &  2. — These  are  shaft  mines  located  at  Glen 
White,  branch  of  the  Virginian  R.  R.,  operating  the  Beckley  seam  triple  and 
double  entry  system,  room  and  pillar;  thickness  of  coal  No.  1  4  feet,  6  inches; 
good  roof  heavy  grades  in  sections,  panel  entries  are  laid  off  at  a  distance 
400  feet;  all  entries  driven  11  feet  wide,  rooms  24  feet  wide;  pillars  have  been  * 
robebd  on  1st  North ;  drainage  good. 

No.  2  Mine.  Thickness  of  coal  7  feet;  good  roof,  pillars  are  being  robbed 
1st  Pannel  off  2  North  and  Second  off  Right  No.  2  Main.  These  are  gaseous 
mines  but  well  ventilated.  Haulage  done  by  three  10  ton  Westinghouse  motors 
and  two  6  ton  gothering  motors;  18  mules.  Pick  miners  paid  70  cents  a  car 
loading  coal.  Machine  miners  55  cents  per  car;  machine  cutters  for  cutting, 
three  dollars  per  day. 

Three  phones  are  installed  at  these  mines.  The  bottom  phone  is  connected 
with  the  outside  direct.  The  inside  phones  are  connected  to  the  outside  by 
switch  at  the  shaft  bottom.  This  switch  connects  all  phones  on  the  Company  's 
property;  by  calling  up  Stotesbury  on  the  Gulf  they  are  enabled  to  be  connected 
up  to  the  main  line.  It  is  the  Company 's  intention  to  install  three  more  phones  in 
various  parts  of  these  mines.    There  are  109  pick  miners,  26  machine  miners 
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employed.    Track  layers  are  paid  from  $2.25  to  $2.50.    Drivers  $2.2:1  per 
d«y.    Ventilation  produced  by  24  foot  Guibal  fan  steam  driven,  exhausting. 
Average  daily  tonnage  1500  tons.    Mining  laws  fully  complied  with. 
E.  E3.  White,  Pres.  &  Mgr.  Frank   McHugh.   Mine  Foreman. 

John  McHugh.  Fire  Boss. 

James  Mayxor.  Fire  Bow. 

Charles  Klouger.  Fire  Boss. 

BECKLEY  COAL  &  COKE  COMPANY. 
Wickham,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  941.    Beckley  Mine. — This  is  a  slope  mine  located  at  Wickham  on  the 
Piney  branch  of  the  C.  &  O.  R.  R.,  17  miles  from  Prince,  operating  the  Sewell 
seam  on  the  double  entry  system.    Thickness  of  vein  averages  about  4  feet. 
Roof  on  the  north  side  of  mine  is  good.    Rock  heading  and  main  straight 
working  places.    The  roof  is  not  good.    The  main  dip  entry  workings  were 
stopped  for  several  months  during  the  year  on  account  of  inrush  of  water  from 
the  pillar  workings. 

Mining  is  done  chiefly  by  pick  miners.    Haulage  done  by  3  motors  and  16 
mules.    Ventilation  produced  by  a  12  foot  force  fan,  giving  good  results. 
S.  A.  Scott.  Gen.  Mgr.  John  Shearers,  Mine  Foreman. 

Robert  Griffiths.  Supt.  Thos.  Robertson,  Asst.  Mine  Fore. 

William  Fenwick.  Fire  Boss. 

SULLIVAN  COAL  &  COKE  COMPANY. 
Sullivan,  W.  Va. 
General  Office  of  Company,  Sullivan,  W.  Va. 
No.  942.    No.  1.  2,  3.  4  &  5  South  Mines. — These  are  a  series  of  drift  opei> 
ings  intersecting  each  other  located  at  Sullivan  on  the  Piney  branch  of  the  C.  & 
O.  R^  R.,  operating  the  Beckley  seam  of  the  double  entry  system.  Thickness 
of  coal  4  feet.    These  mines  are  troubled  very  much  with  rolls  and  faults. 
The  roof  in  general  is  good  throughout.    Ventilation  produced  by  one  8  foot 
and  one  6  foot  fan,  exhausting,  giving  good  results.    Mining  laws  complied 
with. 

J.  A.  Wood.  Manager.  Frank  Beard.  Supt.  &  Mine  Foreman-. 

SULLIVAN  COAL  &  COKE  COMPANY. 
Sullivan.  W.  Va. 
General  Office  of  Company,  Sullivan,  W.  Va. 
No.  942.    3rd.  4th  and  5th  North  Mines. — These  are  drift  mines  intersecting 
each  other,  located  at  Sullivan  on  the  north  side  of  Takein  branch,  opearting 
the  Beckley  seam,  double  entry  system.    No.  3  Main  entry  driven  up  to  fault ; 
pillars  robbed  on  the  right.    No.  4  Entry,  the  coal  runs  very  irregularly  in 
thickness,  also  the  grades.    No.  5  Main  entry  dipping  at  the  face  about  12 
per  cent.    Section  of  coal  at  the  face,  1  foot,  6  inches;  top  coal,  1  foot.  6  inches 
rock.    3  feet  bottom  coal,  rock  roof  on  the  left  off  No.  6  entry.    The  rooms 
driven  off  same  are  troubled  by  two  rolls  which  are  bearing  towards  No.  5  entry 
taking  the  average  thickness  of  coal  about  3  feet.    These  mines  are  damp 
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throughout.  Ventilation  produced  by  two  fans,  one  8  foot  an  done  5  foot, 
giving  good  results. 

No.  1  Main  North  only  two  miners  working  driving  a  pair  of  entries  on  the 
left  for  drainage. 

No.  2  North,  5  miners  working  on  pillars  on  the  retreat.    This  mine  is  also 
faulty.    The  coal  from  all  the  openings  both  on  the  north  and  south  si<l<  B  ia 
dumped  at  the  one  tipple.    Mining  laws  complied  with. 
J.  A.  Wood,  Mgr.  David  Miller,  Mine  Foreman. 

Frank  Beard,  Supt. 

WOOD  PECK  COAL  COMPANY. 
Sullivan,  W.  Va. 
General  Office  of  Company,  Sullivan,  W.  Va. 
No.  943.    Wood  Peck  Mine. — This  is  a  drift  opening  located  at  Sullivan, 
branch  line  off  the  Piney  branch  at  Raleigh  of  the  C.  &  O.  E.  R.,  operating 
the  Beckley  seam  double  entry  system.    The  seam  is  on  average  3  feet,  9 
inches.    Good   roof.    Moderate   drainage.    All   coal   ways   damp.  Workings 
all  lie  on  the  left  of  main  entry;  across  entries  400  feet  apart  dipping  to  the 
face.    Poor  ventilation,  which  is  produced  by  furnace.    Have  recommended 
that  a  fan  be  installed  so  as  to  comply  with  the  mining  laws.    14  miners  em- 
ployed.   Commenced  to  ship  coal  August  19th,  1911 

L.  M.  Peck,  Mgr.  W.  M.  Barton,  Mine  Foreman. 

CEANBEBEY  FUEL  COMPANY. 
P.  O.  Sprague,  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  944.    Sprague  Mine. — This  is  a  slope  mine  located  at  Sprague  one  mile 
from  Beckley  on  the  P.  R.  &  P.  C.  R.  R.,  operating  the  Sewell  seam  double 
entry  system.    Thickness  of  coal  3  feet,  8  inches,  and  is  very  faulty  and  full 
of  rolls.    Roof  not  good  in  sections.    This  mine  is  damp  throughout,  bad 
drainage  and  poor  ventilation  caused  by  the  airways  from  one  panel  to  the 
other  being  obstructed  with  falls  of  slate  and  water.    Have  recommended  that 
the  airways  be  cleaned  and  water  drained  out  so  as  to  improve  the  ventilation. 
Main  rope  haulage  from  inside  parting  to  tipple.    Inside  done  by  one  gathering 
motor  and  12  mules.    Ventilation  produced  by  8  foot  Exhaust  fan.  Mining 
laws  not  complied  with. 

S.  A.  Scott,  Gen.  Mgr.  W.  S.  Fink,  Mine  Foreman. 

William  Griffith.  Supt. 

CEANBEEEY  FUEL  COMPANY. 
Cranberry.  W.  Va. 
General  Office  of  Company,  Macdonald,  W.  Va. 
No.  945.    Cranberry  and  Prosperity. — These  are  shaft  mines  located  at 
Cranberry  six  miles  from  Beckley  on  the  P.  R.  &  P.  C.  R,  R..  branch  line  of 
the  C.  &  O.  R.  R.,  at  Beckley  Junction,  operating  the  Sewell  seam  on  the  double 
entry  system.    Thickness  of  coal  in  Granberry,  4  feet,  2  inches.    Roof  is  very 
jointy  and  a  heavy  draw  slafe.    Thickness  of  coal  in  Prosperity  3  feet  10 
inches;  6  to  8  inches  draw  slate.    These  are  gaseous  mines.    Coal  from  Pros- 
perity is  hoisted  up  the  Cranberry  shaft.    There  are  54  pick  miners  and  24 
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machine  miners  employed.  Pick  miners  are  paid  50  cents  a  car,  and  machine 
miners  who  do  their  own  cutting  and  loading  50  cents  a  car.  Haulage  done  by 
oae  15  ton  and  one  8  ton,  and  one  6  ton  Westinghouse  motors  and  20  mules, 
Drainage  only  moderate.  Ventilation  produced  by  18x7-6  Capel  force  fan. 
Mining  laws  complied  with.  Average  daily  tonnage  450  tons. 
S.  A.  Scott,  Gen.  Mgr.        •  James  Grainger,  Mine  Foreman. 

William  Griffiths,  Supt.  William  Blades,  Fire  Boss. 

William  Botton,  Fire  Bots. 

NEW  BIVER  COLLIEBIES  COMPANY. 
P.  O.  Eccles.  W.  Va. 
General  Office  of  Company,  165  Broadway,  New  York. 
No.  946.    Eoolcs  No.  1  &  2. — These  aro  shaft  mines  located  at  Eccles  but 
have  been  abandoned.    All  the  pumps  and  other  material  have  been  drawn  out 
of  the  mine. 

NEW  EIVEE  COLLIERIES  COMPANY. 
P.  O.  Eccles.  W.  Va. 
Geenral  Office  of  Company,  165  Broadway,  New  York. 
No.  947.    Eecles  3  &  4. — These  are  shaft  mines  located  at  Eccles  on  the 
Virginian  R.  R.,  37  miles  east  of  Deepwater,  operating  the  Beckley  seam  double 
entry  system.    Section  of  vein,  5  feet  top  coal;  10  inches  slate  parting,  2  feet 
2  inches  bottom  coal.    Roof  sand  rock.    These  are  gaseous  mines.    All  stop- 
pings put  in  are  of  brick  and  cement.    Shot  firers  are  employed  who  examine 
all  holes  before  being  charged  and  who  fire  all  shots  instead  of  the  miners. 
Drainage,  main  pumps  one  12x22x18  Pressure  Pattern  Plunger  Scranton  Steam 
Pump,  pumping  fresh  water  from  rings  in  shaft  to  fresh  water  tark.    Head  of 
water  491  feet.    The  same  she  of  pump  is  used  for  pumping  water  out  of  sump 
to  surface. 

Two  Cameron  Regular  Pattern  Piston  Pumps  size  18x18x13.  Head  of 
water  491  feet  used  as  relay  or  breakdown  to  the  Scranton  pumps.  Ventilation 
produced  by  16  foot  Capel  force  fan.  These  mines  are  more  or  less  damp 
throughout.  Average  daily  tonnage  750  tons-.  Coal  is  being  shipped  by  the 
Virginian  and  C.  &  O.  Railroads. 

W.  M.  Gillie.  Supt.  Supt.  Thos.  A.  Lewis,  Mine  Foremen. 

Thos.  Petoski.  Supt.  John  Richardson,  Fire  Bos&. 

NEW  EIVEE  COLLIERIES  COMPANY. 
P.  O.  Eccles,  W.  Va. 
Geenral  Office  of  Company,  165  Broadway,  New  York. 
No.  948.    No.  6  Mine. — Operating  the  Sewell  vein  double  entry  system,  sec- 
tion-slate roof,  bone  6  inches;  coal  4  feet  8  inches  clean.    Stoppings  in  this 
mine  also  put  in  with  brick  and  cement.    The  roof  in  some  sections  is  bad, 
jointy  and  requires  careful  posting.    Dry  and  dusty  in  rooms  off  1st  south  but 
is  watered  down.    There  are  employed  70  pick  miners  and  34  machine  miners. 
Pick  miners  paid  40  cents  a  car.    Machine  miners  paid  25  cents  for  loading 
machine  cutting  coal.     Distance  between  panels  550  feet.     Entries  50  feet 
centers.    Entries   driven   10   feet   wide,  width   of  rooms   24  feet.  Machine 
cutters  paid  $3.00   and  helpers   $2.50   a  day.     Drainage.     Mine   water  is 
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pumped  by  a  small  No.  2  Cameron  pump  and  allowed  to  flow  down  to  Beckley 
Beam  into  No.  5  Mine.  Haulage  done  by  one  13  ton  Westing-house  and  six 
5  ton  Goodman  gathering  motors.  No  mules.  Average  daily  tonnage  600 
tons.  The  mining  laws  are  fully  observed  and  carried  out  at  all  these  mines. 
F.  Guiterman.  V.  P.  &  Gen-.hMgr.  Oday  Williams.  Mine  Foreman. 
W.  M.  GiLLiE.LGefl.LA/V7r.  James  Buchanan,  Fire  Boss. 

Thos.  C.  Petoski,  Supt. 
James  Golden,  Asst.  Supt. 

NEW  BIVER  COLLIERIES  COMPANY. 
P.  O.  Eccles,  W.  Va. 
Geenral  Office  of  Company,  165  Broadway,  New  York. 

No.  949.  Eccles  No.  5  &  6. — These  are  shaft  mines  located  three-fourths  of 
a  mile  northeast  of  No.  3  and  4,  both  shafts  sunk  down  to  the  Beckley  seam. 

No.  5  Mine  operating  the  Beckley  vein  double  entry  system.  Section  of 
vein,  top  coal  1  foot;  bone  2  inches,  coal  2  feet  3  inches;  slate  parting  8 
inches,  bottom  coal  2  feet,  4  inches.  Roof  sand  rock.  Posting  in  rooms  done 
by  timbermen.  Shot  firers  are  employed;  Monobel  powder  used  exclusively. 
This  mine  liberates  gas  in  all  working  places  and  is  a  damp  mine  throughout. 
All  stoppings  put  in  by  brick  and  cement.  Drainage  by  two  7x10  Triplex 
electrically  driven  Deane  Pumps.  Head  of  water  520  feet.  Pumping  from 
Sump  to  surface.  Two  Regular  pattern  Cameron  Piston  Pumps.  Size 
18x18x13.    Head  of  water  520  feet  pumping  from  sump  to  surface. 

One  7x10  Triplex  electrically  driven  Deane  Pump,  located  at  Sewell  seam 
pumping  fresh  water  from  rings  to  water  tank  on  hill.  Head  of  water  367 
feet.  Haulage  done  by  one  13  ton  Westinghouse  and  three  5  ton  gathering 
motors  and  8  mules.  Mining  done  by  both  pick  miners  and  machine  miners. 
Ventilation  produced  by  16x6  foot  Capel  fan,  steam  driven. 

No.  6  Mine  operating  the  Sewell  seam  double  entry  system.  The  low  sec- 
tion of  coal  runs  4  feet,  5  inches  clean;  medium  section,  bone  2  inches,  coal 
4  feet  8  inches.  High  section,  bone  7  inches;  coal  4  feet  11  inches.  Roof 
not  good,  heavy  jointy  draw  slate.  Mine  water  is  pumped  by  a  small  No.  2 
Cameron  pump  and  allowed  to  flow  down  in  to  Beckley  seam  of  No.  5  mine. 

F.   GUITERMAX.Lr.LP.L&LGf/J.LM^r.  THOS.   PeTOSKI.  Supt. 

W.  M.  GiLLTE.LGen.hSupt.  James  Golden.  Asst.  Supt. 

No.  5  MINE. 

Joseph  Bishop.  Mine  Foreman. 

John  Phillips,  Fire  Boss. 

John  Scott,  Fire  Boss. 

William  Grey.  Shot  Inspector. 
NO.  6  MINE. 

Odey  Williams,  Mine  Foreman. 

Steve  Fromm.  Fire  Boss. 

James  Buchanan. 

PIXEY  MINING  COMPANY. 
Stanaford,  W.  Ya. 
•  General  Office  of  Company,  Charleston.  W.  Ya. 

No.  950-951.    Piney  No.  1,  2  &  4. — In  last  year's  report  these  mines  were 
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called  Stanaford  1,  2  and  4.  They  are  drift  openings.  1  and  2  are  located  at 
Stanaford  and  No.  4  at  Knob  Branch  on  the  Piney  Branch  of  the  C.  &  O.  R.  R., 
operating  the  Beckley  seam  double  entry  system.  Liberates  gas  in  No.  1  and  2 
from  the  coal  and  feeders  giving  off  from  the  floor.  Have  not  detected  any  gas 
in  No.  4  mine  at  any  of  my  inspections.  Average  thickness  of  coal  4  feel  8 
to  4  feet  10  inches.  Good  roof  and  good  drainage.  New  inside  haulage  is 
being  driven  for  the  coal  to  come  out  opposite  the  tipple  which  will  dispense 
with  the  present  outside  haulway  and  be  the  means  of  increasing  the  output. 
Total  length  of  new  haulway  will  be  3700  feet.  A  ditch  is  also  being  driven 
between  1  and  2  openings  15  feet  below  the  Beckley  seam  for  better  drainage 
of  these  two  mines.  Distance  of  ditch  will  be  about  2000  feet.  Safety  powder 
is  used  exclusively  in  these  mines.  Ventilation  produced  by  a  10  foot  Sirocco 
fan.  Mining  laws  carried  out  in  No.  1  and  2  mines. 
James  Stirret,lM/7?*.  F.  R.  Clarke.  Mine  Foreman. 

C.  M.  Binford}l£w;?/.  Wilson  Smith,  Fire  Boss. 

No.  4  Mine. 
M.  P.  Campbell,  Mine  Foreman. 

PINEY  MINING  COMPANY. 
Riley,  W.  Va. 
General  Office  of  Company,  Charleston,  W.  Va. 
No.  952.    Piney  No.  3. — This  is  a  drift  opening  located  at  Riley,  three  miles 
northeast  of  Beckley.    The  tipple  is  one  and  three-fourths  miles  from  mine, 
situated  on  the  Piney  Branch  of  the  C.  &  O.  R,  R.,  operating  the  Sewell  seam 
double  entry  system.    Thickness  of  coal  4  feet,  4  inches.    Roof  not  good,  of  a 
brittle  jointy  nature.    Good  drainage.    Haulage  inside  done  by  mules  and  one 
10  ton  Jeffrey  motor  to  the  outside  parting  and  from  there  to  incline  by  a 
16  ton  Porter  Steam  Locomotive.  Ventilation  produced  by  a  7  foot  6  in.  Thayer 
fan  electrically  driven.    Mining  laws  fully  complied  with. 
James  Stirret,  Mgr.  F.  R.  Clarke,  Mine  Foreman. 

C.  M.  Binford,  Supt.  Wilson  Smith,  Fire  Boss. 

LANAPiK  COAL  COMPANY. 
Lanark,  W.  Va. 
General  Office  of  Company,  Lewisburg,  Va. 
No.  953.    Lanark  No.  4  Mine. — This  is  a  drift  opening  located  on  the  Piney 
branch  of  the  C.  &  O.  R.  R.    Tipple  12  miles  from  Beckley,  operating  the 
Sewell  seam  double  entry  room  and  pillar  system.    Thickness  of  coal  4  feet, 
4  inches.    Bad   roof.    Mining  is   all  pick  work.    Drainage   good.    30  pick 
miners.    Mule  haulage  to  partings.    Ventilation  produced  by  8  foot  Stine  fan 
electrically  driven,  giving  good  Tesults.    Mining  laws  fully  complied  with. 

No.  3  mine  worked  out. 
J.  B.  Laing,  Manager.  Thomas  Morgan,  Mine  Foreman. 
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GENERAL   SUMMARY  FOR   TEE   TENTH  MINING   DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TH,  1912. 


EMPLOYES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

COUNTY. 

No.  of  Openings. 

No.  of  Persons  Killed. 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,200  lbs. 

Mercer. .  - 
McDowell. . 

(Part) 
Raleigh 

22 
21 

11 

23 
28 

8 

1,465 
1,203 

666 

340 
1,022 

141 

55 
76 

39 

671 

585 

307 

2,531 
2,886 

1,153 

452 
650 

207 

215 
443 

667 
1,093 

207 

3,198 
3,979 

1,360 

2,783,866 
3,298,567 

1,252,120 

189,200 
275,153 

(Part) 

Total  

54 

59 

3,334 

l,o03 

170 

1,563 

6,570 

1,309 

658 

1,967 

8,537 

7,334,553 

464,353 

Department  of  Mines,  State  of  West  Virginia, 

Bluefield,  W.  Va.,  July  15,  1912. 

Hon.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  have  the  honor  to  herewith  submit  my  annual  report  as  Mine 
Inspector  of  the  10th  Mining  District  of  West  Virginia  for  the  year  ending 
June  30,  1912. 

During  the  past  year  I  have  made  253  inspections  and  seventeen  special  visits 
and  reports  of  each  have  been  forwarded  to  your  office  for  permanent  file.  In- 
cluded in  these  inspections  several  of  them  have  been  made  in  the  Eleventh 
District  on  instructions  from  your  office  from  time  to  time.  These  special 
visits,  as  you  know,  wrere  made  for  the  purpose  of  investigating  fatal  and  non- 
fatal accidents,  following  up  recommendations,  etc.,  etc. 

In  addition  to  my  inspection  work,  I  have  assisted  in  conducting  examinations 
for  mine  foremen  and  fire  bosses  at  various  times  during  the  year. 

The  number  of  fatal  and  non-fatal  accidents  that  have  occurred  in  this  Dis- 
trict during  the  year  have  been  reported  to  your  office  and  a  detailed  statement 
of  same  appears  elsewhere  in  this  report  and  it  will  be  seen  by  close  scrutiny 
that  a  majority  of  the  accidents  are  due  to  carelessness  on  the  part  of  the  per- 
sons killed  or  injured.  There  is  but  one  solution  to  this  problem,  or  rather  to 
reduce  the  number  of  personal  injuries,  and  that  is  STRICT  DISCIPLINE  on 
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the  part  of  the  mine  officials  and  STRICT  OBEYANCE  to  their  instructions 
given  to  the  employees. 

I  have  made  an  effort  to  visit  and  inspect  ail  of  the  mines  in  this  District 
as  prescribed  by  law,  but  in  some  instances  it  has  been  impossible  on  account 
of  the  number  of  mines  and  on  account  of  a  great  many  of  them  requiring  from 
two  to  three  days  to  make  a  single  inspection. 

The  number  of  prosecutions  for  violating  the  mining  laws  and  the  instruc- 
tions of  the  inspector,  this  year,  wore  not  so  great  by  any  means  as  that  of 
the  previous  year  and  I  believe  that  the  excessive  number  of  prosecutions  last 
year,  which  were  of  course  advertised,  has  a  great  effect  in  preventing  vio- 
lations hence  prosecutions  this  year. 

The  majority  of  the  operators  throughout  the  Tenth  District,  I  am  pleased  to 
report  have  installed  a  system,  of  different  kinds  at  the  various  places  to- 
keep  their  mines  in  a  safe  and  sanitary  condition  and  it  has  been  working  most 
satisfactorily.  The  dust  problem  is  being  watched  carefully  and  steam  radi- 
ators, water  sprays,  steam  linos,  water  lines,  salt  and  other  remedies  have  been 
applied  to  keep  the  dust  moistened.  In  some  of  the  mines,  electric  pumps,  hose 
and  rotary  sprays  are  attached  to  water  cars  to  be  used  in  moistening  the 
mines. 

It  gives  me  pleasure  to  report  that  the  operators,  managers,  superintendents, 
foremen  and  miners  as  a  general  proposition  have  extended  me  courtesies,  by 
way  of  assisting  in  bettering  the  conditions  and  their  co-operation  is  responsible 
for  the  improved  methods  and  general  conditions  at  the  mines  this  year  and  I 
desire  to  publically  extend  to  all  of  them  my  sincere  thanks. 

In  conclusion,  I  wish  to  thank  you  as  Chief  of  the  Department  of  Mines  for 
the  able  assistance  and  courteous  treatment  I  have  received  at  your  hands  dur- 
ing the  past  year,  as  well  as  ever  since  I  have  been  connected  with  the  Depart- 
ment. 

Respectfully  submitted, 

Arthur  Mitchell. 
Inspector  of  the  Tenth  District. 

E.  E.  WHITE  COAL  COMPANY. 
P.  O.  Stotesbury,  W.  Va. 
No.  1001.    No.  3  Mine. — This  is  a  drift  mine  located  at  Stotesbury  on  the 
Winding  Gulf  branch  of  the  Virginian  Railroad,  sixteen  miles  from  Mullins. 
This  mine  will  have  the  benefit  of  the  Virginian  and  C.  &  O  R.  R.    It  operates 
the  Beekley  seam,  and  is  4  to  6  feet  thick  at  this  point. 

•  During  the  present  year,  a  Link-Belt  Conveyor  has  been  installed  and  the 
Steam  Hoist  dispensed  with.  One  150  H.  P.  Westinghouse  motor  has  been  in- 
stalled to  run  the  Conveyor  line,  and  one  15  H.  P.  motor  to  drive  the  Picking 
table.  On  last  inspection,  these  improvements  were  giving  good  results. 
Ventilation  is  produced  by  a  16  foot  fan  which  gives  ample  ventilation  for  the 
number  of  men  employed  in  the  mine.  16  men  are  employed  in  this  mine,  pro- 
ducing about  100  tons  per  day.  Roof,  timbering,  stoppings  and  drainage  in 
good  condition.    Haulage  is  done  by  electric  locomotive  and  mules.    Clay  is 
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used  for  tamping.    Rules  are  posted.    Stretchers,  blankets,  safety,  lamrips,  re- 
cord books  and  ann  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
E.  E.  White  Gen  Mgr.  Jesse  Blake,  Mine  Foreman. 

C.  R.  Stahl,, .Mining  Engineer.  J.  E.  Virgin,  A&M.  Mine  Formea/n. 

E.  E.  WHITE  COAL  COMPANY. 
P.  O.  Stotesbury,  W.  Va. 
No.  1001.  No.  5  Mine. — This  is  a  drift  mine  recently  opened  in  the  same 
lease  as  No.  3  Mine.  It  is  opearting  the  Beckley  seam  on  the  double  entry 
system.  It  is  6  feet  high,  employing  52  men  inside.  On  my  first  inspection 
to  this  mine  the  state  law  was  being  violated  on  ventilation.  All  the  men  were 
withdrawn  out  of  the  mine  till  such  a  time  as  the  ventilation,  was  restored  by 
a  fan.  On  making  the  next  examination,  the  fan  had  been  installed  in  thirty- 
six  hours  after  leaving  the  mine.  My  recommendations  were  strictly  carried 
out.  Clay  was  also  recommended  to  be  used  for  tamping  and  short  fuse  to  be 
abandoned  in  the  mine  entirely.  The  full  length  of  the  fuse  must  be  used  at 
all  times.  Ventilation,  drainage,  roof,  timbering  and  stoppings  in  good  con- 
dition. Haulage  is  done  by  locomotives  and  mules.  This  coal  is  delivered 
to  the  same  tipple  as  No.  3  mine.  Rules  are  posted.  Stretchers,  blankets,  safe- 
ty lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

E.  E.  White  Gen  Mgr.  Jesse  Bla^e,  Mine  Foreman. 

C.  R.  Stahl,. Mining  Engineer.  J.  E.  Virgin,  Ami.  Mine  Formean. 

RALEIGH  COUNTY. 

E.  E.  WHITE  COAL  COMPANY. 
P.  O.  Stotesbury,  W.  Va. 
No.  1001.  No.  6  Mine. — This  is  a  drift  mine  recently  opened  in  the  same 
as  Nos.  3  and  5  mines.  It  is  operating  the  Beckley  seam  on  the  double  entry 
system.  It  is  4  feet  10  inches  high,  employing  5  men  inside  at  time  of  exami- 
nation. Sufficient  amount  of  timber  on  hand  and  complies  with  the  law  in 
all  respects. 

E.  E.  White.  Gen.  Mgr.  Jesse  Blake,  Mine  Foreman. 

C.  R.  Stahl,  Mining  Engmeer. 

GULF  SMOKELESS  COAL  COMPANY. 
P.  O.  Tams,  W.  Va. 
No.  1002.  Tarns  No.  1  Mine. — This  mine  is  situated  on  the  Winding  Gulf 
branch  of  the  Virginian  Railway  in  Raleigh  county,  and  is  thirteen  miles  from 
the  main  line  at  Mullens.  This  mine  ships  its  coal  over  the  Virginian  and  the 
C.  &  O.  R.  R.  It  is  operating  in  the  Beckley  seam,  being  a  drift  opening  and 
is  10  feet  high  at  this  point.  Ventilation  is  produced  by  a  6  foot  fan  which 
gives  a  sufficient  amount  of  air  at  the  j>resent  time  but  the  Company  is  going 
to  install  a  larger  fan  in  the  near  future,  so  as  to  overcome  any  obligations 
that  might  arise.  This  mine  has  always  been  found  in  a  first-class  condition  in 
regard  to  timbering,  roof,  drainage  and  stoppings.  166  men  are  employed 
inside  and  produce  about  2000  tons  per  day.  Clay  is  used  for  tamping.  Haul- 
age is  performed  by  electric  motors  and  mules.    Rules  are  posted.  Stretchers, 
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blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are  kept  on 
hand  to  meet  the  requirements  of  the  law. 

W.  P.  Tames,  Gen.  Mgr.  Adam  Lindley,  Mine  Foreman. 

Andy  Chambers,  Asst.  Mine  Foreman. 

GULF  SMOKELESS  COAL  COMPANY. 
P.  O.  Tams,  W.  Va. 
No.  1002.  Toms  No.  1  Mime. — This  is  a  drift  opening  operating  in  the  Beck- 
ley  seam  on  the  branch  line  of  the  Virginian  Railway  in  Raleigh  county.  This 
mine  delivers  its  coal  to  the  same  tipple  as  No.  1.  It  is  10  feet  high  at  thii 
point.  Ventilation  is  produced  by  a  furnace  at  the  present  time.  On  the  last 
inspection  of  the  mine,  preparations  were  being  made  to  install  a  fan.  36  men 
are  employed  at  this  mine  on  the  inside,  producing  about  400  tons  per  day. 
Haulage  is  done  by  electric  locomotives.  All  pick  mining  and  permissible  ex- 
plosives are  used  all  over  the  property  to  blast  coal.  Timbering,  drainage,  roof, 
stoppings  are  in  good  condition.  Rules  aro  posted.  Clay  is  used  for  tamping. 
Stretchers,  blankets,  stafety  lamps,  record  books  and  all  necessary  supplies  are 
kept  on  hand  to  meet  the  requirements  of  the  law. 

W.  P.  Tams.  Gen.  Mgr.  Adam  Lindley,  Mine  Foreman. 

Axdy  Chambers,  Asst.  Mine  Foreman. 

GULF  SMOKELESS  COAL  COMPANY. 
P.  O.  Tams,  W.  Va. 
No.  1002.    Tams  No.  2  Mine. — This  is  a  drift  opening  operating  in  the  Beck- 
ley  seam  in  the  same  lease  as  Nos.  1  and  2  mines.    It  also  delivers  its  coal 
to  the  same  tipple  as  No.  1.    Height  of  coal  at  this  point  is  6  feet,  6  inches. 
Ventilation  is  produced  by  a  furnace  at  present  but  will  soon  be  replaced  by 
a  fan.    41  men  are  employed  in  this  mine  producing  about  400  tons  per  day. 
Haulage  is  done  by  electric  locomotives.    All  pick  mining,  and  permissible  ex- 
bering,  darinage  and  stoppings  in  good  condition.    Clay  is  used  for  tamping. 
Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  books  and  all 
necessary  supplies  are  kept  on  hand  as  the  law  requires. 
W.  P.  Tams.  Gen.  Mgr.  Adam  Lindley,  Mine  Foreman. 

Jas.  Dawson.  Asst.  Mine  Foreman. 

MCALPIN  COAL  COMPANY. 

P.  O.  McAlpin,  W.  Va.  » 
No.  1003.  McAlpin  Nos.  1  &  2  Mines. — These  are  drift  mines  located  at 
McAlpin  on  the  Winding  Gulf  branch  of  the  Virginia  Railway.  It  operates 
the  Beckley  seam,  being  6  feet  high  and  is  opened  on  the  four  entry  and  panel 
system.  130  men  are  employed  inside  the  mine,  producing  a  daily  output  of 
about  1500  tons.  With  a  full  supply  of  men  is  capable  of  producing  2000  tons 
per  day.  Ventilation  is  produced  by  an  18  foot  double  Clifford  fan  which  will 
give  ample  ventilation  to  work  out  the  lease.  Roof,  timbering,  drainage  and 
stoppings  in  good  condition.  Haulage  is  performed  b  yelectric  locomotives 
and  mules. 

During  the  past  year  a  great  many  improvements  have  been  made.  There 
has  been  a  two-inch  water  line  laid  through  the  mine  to  keep  the  dust  watered 
down.    A  Jeffrey  Conveyor,  two  150  H.  P.  steam  boilers  of  the  Goodman  type, 
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one  Generator  200  K.  W.  of  the  Goodman  type,  two  general  electric  haulage 
motors  6  tons  each,  two  Westinghouse  haulage  motors  6  tons  each.  Also,  a 
Green  Car  Hoist  has  been  erected  which  on  the  last  inspection  all  the  machinery 
was  found  in  good  condition. 

Two  Punching  machines  and  one  Electric  Coal  Cutting  machine  have  alno 
been  put  in. 

Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

John  Laing,  Gen.  Mgr.  Dave  Laing,  Mine  Foreman. 

Will  Laing,  Supt.  G.  E.  Waddell,  Asst.  Mine  Foreman. 

BAILEY  WOOD  COAL  COMPANY. 
P.  O.  McAlpin,  W.  Va. 
No.  1004.  Bailey  Wood  No.  1  Mine. — This  mine  is  located  at  McAlpin  on 
the  Winding  Gulf  branch  of  the  Virginian  Eailway  sixteen  miles  from  Mullens. 
It  is  a  drift  opening  operating  the  Beekley  seam  which  is  5  feet  thick.  90 
men  are  employed,  producing  about  600  tons  per  day.  Ventilation  is  produced 
by  a  ten  foot  fan  divided  into  two  separate  currents  of  air  which  gives  ample 
ventilation.  This  mine  has  been  troubled  by  heavy  rises  and  very  heavy  dips, 
resulting  in  a  tunnel  having  to  be  cut  400  feet  long  through  the  solid  rock  to 
overcome  the  grades  in  the  mine.  On  the  last  examination  the  mine  was  found 
to  be  in  a  first  class  condition  in  all  respects.  Timbering,  roof,  drainage  and 
stopping  in  good  condition.  Haulage  is  done  by  electric  motors  and  mules. 
The  mine  is  kept  in  a.  moist  condition  by  sprinkling.  All  raises  workings  are 
kept  wet  by  watering.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretch- 
ers, blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are  kept 
on  hand  as  the  law  requires. 

Thos.  Nichol,  Gen.  Mgr.  C.  B.  Bryant,  Mine  Foreman. 

J.  C.  Baker,  Supt.  •  John  Ernest,  Asst.  Mine  Foreman. 

PEMBERTON  COAL  &  COKE  COMPANY. 
P.  O.  Hotcoal,  W.  Va. 

No.  1005.  Big  Stick  Mine. — This  mine  has  recently  opened  and  is  located 
on  the  branch  line  of  the  Virginian  Railway  about  seventeen  miles  from  Mul- 
lens. It  is  a  drift  mine  operating  the  Beekley  seam  which  5  feet,  8  inches 
at  this  point.  Ventilation  is  produced  by  a  ten  foot  fan  which  is  sufficient. 
56  men  are  employed  in  this  mine,  producing  about  800  tons  per  day. 

A  fan  has  been  recently  installed.    One  ten  ton  haullage  motor,  General 
electric  type,  is  used  in  this  mine.    On  all  examinations  this  mine  has  always 
been  found  in  good  condition,  complying  with  the  law  in  all  respects. 
D.  Phillipps,  Gen\.  Mgr.  Chas.  Rhodes,  Mine  Foreman. 

G.  A.  Hetterligner,  Supt.  H.  Baird,  Asst.  Mine  Foreman. 

GULF  COAL  COMPANY. 
P.  O.  Hotcoal,  W.  Va. 
No.  1006.    Gulf  Mine. — This  mine  is  located  in  the  Beekley  seam  on  the 
Winding  Gulf  branch  o-f  the  Virginian  Railway  seventeen  miles  east  of  Mullens. 
The  coal  at  this  point  is  from  5  to  6  feet  thick.    Ventilation  is  produced  by  a 


234 


Annual  Report  of 


|  W.  Va. 


seven  foot  fan,  distributed  through  the  mine  in  one  current.  The  average 
number  of  men  employed  is  44,  producing  about  300  tons  per  day.  Haulage  is 
done  by  electric  locomotives  and  mules. 

Roof,  timbering,  drainage  and  stoppings  in  good  condition.    Clay  is  used  for 
tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  bookg 
and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
R.  D.  Patterson,  Gen.  Mgr.  Wash  Lilly,  Mine  Foreman. 

Harvey  Ingles,  tinpt. 

GULF  COAL  COMPANY. 
P.  O.  IIotcoal,  W.  Va. 
No  .  1006.  Beaver  Mine. — This  mine  is  located  on  the  Winding  Gulf  branch, 
of  the  Virginian  R.  R.,  17  miles  east  of  Mullens,  operating  the  Beckley  seam, 
double  entry  system.  It  is  3  feet  6  inches  high.  This  mine  will  soon  connect 
with  the  Gulf  mine.  Ventilation  is  produced  by  a  furnace.  Roof,  timbering, 
drainage  and  stoppings  in  good  condition.  Haulage  is  by  mules.  This  mine 
meets  with  all  the  requirements  of  the  law. 

R.  I).  Patterson,  Gen.  Mgr.  Harvey  Ingles,  Supi. 

LYNWIN  COAL  COMPANY. 
P.  O.  Winding  Gulf,  W.  Va. 
No.  1007.  Lyrnwin  No.  1  Mime. — This  is  a  slope  mine  located  at  Goodwin  on 
the  Winding  Gulf  branch  of  the  Virginian  R.  R.,  21  miles  from  Mullens.  It 
operates  the  Beckley  seam  on  the  double  entry  system.  The  height  of  the 
coal  at  this  place  is  5  feet  6  inches,  employing  06  men  inside  with  a  daily  out- 
put of  700  tons  per  day.  Ventilation  is  produced  by  a  seven  foot  fan,  which 
is  well  distributed  throughout  the  mine.  All  stoppings  along  the  main  and 
cross  entries,  are  built  of  concrete.  On  each  examination  at  this  mine,  it  has 
been  kept  in  a  moist  condition  and  properly  cleaved  up.  Roof,  drainage  and 
timbering  in  good  condition.  Haulage  is  done  by  gasoline  locomotives  and 
mules. 

During  the  p2st  year  there  have  been  installed,  one  150  H.  P.  Atlas  boiler, 
one  75  K.  W.  Generator  of  the  Western  Electric  Company,  one  Deepwell  Pump, 
Wieman  make,  one  6  ton  Gasoline  motor  built  by  Geo.  D.  Whitcomb,  one  30 
H.  P.  Hoisting  Engine,  used  to  haul  their  coal  from  the  dip  workings. 

Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

E.  J.  Flannigan,  Supt.  W.  L.  Turpin,  Mine  Foreman. 

P.  C.  Lynch,  Gen.  Mgr. 

WINDING  GULF  COLLIERY  COMPANY. 
P.  O.  Winding  Gulf,  W.  Va.. 
No.  1008.  No.  1  Mine. — This  mine  is  located  on  the  head-waters  of  the 
Winding  Gulf,  on  a  branch  line  of  the  Virginian  R.  R.,  21  miles  from  Mullens. 
It  operates  the  Beckley  seam  and  is  4  feet,  6  inches  high  at  this  point,  and  is 
troubled  somewhat  with  rolls  making  it  inconvenient  for  working.  70  men  are 
employed,  producing  about  400  tons  per  day.  Ventilation  is  produced  by  a  16 
foot  Capell  fan,  which  will  give  ample  ventilation  for  the  lease  if  properly 
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conducted.  On  last  examination,  the  mine  was  found  commencing  to  become 
dry,  dusty  and  dirty,  probably  caused  by  the  changes  which  had  been  made  dur- 
the  previous  months.  Attention  was  called  to  the  foreman  that  the  entries  must 
be  cleaned  up,  and  assurance  was  given  that  it  would  be  done.  Haulage  is 
done  by  electric  motors  and  mules  and  the  coal  is  mined  with  machines.  Roof 
drainage  and  timbering  in  good  condition.  Stoppings  and  brattice  in  poor 
condition.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blanket!, 
safety  lamps  and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
Justus  Collins,  Gen.  Mgr.  C.  W.  Bailey,  Mine  Foreman. 

Wm.  J.  Elgin,  Supt. 

WINDING  GULF  COLLIERY  COMPAN1. 
P.  O.  Winding  Gulf,  W.  Va. 

No.  1008.  No.  2  Mine. — This  is  a  shaft  and  slope  mine,  located  on  the  C.  & 
O.  R.  R.,  and  on  the  West  Fork  of  the  Winding  Gulf  branch,  21  miles  east  of 
Mullens.  It  operates  the  Beckley  seam  and  is  5  feet  high  at  this  point. 
50  men  are  employed  inside,  producing  about  500  tons  per  day.  Ventila- 
tion is  produced  by  two  small  fans,  one  5  feet,  and  the  other  3  feet, 
which  in  the  near  future  will  be  replaced  by  a  larger  fan.  On  last  inspection 
to  this  mine,  they  were  still  hoisting  the  coal  out  of  the  slope,  and  were  work- 
ing on  the  shaft  preparing  it  for  operation. 

Improvements  at  the  mine,  one  Goodman  5  ton  locomotive;  one  5  ton  General 
Eelectric  Motor;  two  Breast  Coal  Cutting  Machines  of  the  Goodman  type; 
one  Sullivan  Breast  Machine. 

Haulage  is  done  by  rope,  electric  motors  and  mules.  Roof,  drainage  and  tin> 
bering  in  good  condition.  Mine  well  watered  at  all  times.  Stoppings  and 
brattice  in  good  condition.  The  foreman  of  the  mine  takes  great  care  to  keep 
the  mine  in  a  first  class  condition.  Clay  is  used  for  tamping.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are 
kept  on  hand  as  the  law  requires. 

Justus  Collins,  Gen.  Mgr.  John  Hancock,  Mine  Foreman. 

Wm.  J.  Elgin,  Supt. 

WINDING  GULF  COLLIERY  COMPANY. 
P.  O.  Winding  Gulf,  W.  Va. 
No.  1008.  No.  3  Mine. — This  is  a  slope  mine  located  across  th#  rarrne,  from 
No.  1  mine  which  is  operated  in  the  Beckley  seam  and  is  about  5  feet  high  at 
this  point,  and  which  at  some  time  will  be  connected  with  the  No.  2  mine. 
Only  a  few  men  were  employed  in  the  mine  on  last  inspection.  This  coal  was 
delivered  by  motor  across  the  ravine  to  No.  1  tipple.  Ventilation,  roof,  drain- 
age, timbering  in  good  condition  and  the  mine  meets  the  requirements  of  the 
law. 

Justus  Collins,  Gen.  Mgr.  •  C  W.  Bailey,  Mine  Foreman. 

Wm.  J.  Elgin,  Supt. 

MERCER  COUNTY. 
MILL  CREEK  COAL  &  COKE  CO. 

COALDALE,  W.  VA. 

No.  1009.    Coaldale  Mine. — Located  on  the  main  line  of  the  N.  k  W.  E.  R. 
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It  is  a  drift  mine  operating-  in  the  No.  3  Pocahontas  seam,  which  is  8  feet  4 
inches  thick.  Ventilation  is  produced  by  an  eighteen  foot  fan.  It  is  divided 
into  two  separate  currents.  This  mine  is  on  the  retreat,  employing  at  present 
fifty  men  on  inside.  Average  output  about  300  tons  per  day.  On  account  of 
the  height  of  the  coal  seam  and  the  frail  nature  of  roof  the  recovery  of  coal 
is  difficult  and  dangerous.  There  are  timber  men  employed  to  do  all  timbering 
for  the  miners.  Every  care  is  taken  to  avoid  accidents.  Haulage  is  done  by 
electric  motors  and  mules.  Miners  are  supplied  with  clay  for  tamping.  Suf- 
ficient proprs  and  caps  are  kept  on  hand  at  suitable  lengths.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps  are  kept  on  hand  and  all  other  necessary 
supplies  to  comply  with  the  law. 

Edward  Cooper,  Gen.  Mgr.  J.  W.  Johnson,  Mine  Foreman. 

C.  E3.  F.  Burnley,  Gen.  Mgr.  J.  W.  Johnson,  Mine  Foreman. 

MILL  CHEEK  COAL  &  COKE  CO. 
P.  O.  Coopers,  W.  Va. 
No.  1010.    Mill  Creek  East  Mine. — Located  across  the  narrow  ravine  from 
the  West  Mine,  it  being  directly  opposite.    It  is  a  drift  mine  in  the  No.  3 
Pocahontas  seam.    The  ventilation  is  produced  by  a  sixteen  foot  fan  which 
gives  sufficient  air.    This  mine  is  confined  to  robbing  of  pillars.    There  are 
33  men  employed  inside  of  the  mine.    Haulage  is  done  by  steam  locomotive  and 
mules.    The  roof  is  very  dangerous  and  great  care  has  to  be  taken  in  order 
to  protect  the  miners.    Timber  men  are  employed  to  do  all  timbering  for  the 
miners.    Average  output  about  150  tons  per  day.    Miners  are  supplied  with 
clay  for  tamping.    Sufficient  props  and  caps  are  kept  on  hand  at  a  suitable 
length.    Rules  are  posted.    Stretchers,  blankets,  and  safety  lamps  are  kept  on 
hand  and  all  other  necessary  supplies  to  comply  with  the  law. 
Edward  Cooper,  Gen.  Mgr.  J.  W.  Johnson,  Mine  Foreman. 

C.  E.  F.  Burnley,  Gen.  Supt.  Tobe  Nicewander,  Asst.  Mine  Fore. 

MILL  CHEEK  COAL  &  COKE  CO. 
P.  O.  Coopers,  W.  Va. 
No.  1010.    Mill  Creek  West  Mine. — Ts  located  near  Coopers  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  in  the  No.  3  Pocahontas  seam. 
The  coal  is  ten  feet  thick  of  which  two  feet  is  left  up  to  support  the  roof. 
At  my  last  inspection  of  this  mine,  there  were  only  sixteen  men  employed  on 
the  inside.    This  mine  is  on  the  retreat  and  the  coal  is  delivered  to  the  Coaldale 
tipple.    Average  output  is  about  120  tons  per  day.    Ventilation  is  produced 
by  a  ten  foot  fan  and  is  conducted  through  the  working  places  in  one  single  cur- 
rent, and  is  well  distributed    Haulage  is  done  by  electric  motors  and  mules. 
The  roof  is  frail  and  requires  careful  attention.    Miners  are  supplied  with 
clay  for  tamping.    Sufficient  props  and  caps  are  kept  on  hand  at  suitable 
lengths.    Rules  are  posted.    Stretchers,  blankets,  and  safety  lamps  are  kept 
on  hand,  and  all  necessary  supplies  to  comply  with  the  law. 
Edward  Cooper,  Gen.  Mgr.  J.  W.  Johnson,  Mine  Foreman. 

C.  E.  F.  Burnley,  Gen.  Supt.  May  Williams,  Asst.  Mine  Foreman. 

MILL  CHEEK  COAL  &  COKE  CO. 
P.  O.  Coopers,  W.  Va. 
No.  1010.    Wetst  Fork  Mine. — This  is  a  drift  mine  located  on  the  N.  &  W. 
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E.  R.,  one  mile  from  Coopers,  which  is  operating  No.  3  Pocahontas  seam. 
It  is  confined  principally  to  pillar  workings.  The  coal  is  nine  feet  thick.  The 
mine  employs,  on  last  inspection,  37  men.  The  output  of  this  mine  is  about 
250  tons  per  day.  The  roof  is  very  poor.  Drainage  is  good  at  all  points 
except  where  the  over-lying  strata  is  broken.  The  miners  are  well  supplied 
with  timber  and  timber  men  employed  to  set  all  timber.  The  foreman  of  the 
mine  takes  great  pleasure  in  seeing  that  the  rules  are  strictly  enforced.  Venti- 
lation is  produced  by  a  nine  foot  fan  which  gives  ample  ventilation.  Haulage 
is  done  by  electric  motors  and  mules.  Clay  is  used  for  tamping.  Rules  are 
posted.  Stretchers,  blankets,  and  safety  lamps  are  kept  on  hand,  and  all  neces- 
sary supplies  so  as  to  comply  with  the  law. 

Edward  Cooper,  Gen.  Mgr.  J.  W.  Johnson,  Mine  Foreman. 

C.  E.  F.  Burnley,  Gen-  Supt.  Jesse  Jarvers,  Asst.  Mine  Foreman. 

MILL  CREEK  COAL  &  COKE  CO. 
P.  0.  Coopers,  W.  Va. 
No.  1010.  Tug  River  Mine. — This  mine  is  located  on  the  head  waters  of 
Tug  River.  It  is  a  drift  opening  jn  the  No.  3  Pocahontas  seam  which  is  10 
feet,  6  inches  thick,  2  feet  of  which  is  left  up  for  to  support  the  roof.  The 
over-lying  strata  is  very  soft  and  the  coal  is  left  to  protect  it.  There  are  56 
men  employed  inside  the  mine,  producing  a  daily  output  of  300  tons.  Venti- 
lation is  produced  by  a  10x5  Jeffrey  fan  which  gives  ample  ventilation.  The 
air  is  conducted  to  the  face  of  the  workings  by  concrete  stoppings  built  on  all 
entries.  This  mine  has  always  been  found  in  a  satisfactory  condition.  Haul- 
age is  performed  by  electric  motors,  mules  and  steam  locomotive.  This  coal 
is  delivered  to  the  Mill  Creek  tipple.  The  Supt.  of  the  mine  takes  great 
pleasure  in  seeing  that  all  rules  are  strictly  enforced.  Rules  are  posted. 
Stretchers,  blankets,  and  safety  lamps  are  kept  on  hand  and  all  necessary 
supplies  so  as  to  comply  with  the  law. 

Edward  Cooper.  Gen^  Mgr.  H.  L.  Price,  Mine  Foreman. 

C.  E.  F.  Burnley.  Gen.  Supt.  Owen  Price.  Asst.  Mine  Foreman. 

BUCKEYE  COAL  &  COKE  CO. 
P.  O.  Freeman,  W.  Va. 
No.  1011.  The  Buckeye  North  Mine. — This  mine  is  located  on  the  Wide- 
mouth  Division  of  the  N.  &  W.  R.  R.,  two  miles  from  Simmons.  It  is  a  drift 
mine  operating  the  No.  3  Pocahontas  seam,  the  average  height  being  5%  feet 
thick.  Ventilation  is  produced  by  an  eighteen  foot  fan  which  gives  good  results 
for  the  number  of  men  employed  inside  the  mine.  The  output  of  this  mine  is 
about  300  tons  per  day.  The  workings  are  very  wet  at  intervals,  caused  by 
heavy, rains  from  the  breaks  in  the  mountain.  Drainage  is  good.  Haulage 
is  performed  by  steam  locomotives  and  mules.  Roof  is  good  in  some  places 
while  in  others  it  is  very  brittle.  Miners  are  well  supplied  with  timber  at 
suitable  lengths.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers, 
blankets,  safety  lamps,  and  mine  foreman's  record  book  kept  on  hand  to  com- 
ply with  the  law. 

J.  C.  Pack,  Gen.  Mgr.  J.  H.  Williams,  Mine  Foreman. 

F.  R.  Hewitt,  Supt.  E.  W.  Price..  Asst.  Mine  Foreman. 
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BUCKEYE  COAL  &  COKE  CO. 
P.  O.  Freeman,  W.  Va. 
No.  1011.    Buckeye  South  Mine. — This  mine  is  located  on  the  Widemouth 
Division  of  the  N.  &  W.  R.  R,,  two  miles  from  Simmons,    it  is  a  drift  mine 
operating  the  No.  3  Pocahontas  seam,  the  average  height  being  5  feet  6  inches. 

102  men  are  employed  in  this  mine,  producing  a  daily  output  of  500  tons. 
Ventilation  is  produced  by  a  six  foot  fan,  the  current  being  divided  into  three 
separate  splits,  and  which  gives  ample  ventilation.  The  coal  is  hauled  from 
this  mine  by  steam  locomotives  and  mules  and  delivered  to  the  same  tipple  as 
the  North  Mine.  This  mine  has  a  very  bad  roof  which  requires  very  careful 
attention.  The  miners  are  well  supplied  with  timber,  props,  and  caps  at  suit- 
able lengths.  Drainage  is  good.  Clay  is  used  for  tamping.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps  and  all  necessary  supplies  are  kept  on  hand, 
and  i  lit'  law  is  fully  complied  \\  Lth. 

,T.  C.  Pack,  Gen.  Mgr.  -f.  11.  Williams,  Mine  Foreman. 

F.  R.  Hewitt,  8upt.  W.  R.  Foster,  Asst.  Mine  Foreman. 

BOOTS  BOW  EN  COAL  &  COKE. 
P.  0.  Freeman,  W.  Va. 
No.  1012.  Booth-Bowrn  Mine. — This  mine  is  located  on  Simmons  Creek 
about  three  miles  from  Simmons.  It  is  a  drift  opening  operating  the  No.  3 
Pocahontas  seam,  the  average  height  being  6  feet.  The  vntilation  is  pro- 
ducd  by  a  twenty  foot  fan.  The  current  of  air  is  distributed  throughout  the 
mine  by  four  splits,  by  the  means  of  over-casts  and  regulators.    There  are 

103  men  employed  inside  of  the  mine,  the  output  being  about  850  tons  per  day. 
The  haulage  is  performed  by  steam  locomotives  and  mules.  The  roof  is  good 
in  some  parts  of  the  mine  and  very  poor  in  other  parts.  This  mine  has  con- 
siderable trouble  with  water  caused  by  the  breaks  in  the  mountain,  but  it  is 
well  taken  care  of  by  the  pumps  and  drainage.  The  mine  officials  take  great 
pleasure  in  complying  with  the  state  law  in  all  respects.  Clay  is  used  for 
tamping.  Rules  are  posted.  Stretchers,  blankets,  safety  lamps  and  all  neces- 
sary supplies  are  kept  on  hand,  and  the  law  is  fully  complied  with. 

Harry  Bowen,  Gen.  Mgr.  Benj.  English,  Mine  Foreman. 

Jos.  H.  Bowen,  Supt.  Ed.  Lucas,  Asst.  Mine  Foreman. 

Sam  White,  Asst.  Mine  Foreman. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  CO.  INC. 
P.  O.  Freeman,  W.  Va. 
No.  1013.  Caswell  Creel-  Hemlock  Mine. — This  mine  is  located  two  and  a 
half  miles  from  Simmons  on  Simmons  Creek.  It  is  a  drift  opening  operating 
the  No.  3  Pocahontas  seam,  and  which  is  8  feet  in  thickness.  The  ventilation 
is  produced  by  a  twelve  foot  fan  which  also  furnishes  ventilation  for  the  Elk- 
horn  mine.  The  current  of  air  is  divided  into  three  separate  splits  which  pro- 
duces ample  ventilation.  The  number  of  men  employed  in  the  mine,  on  last 
inspection,  were  49.  This  mine  is  very  wet  at  all  seasons  of  the  year.  Haul- 
age is  performed  by  steam  locomotives  and  mules.  The  roof  is  very  poor  and 
requires  very  careful  attention.  Timber  men  are  employed  to  do  all  timbering 
for  miners.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  mine  fore- 
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man's  record  books,  and  all  necessary,  supplies  are  kept  on  hand,  and  the  law 
is  fully  complied  with  i  nail  respects. 

James  Edward  Jones,  Gen.  Mgr.  J.  W.  Cole.  Mine  Foreman-. 

J.  K.  Whitehead,  Supt.  Frank  Smith,  Asst.  Mine  Foreman. 

Robt.  Wallace,  Ins-peel  or  of  Mimes. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  CO.  INC. 
P.  O.  Freeman,  W.  Va. 
No.  1013.  Caswell  Creek  Elkhom  Mine. — This  mine  is  located  on  Simmons 
Creek  opposite  the  Hemlock  mine  in  the  same  seam.  Its  ventilation  is  supplied 
by  the  same  fan  which  supplies  ventilation  for  the  Hemlock  mine.  Number  of 
men  employed  in  the  mine  are  115,  producing  a  daily  output  of  about  1000 
tons  per  day.  On  last  inspection  of  this  mine,  the  ventilation  was  not  quite 
up  to  the  standard  on  account  of  the  doors  and  stoppings  being  in  poor  conr 
dition.  Attention  was  called  to  the  Supt.  of  the  mine  on  conditions  which 
were  found.  Timbering  was  also  neglected  in  different  parts  of  the  mine,  which 
would  soon  be  remedied.  Haulage  is  done  by  steam  locomotives  and  mules. 
Drainage  is  good.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers, 
blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are  kept  on 
hand  to  comply  with  the  mining  law. 

James  Edward  Jones,  Gen.  Mgr.  J.  W.  Cole.  Mine  Foreman. 

J.  K.  Whitehead,  Supt.  J.  Saxton,  Asst.  Mine  Foreman. 

Robt.  Wallace,  Inspector  of  Mines. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  CO.  INC. 
P.  0.  McComas,  W.  Va. 
No.  1014.  Sagamore  Mine  No.  1. — This  is  a  drift  mine  located  on  the  Crane 
Creek  branch  in  the  No.  3  Pocahontas  seam,  averaging  5  to  7  feet  in  thick- 
ness. The  coal  is  mined  with  pick  .and  machine.  Ventilation  is  produced  by 
a  six  foot  fan  which  gives  ample  ventilation,  and  the  current  of  air  is  well 
conducted  to  the  face  of  the  workings.  This  mine  has  always  been  found  up 
to  the  standard  in  all  respects.  51  men  are  employed  in  this  mine,  producing 
about  400  tons  per  day.  The  haulage  in  this  mine  is  done  by  electric  motors. 
Roof  and  drainage  in  good  condition.  Mine  is  well  supplied  with  timber. 
Clay  is  used  for  tamping.  Rules  are  posted,  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  to  comply  with 
the  mining  law. 

James  Elwood  Jones,  Gen.  Mgr.  J.  P.  Clark,  Mine  Foreman. 

J.  C.  Baldwin,  Supt.  T.  D.  Matthews,  Asst.  Mine  Fore. 

Robt.  Wallace.  Inspector  of  Mines. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  CO.  INC, 
P.  O.  McComas.  W.  Va. 
No.  1015.  Sagamore  Mine  No.  2. — This  is  a  drift  mine  located  on  the  Crane 
Creek  branch  directly  opposite  the  Sagamore  mine,  No.  1,  and  being  in  the 
same  lease.  Height  4  feet,  6  inches.  All  coal  is  mined  with  the  Jeffrey  Coal 
Cutting  machines.  Ventilation  is  produced  by  a  twelve  foot  Jeffrey  fan.  The 
current  of  air  is  divided  into  four  different  splits.  All  stoppings  are  built  of 
concrete,  thus  producing  ample  ventilation  throughout  the  mine.    All  machine 
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cutitngs  are  thoroughly  watered  down  before  loading  out.  Small  traces  of  gas 
have  been  found  which  have  been  taken  care  of  at  once.  Drainage  is  in  good 
condition.  Haulage  is  done  by  electric  motors.  Timbering  good  and  sufficient 
timber  on  hand.  There  are  82  men  employed,  producing  800  tons  per  day. 
Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  to  comply  with 
the  mining  law. 

James  Elwood  Jones,  Gen.  Mgr.  J.  P.  Clark,  Mine  Foreman. 

J.  C.  Baldwin,  Supt.  Ed.   Evans,  Asst.  Mine  Foreman^ 

Robt.  Wallace,  Inspector  of  Mmes. 

LOUISVILLE  COAL  &  COKE  CO. 
P.  O.  Goodwill,  W.  Va. 
No.  1016.    Goodkvill  Mine. — This  mine  is  located  on  Flipping  Creek  one 
mile  from  Goodwill.    It  is  a  drift  opening  in  the  No.  3  Pocahontas  seam.  This 
mine  has  a  very  bad  roof  and  has  to  be  carefully  timbered.    Ventilation  is 
produced  by  a  twelve  foot  fan  which  give9  ample  ventilation.    Stoppings  are 
all  built  of  concrete  on  the    main  entries.    Refuge  holes  are  kept  free  from 
obstructions  and  are  white-washed  according  to  law.    Clay  is  furnished  the 
miners  for  tamping.    Haulage  is  performed  by  electric  locomotives  and  mules. 
There  are  54  men  employed  in  this  mine,  producing  a  daily  output  of  400 
tons.    Coal  averages  4  feet,  6  inches  thick.    A  good  supply  of  timber  is  always 
kept  on  hand.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record 
books  and  all  necessary  supplies  are  ke]>t  on  hand  according  to  law. 
Jairus  Collins,  Gen.  Mgr.  George  Scott,  Mine  Foreman. 

Bert  Johnson,  Asst.  Mine  Foremam. 

LOUISVILLE  COAL  &  COKE  CO. 
P.  O.  Goodwill,  W.  Va. 
No.  1016.  Louisville  No.  2  Mine. — This  mine  is  located  on  Flipping  Creek 
near  Goodwill.  It  is  a  drift  mine  operating  the  No.  3  Pocahontas  seam.  On 
last  inspection,  there  were  36  men  employed  inside  the  mine,  and  which  pro- 
duced 300  tons  per  day.  There  has  been  installed  recertly,  two  Morgan 
Gardner  Short-Walled  machines  which  are  giving  good  results.  Ventilation 
is  produced  by  a  ten  foot  fan  and  is  divided  into  two  separate  currents.  Haul- 
age is  done  by  electric  locomotives  and  mules.  Clay  is  used  for  tamping 
and  put  in  suitable  places  for  the  miners.  In  part  of  the  mine  the  roof 
is  very  frail  which  requires  careful  timbering.  Drainage  is  good.  Posts  and 
caps  are  kept  on  hand  at  suitable  lengths.  Rules  are  posted.  Stretchers, 
blankets,  safety  lamps  and  record  books  are  kept  on  hand  according  to  the 
mining  law. 

Jairus  Collins,  Gen.  Mgr.  George  Scott,  Mine  Foreman. 

J.  W.  Kelley.  Asst.  Mine  Foreman. 

LOUISVILLE  COAL  &  COKE  CO. 
P.  O.  Goodwill.  W.  Va. 
No.  1016.    Klondike  No.  3  Mine. — This  is  a  drift  opening  in  the  No.  3  Poca- 
hontas seam.    The  tract  is  small  comprising  thirty-seven  acres  adjacent  to  the 
No.  2  Louisville  lease.    36  men  were  employed  inside  the  mine  on  my  last 
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inspection,  producing  about  250  tons  per  day.  Ventilation  is  produced  by  a 
five  foot  fan  which  is  propelled  around  the  mine  in  one  current.  This  mine 
is  on  the  retreat  all  confined  to  pillar  workings.  Ventilation  good  at  all 
points  in  the  mine.  The  mine  is  very  wet,  but  the  water  well  taken  care  of. 
Roof  is  good  in  general.  Also,  timbering  good  The  state  mining  law  is 
fully  complied  with  in  every  respect. 

Jarius  Cousins,  Gen.  Mgr.  George  Scott,  Mine  Foreman. 

Geo.  McNew,  Asst.  Mine  Foreman. 

LOUISVILLE  COAL  &  COKE  CO. 
P.  O.  Goodwill,  W.  Va. 
No.  1016.  Louisville  No.  4  Mine. — This  mine  is  located  about  a  half  mile 
from  Goodwill  in  a  small  acreage  of  land  belonging  to  the  Louisville  lease, 
which  will  soon  be  exhausted  as  it  is  all  confined  to  pillar  workings.  11  miners 
are  employed  in  the  mine  producing  100  tons  per  day.  The  roof  is  very  dan- 
gerous  in  this  mine  and  requires  very  careful  timbering.  At  times  the  mine 
is  very  wet.  Ventilation  is  produced  by  a  four  foot  fan,  which  gives  ample 
ventilation.  Haulage  is  done  by  mules.  Props  and  caps  are  always  kept  on 
hand  at  suitable  lengths,  and  all  other  necessary  supplies  to  comply  with  the 
State  Law. 

Jarius  Collins,  Gen.  Mgr.  George  Scott,  Mine  Foreman. 

Marsh  Hall,  Asst.  Mine  Foremam. 

GODFBEY  COAL  COMPANY. 

Crystal,  W.  Va.  « 
No.  1017.  Ceplms  Mine. — This  mine  is  located  on  Crane  Creek  two  miles 
from  Montcalm.  It  is  a  drift  mine  in  the  No.  3  Pocahontas  seam,  which  is 
4  feet  6  inches  thick.  Ventilation  is  produced  by  a  small  furnace  and  was 
sufficient  for  the  number  of  employees  in  the  mine,  which  employs  20  men  in- 
side when  last  inspected.  The  miners  were  well  supplied  with  necessary  tim- 
ber. Haulage  is  performed  by  mules.  Drainage  and  roof  in  good  condition. 
Rules  are  posted.  Stretchers,  blankets,  safety  lamps  and  all  necessary  sup- 
plies are  kept  on  hand  according  to  the  State  Law. 

E.  A.  Williams,  Gen.  Mgr.  E.  V.  Neal,  Mine  Foreman. 

CRYSTAL  COAL  &  COKE  CO. 
Crystal,  W.  Va. 

No.  1018.  Crystal  Nos.  1  &  2  Mines. — These  mines  are  located  on  Crane 
Creek  about  three  miles  from  Montcalm,  operating  the  No.  3  Pocahontas  seam 
with  an  average  of  4  feet  6  inches  thick.  They  are  connected  on  the  inside 
and  are  ventilated  by  the  same  fan  which  is  ten  feet  in  diameter.  The  air 
current  is  divided  into  three  splits  and  is  well  distributed.  Drainage  is  good 
in  No.  2  but  deficient  in  No.  1  on  account  of  the  breaks  in  the  mountain 
caused  by  drawing  pillars.  There  are  85  men  employed  in  these  mines,  pro- 
ducing a  daily  output  of  800  tons.  Roof,  timbering  and  drainage  good  except 
in  a  few  local  places.  Haulage  is  done  by  electric  locomotives  and  mules. 
Posts  and  caps  are  kept  on  hand.    Rules  are  posted.    Stretchers,  blankets. 
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safety  lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  accord- 
ing to  the  mining  law. 

W.  H.  Thomas,  Gen.  Mgr.  E.  R.  Foley,  Mine  Foreman. 

Wm.  J.  Pritchard,  Gen.  Supt.  C.  C.  Thompson,  A&ti.  Mine  Fore. 

J.  Lowe,  Asst.  Mine  Foreman. 

CRYSTAL  COAL  &  COKE  CO. 
Crystal,  W.  Va. 

No.  1019.  Crystal  Nos.  3  &  4  Mines. — These  drifts  are  located  on  Crane 
Creek  about  three  miles  from  Montcalm,  operating  the  No.  3  Pocahontas  seam 
with  an  average  of  4y2  feet  thick.  These  drifts  are  ventilated  by  a  furnace 
at  the  present  time  bul  a  fan  will  booh  be  installed.  On  my  last  examination 
there  were  39  men  employed  in  the  mines,  producing  about  250  tons  per  day. 
Improvements  done  during  the  year  are  one  30  H.  P.  Westinghouse  motor; 
one  20  II.  I'.  Westinghouse  motor;  two  15  II.  I'.  Westinghouse  motors;  one 
5  IT.  P.  Westinghouse  motor;  one  Pittsburg  Coal  Washer;  Picking  Table  of 
the  Dodge  Manufacturing  Co.,  which  is  capable  of  washing  800  tons  per  day 
and  which  is  giving  good  success.  On  inspection  of  the  mine,  the  law  was  found 
to  be  complied  wit  his  all  respects.  Roof  and  drainage  good.  All  timbering 
in  good  condition  and  a.  sufficient  amount  on  hand. 

W.  H.  Thomas.  Gen.  Mgr.  G.  L.  Smith.  Mine  Foreman. 

Wm.  J.  Pritchard,  Gen.  8upt. 

AMERICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
#  P.  O.  McComas,  W.  Va. 

No.  1020.  Crane  Creek  No.  1. — This  is  a  drift  opening  near  Mora  on  Crane 
Creek  and  operating  the  No.  3  Pocahontas  seam  which  is  4  feet  6  inches  at 
this  point.  Ventilation  is  produced  by  a  twelve  foot  Jeffery  fan  which  gives 
good  results.  All  stoppings  are  built  of  concrete.  These  mines  are  kept  in  a 
moist  condition  in  the  raised  workings  and  in  the  dip  workings  they  are  troubled 
with  considerable  water  caused  by  robbing  of  pillars.  There  are  61  men  em- 
ployed in  this  mine,  producing  about  500  tons  per  day.  Haulage  is  done  by 
electric  motors  and  mules.  Mines  in  a  first  class  condition  in  all  respects  and 
well  taken  care  of.  Rules  are  posted.  Stretchers,  blankets,  safety  lamps  record 
books  -and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
J.  H.  Parrett.  Gen.  Mgr.  Jas.  Hughes.  Mine  Foreman. 

J.  Tracy  Walker.  Supt.  Tom  Luke.  Asst.  Mine  Foreman. 

No.  1020.  Crane  Creek  No.  2. — This  is  a  drift  opening  near  Mora  on  Crane 
Creek  and  operating  No.  3  Pocahontas  seam  which  is  4  feet,  6  inches  with  a 
draw  slate  from  6  to  12  inches,  and  Avhich  needs  very  careful  attention.  The 
ventilation  is  produced  by  a  25  foot  fan  which  gives  ample  ventilation.  All 
stoppings  on  the  main  and  cross  entries  are  built  of  concrete.  The  dust  in 
the  raised  workings  is  kept  down  by  sprinkling  and  in  the  dip  workings  there 
is  considerable  trouble  with  Avater.  Haulage  is  done  by  electric  motors  and 
mules.  On  the  last  examination  this  mine  was  in  a  first  class  condition  in  all 
respects.    Clay  is  used  for  tamping.    Rules  are  posted.    Stretchers,  blankets, 
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safety  lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  as  the 
law  requires. 

J.  H.  Parrett,  Gen.  Mgr.  Jas.  Hughes,  Mine  Foreman. 

J.  Tracy  Walker.  Supt.  Tom  Luke,  Asst.  Mine  Foreman. 

AMEEICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
McComas,  W.  Va. 

No.  1021.  Pinnacle  North  Mine. — This  is  a  drift  mine  located  near  the 
head  of  Crane  Creek.  It  is  operating  the  No.  3  Pocahontas  seam,  being  4 
feet,  6  inches  thick  with  about  8  inches  draw  slate.  Ventilation  is  produced  by 
a  twelve  foot  fan  which  gives  ample  ventilation.  All  stoppings  along  the  main 
and  cross  entries  are  built  of  concrete  'to  conduct  the  air  to  the  face  of  the 
workings.  On  the  last  inspection  50  men  were  employed  inside  the  mine,  pro- 
ducing about  500  tons  per  day.  There  has  been  a  new  tipple  built  at  this 
place,  equipped  with  one  100  H.  P.  motor  and  one  15  H.  P.  of  the  Westinghouse 
type  picking  table.  Roof,  timbering  and  drainage  in  good  condition.  Clay 
is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  rec- 
ord books  and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
J.  H.  Parrott,  Gen.  Mgr.  J.  L.  Dewees.  Mine  Foreman. 

J.  Tracy  Walker,  Supt.  John  Wilson,  Asst.  Mine  Foreman. 

AMEEICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
McComas,  W.  Va. 

No.  1021.  Pinnacle  South  Mine. — This  is  a  drift  mine  located  across  the 
ravine  from  the  Pinnacle  North  Mine,  operating  the  No.  3  Pocahontas  seam. 
The  coal  is  delivered  to  the  same  tipple.  Height  of  coal  4  feet,  8  inches,  with 
6  inches  of  draw  slate.  Ventilation  is  produced  by  a  twelve  foot  fan  which 
gives  good  vetilation.  All  stoppings  on  the  main  and  cross  entries  are  built 
of  concrete.  This  mine  is  naturally  moist.  Three  are  73  men  employed  in 
this  mine,  with  an  output  of  about  500  tons  per  day.  Roof  and  drainage  good. 
Posts,  caps  and  sufficient  amount  of  timber  on  hand.  Clay  is  used  for  tamping. 
Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all 
necessary  supplies  are  kept  on  hand. 

J.  H.  Parrott,  Gen.  Mgr.  J.  L.  Dewees,  Mine  Foreman. 

J.  Tracy  Walker,  Supt.  Jas.  Sisson,  Asst.  Mine  Foreman. 

AMERICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
P.  O.  Widemouth,  W.  Va. 
No.  1022.  Piedmont  No.  1  Mine. — This  is  a  drift  mine  in  the  No.  3  Poca- 
hontas seam,  located  on  a  branch  of  the  Widemouth  Creek.  Ventilation  is 
produced  by  an  eight  foot.  The  current  is  very  well  distributed.  On  last 
inspection,  there  were  only  14  men  employed  on  account  of  the  power  house  be- 
ing burned  down.  Roof  and  drainage  good.  Sufficient  ajnount  of  timber  on 
hand  at  all  times.  Haulage  is  done  by  steam  locomotives  and  mules'.  This 
mine  is  a  machine  mine  but  at  the  present  time  is  working  a  few  pick  men. 
Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  to  meet  the 
requirements  of  the  law. 

J.  H.  Parrott.  Gen.  Mgr.  C.  R,  Irvin,  Mine  Foreman. 

J.  Tracy  Walker.  Supt.  D.  Buchanan,  Asst.  Mine  Foreman. 


244 


Annual  Keport  of 


[W.  Va. 


AMERICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
P.  O.  Widemouth,  W.  Va. 
No.  1022.    Piedmont  No.  2  Mine. — This  is  a  drift  mine  in  the  same  lease  as 
Piedmont  No.  1,  operating  No.  3  Pocahontas  seam,  and  is  about  4  feet,  6 
inches  thick  with  about  6  to  12  inches  of  slate  about  a  foot  from  the  top  of  the 
seam,  and  has  a  sand  rock  roof.    There  are  usually  about  35  men  employed  at 
this  mine,  but  on  last  inspection,  there  were  only  10  men  inside  the  mine.  All 
coal  is  cut  with  the  Ingersoll  Punching  Machine.    The  output  is  delivered  to 
the  same  tipple  as  No.  1  mine.    Haulage  is  done  by  mules.    Ventilation  is 
produced  by  a  seven  foot  fan  which  gives  ample  ventilation.    Roof  and  drain- 
age good.    Sufficient  amount  of  timber  on  hand  at  all  times.    Clay  is  used  for 
tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  books, 
and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
J.  IT.  Parrott,  Gen.  Mgr.  6.  R.  Trvin,  Mine  Foreman. 

J.  Tracy  Walker.  Supt. 

AMERICAN  COAL  CO.  OF  ALLEGHENY  COUNTY. 
P.  O.  Widemouth,  W.  Va. 
No.  1022.  Piedmont  No.  8  Mine. — This  is  a  drift  mine  in  the  same  lease  as 
the  Piedmont  Nos.  1  and  2  mines,  operating  the  No.  3  Pocahontas  seam.  The 
coal  is  delivered  to  the  same  tipple  as  No.  1  by  steam  locomotive.  Haulage 
performed  inside  of  mine  by  mules.  Ventilation  produced  by  a  seven  foot  fan 
which  also  ventilates  No.  2.  The  air  is  distributed  to  the  face  of  the  workings 
by  concrete  stoppings  on  the  main  and  butt  entries.  All  coal  is  cut  with  the 
Ingersoll  Punching  Machine,  but  on  account  of  the  power  house  being  burned 
down  a  few  pick  miners  are  being  worked.  On  lsat  inspection  of  this  mine, 
there  were  19  men  employed.  Roof,  drainage  and  timbering  good.  Rules  are 
posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  as  the  law  requires. 

J.  H.  Parrott,  Gen.  Mgr.  C.  R.  Irvin,  Mine  Foreman. 

J.  Tracy  Walker.  Supt. 

THOMAS  COAL  COMPANY. 
P.  0.  McComas,  W.  Va. 
No.  1023.  Thomas  No.  1  Mine. — This  is  a  drift  mine  located  at  the  head  of 
Crane  Creek,  operating  the  No.  3  Pocahontas  seam,  being  5  feet  thick  at  this 
point.  Ventilation  is  produced  by  an  eighteen  foot  fan  and  is  divided  into 
two  separate  currents.  On  last  inspection,  there  were  110  men  employed  inside 
the  mine,  producing  a  daily  output  of  about  800  tons.  The  condition  of  this 
mine  is  naturally  moist  in  the  raised  workings  and  wet  in  the  dip  workings. 
Haulage  is  performed  by  electric  motors  and  mules.  Roof  and  drainage  in 
good  condition.  Props,  caps  and  sufficient  amount  of  timber  kept  on  hand. 
Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

W.  H.  Thomas,  Gen.  Mgr.  Evan  Cocnburn.  Mine  Foreman, 

Wm.  J.  Pritchard,  Gen.  Supt.  Noah  Sturgell.  Asst.  Mine  Foreman. 

Jas.  Thomas.  Supt.  J.  H.  Gardner.  Asst.  Mine  Foreman. 
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THOMAS  COAL  COMPANY. 
P.  O.  Giatto,  W.  Va. 
No.  1024.  Thomas  No.  2  Mine. — This  is  a  drift  mine  in  the  same  lease  as 
No.  1,  opened  on  the  Widemouth  Creek  two  miles  from  Giatto,  operating  the 
No.  3  Pocahontas  seam.  At  this  point  the  coal  is  5  feet  high,  and  at  present 
time  there  are  40  men  employed  inside  the  mine,  producing  about  300  tons  per 
day.  This  mine  has  recently  been  connected  with  No.  1,  and  the  furnace 
dispensed  with,  this  mine  getting  its  supply  of  air  from  No.  1.  This  mine  has 
always  been  in  a  wet  condition,  but  the  drainage  is  good.  There  is  about  4  to 
6  inches  of  draw  slate  over  the  coal.  Eoof  is  good.  Haulage  is  performed  by 
mules  at  present  time.  Props,  caps,  and  sufficient  amount  of  timber  is  kept  on 
hand.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets, 
safety  lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hands  as  the 
law  requires. 

W.  H.  Thomas,  Gen.  Mgr.  Pat  Brennan,  Mine  Foreman. 

Wm.  J.  Frit  chard,  Gen.  Supt. 
Jas.  Thomas,  Supt. 

PAW  AM  A  COAL  &  COKE  COMPANY. 
P.  0.  Matoaka,  W.  Va. 
No.  1025.  Pavjama  Mine  No.  1. — This  mine  is  located  on  the  Widemouth 
Creek  at  Matoaka,  operating  No.  3  Pocahontas  seam,  being  about  4  feet  6 
inches  at  this  point.  On  last  inspection,  only  27  men  were  employed  inside, 
producing  a  daily  output  of  250  tons.  Ventilation  is  produced  by  a  seven  foot 
Sirocco  fan.  This  is  a  very  wet  mine  and  is  confined  practically  to  pillar  work- 
ings. Haulage  is  done  by  motors  and  mules.  Roof  is  very  dangerous  on  ac- 
count of  the  breaks  in  the  mountain.  A  sufficient  amount  of  timber  is  always 
on  hand.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets, 
safety  lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  as  the 
law  requires. 

J.  H.  Parrott,  Gen.  Mgr.  Chas.  Parcell,  Mine  Foreman. 

J.  C.  Strass.  Supt, 

PAW  AM  A  COAL  &  COKE  COMPANY. 
P.  O.  Matoaka,  W.  Va. 
No.  1025.  Pawama  Mine  No.  2. — This  mine  is  located  on  the  Widemouth 
Creek  at  Matoaka,  operating  the  No.  3  Pocahontas  seam,  being  4  feet,  6  inches 
high.  It  is  in  the  same  lease  as  No.  1.  Output  delivered  to  the  same  tipple. 
Ventilation  is  produced  by  a  seven  foot  Sirocco  fan,  which  also  ventilates  No. 
1  mine.  Some  parts  of  the  mine  are  very  wet,  other  parts  are  dry  but  are  well 
watered  down.  There  is  a  draw  slate  from  8  to  12  inches,  which  is  taken  down 
by  company  men.  Roof  and  drainage  in  good  condition.  Caps,  props  and  a 
sufficient  amount  of  timber  is  kept  on  hand  at  all  times.  Clay  is  used  for 
tamping.  Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record  books 
and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires.  On  last 
inspection,  there  were  70  men  employed,  producing  an  output  of  500  tons  per 
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day.    All  coal  is  cut  by  Morgan  Gardner  Coal  Cutting  Machines.  Haulage 

is  done  by  electric  motors  and  mules. 

J.  H.  Parrott,  Gen.  Mgr.  Chas.  Parcell.  Mine  Foreman. 

J.  C.  Strass,  Supt. 

IV  EYANOKE  COAL  &  COKE  COMPANY. 
P.  O.  Lowe,  W.  Va. 
No.  1026.  H'cyatiokc  Mine. — This  is  a  drift  mine,  located  one  mile  from 
Matoaka,  operating  No.  3  Pocahontas  seam,  being  4  feet,  6  inches  high.  This 
mine  employs  31  men  h  side,  coal  being  cut  by  Morgan  Gardner  Machines, 
and  also  pick  mining.  The  daily  output  is  about  300  tons  per  day.  With  a 
full  supply  of  men  this  mine  is  capable  of  producing  800  tons  per  day.  This 
mine  has  always  been  found  to  be  in  a  moist  condition,  by  the  use  of  salt  and 
water.  Ventilation  is  produced  by  a  twelve  foot  fan  which  gives  ample  venti- 
lation. Air  is  conducted  to  the  face  of  the  workings  by  concrete  stoppings 
and  check-doors.  The  mine  officials  take  great  pleasure  in  keeping  the  mine 
up  to  date  in  every  respect.  Caps,  props  and  sufficient  amount  of  timber  is 
always  o  nhand.  "Roof,  drainage  and  timbering  in  good  condition.  This  mine 
is  equipped  with  electric  light  lines  for  signals  to  tell,  when  the  trips  are 
loaded  on  any  parting  in  the  mine.  Clay  is  used  for  tamping.  Rules  are 
posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  as  the  law  requires, 

R.  P.  Patterson,  Gen.  Mar.  John  Woodyard,  Mine  Foreman. 

N.  L.  Vancrump,  Supt.  Wm.  Wright,  Asst.  Mine  Foreman. 

JVEYANOKE  COAL  &  COKE  COMPANY. 
P.  O.  Lowe.  W.  Va. 
No.  1026.    Elihu  Mine. — This  is  a  drift  mine,  located  one  mile  from  Matoaka, 
operating  No.  3  Pocahontas  seam,  being  4  feet  5  inches  high.    It  is  of  the 
same  lease  as  Weyanoke  Mine,  employing  about  the  same  number  of  m<m. 
Coal  is  cut  by  Morgan  Gardner  Machines,  and  also  pick  mining.    Daily  out- 
put about  350  tons.    Ventilation  is  produced  by  a  five  foot  fan  and  has  one 
current  of  air.    This  mine  is  kept  in  a  first  class  condition.    Salt  and  water 
are  used  to  keep  the  mine  damp.    Roof,  drainage,  and  timbering  in  good  con- 
dition.   Caj  s,  props,  and  a  sufficient  amount  of  timber  are  always  on  hand. 
Clay  is  used  for  tamping.    Haulage  is  done  by  electric  motors  and  mules. 
Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  books,  and  all 
necessary  supplies  are  kept  on  hand  as  the  law  requires. 
R.  D.  Patterson.  Gem.  Mgr.  John  Woodyard.  Mine  Foreman. 

H.  L.  Vancrump.  Supt.  Albert  Vines,  Asst.  Mine  Foreman. 

THE  SMOKELESS  COAL  &  COKE  COMPANY. 
P.  O.  Hiawatha,  W.  Va. 
No.  1027.  Smokeless  Mine. — This  is  a  drift  mine  in  the  No.  3  Pocahontas 
seam,  about  one  mile  from  Hiawatha  on  the  Widemouth  Crek.  The  seam  is 
4  feet  thick  at  this  point.  It  has  a  band  of  slate  varying  in  thickness  from 
4  to  10  inches  thick  in  the  middle  of  the  seam,  which  makes  mining  rather  dif- 
ficult. The  coal  is  cut  by  pick  and  machine  mining.  On  last  inspection  there 
were  42  men  employed  inside  the  mine,  producing  a  daily  output  of  about  350 
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tons.  Ventilation  is  produced  by  a  twelve  foot  fan  and  is  conducted  to  the 
face  of  the  workings  by  concrete  stoppings  and  check  doors.  Haulage  is  done 
by  motors  and  mules.  This  mine  is  very  wet.  Roof  and  drainage  good  except 
a  few  local  places.  Timbering  in  good  condition.  Clay  is  used  for  tamping. 
Stretchers,  blankets,  safety  lamps,  record  books,  and  all  necessary  supplies  are 
kept  on  hand  as  the  law  requires. 

D.  H.  Barger,  Gen.  Mgr.  P.  L.  Vest,  Mine  Foreman. 

0.  N.  Moomaw,  Supt. 

HIAWATHA  COAL  &  COKE  COMPANY. 
Hiawatha,  W.  Va. 
No.  1028.  Hiawatha  Mine. — This  mine  is  located  on  the  Widemouth  Creek 
at  Hiawatha.  It  is  a  drift  mine  operating  the  No.  3  Pocahontas  seam,  and  is 
4  feet  6  inches  high.  It  has  a  very  frail  roof.  Great  precaution  has  to  be 
taken  to  protect  the  lives  of  the  miners  employed  inside.  The  mine  officials  see 
that  all  places  are  properly  timbered  and  the  dangerous  slate  taken  down. 
Ventilation  is  produced  by  a  fifteen  foot  Force  fan.  Haulage  is  performed 
by  steam  locomotives  and  mules  at  the  present  time.  The  mine  is  being  wired 
so  as  to  dispense  with  the  steam  locomotives,  so  that  electric  haulage  may  be- 
installed,  which  they  now  have  ready.  One  four  ton  Jeffrey  motor;  one  10s 
ton  motor  with  a  13  ton  equipment.  They  have  also  installed  one  250  K.  W.. 
Generator  and  one  Driven  Connecting  Engine.  The  mine  is  kept  in  a  moist 
condition  by  the  use  of  salt  and  water.  Drainage  and  timbering  in  good  con- 
dition. Clay  is  used  for  tamping,  On  last  inspection,  there  were  89  men 
employed  inside  of  mine,  producing  a  daily  output  of  about  600  tons  per  day. 
Coal  is  mined  by  pick  and  machine.  Rules  are  posted.  Stretchers,  blankets, 
safety  lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  as  the 
law  requires. 

*        D.  H.  Barger,  Gen.  Mgr.  H.   G.   Happersett,  Mine  Foreman. 

O.  N.  Moomaw,  Supt.  Chas.  Hedrich,  Asst.  Mine  Foreman. 

Wm.  Nunn,  Asst.  Mine  Foreman. 

SPEING  COAL  MINING  COMPANY. 
Springton.  W.  Va. 

No.  1029.  Spring  Mine. — Is  located  on  the  Widemouth  Creek  at  Springton, 
operating  No.  3  Pocahontas  seam,  being  4  feet,  6  inches  thick,  and  which  hat 
a  very  frail  roof.  It  is  well  taken  care  of  by  careful  timbering.  Ventilation 
is  produced  by  a  fifteen  foot  fan  and  is  divided  into  three  separate  currents  of 
air,  which  is  well  distributed  throughout  the  workings.  On  last  inspection, 
there  were  79  men  employed  inside  the  mine,  producing  a  daily  output  of  600 
tons.  All  stoppings  are  built  of  concrete.  Haulage  done  by  steam  locomotive* 
and  mules.  All  coal  is  mined  by  pick  mining.  Drainage  is  good  but  the  mine 
is  very  wet.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers, 
blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are  kept  on 
hand  as  the  law  requires. 

H.  E.Harman,  Gm.  Mgr.  A.  E.  Thomas.  Mine  Foreman. 

M.  J.  Saunders,  Supt.  J.  E.  Sneed.  Asst.  Mine  Foreman. 

G.  L.  Walker.  Asst.  Mine  Foreman, 
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WEN  ON  AH  COAL  &  COKE  COMPANY. 
P.  O.  Dott,  W.  Va. 
No.  1030.    Wenonoh  Nos.  1  #  2  Mines. — These  are  drift  openings  in  the 
same  lease  located  at  the  head  of  the  Widemouth  Creek,  operating  the  No.  3 
Pocahontas  seam,  being  4  feet,  6  inches  high  at  this  point.    Ventilation  is 
produced  by  a  sixteen  foot  fan  which  gives  ample  ventilation.    The  coal  is 
mined  by  electric  machines  and  pick  mining.    On  last  inspection,  87  men  were 
employed  inside  the  mine,  producing  600  tons  per  day.    This  mine  is  naturally 
wet.    Haulage  is  done  by  electric  locomotives  and  mules.    Drainage,  roof,  and 
timbering  in  good  condition.    All  stoppings  built  of  concrete.    Clay  is  used  for 
tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  books, 
and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
H.  E.  Harmon,  Gen.  M<jr.  Daniel  Frazier,  Gen.  Mine  Foreman. 

J.  L.  Perdue,  Asst.  Mine  Foreman. 
Robert  Ma  honk  v.  Asst.  Mine  Foreman 

WENONAH  COAL-  &  COKE  COMPANY. 
P.  O.  Dott.  W.  Va. 
No.  1030.  Wenonoh  No.  3  Mine. — Drifts  Nos.  1,  2  &  3.— Opened  on  the  same 
lease  as  Wenonah  Nos.  1  &  2,  operating  No.  3  Pocahontas  seam,  being  4  feet, 
6  inches  high.  On  last  inspection  there  were  15  men  employed.  Haulage  is 
done  by  steam  locomotive  and  mules.  Later  on  these  three  drifts  will  be  so 
connected  as  to  make  one  mine.  Preparations  were  being  made  to  install 
furnaces  at  each  opening  which  will  later  be  replaced  by  fan  ventilation.  A 
new  tipple  has  been  built,  equipped  with  one  Jeffrey  30  H.  P.  motor,  also 
Scraper  Line  and  Picking  Table  of  the  Jeffrey  Type.  Roof,  drainage  and  tim- 
bering good.  Rules  are  posted.  All  necessary  supplies  are  kept  on  hand  as 
the  law  requires. 

H.  E.  Harmon,  Gen.  Mgr.  Daniel  Frazier,  Gen.  Mine  Foreman. 

MCDOWELL  COUNTY. 

ALGOMA  COAL  &  COKE  COMPANY. 
P.  O.  Algoma.  W.  Va. 
No.  1031.  Piney  Mine. — This  mine  is  located  on  Buzzard  Creek,  one  mile 
north  of  Northfork.  It  ;s  a  drift  opening  operating  the  No.  3  Pocahontas 
seam,  and  is  about  6  feet  high.  Ventilation  is  produced  by  a  seven  foot 
Lirocco  fan,  which  gives  good  results.  This  mire  generates  small  traces  of 
gas  in  the  advanced  workings.  The  mine  is  partly  dry  but  is  kept  well  watered. 
Other  parts  of  the  mine  are  very  wet.  All  stoppings  on  the  main  and  cross 
entries  are  built  of  concrete  throughout  the  mine.  This  company  whenever  neces- 
sary to  use  permissible  powder,  cheerfully  furnishes  the  miner  the  ex- 
plosive free  of  cost.  One  hundred  and  thirty  men  are  employed  in  this  mine, 
producing  a  daily  tonnage  of  1500  tons.  With  a  full  supply  of  men  is  capable 
of  producing  2000  tons  per  day.  Cut-boss  is  employed  in  this  mine  to  take 
care  of  the  solid  workings.  Each  cut  is  measured  before  the  shot  is  fired  and  a 
record  kept  of  the  same,  and  return  to  the  main  office  to  the  Gen.  Mgr.  In 
Nos.  1,  2,  3,  4,  and  5  butt  entries  where  pillars  are  being  extracted  the  roof 
is  very  dangerous.    It  is  well  cared  for  by  timbermen  who  are  employed  to  do 
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the  timbering.    Haulage  is  done  by  electric  locomotives  and  mules.    Clay  is 
used  for  tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  rec 
ord  books,  and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
W.  J,  Beury,  Gen.  Mgr.  J.  F.  Logan,  Mine  Foreman. 

Guy  Taylor,  Asst.  Mine  Foreman. 

P.  L.  Hall,  Asst.  Mine  Foreman. 

M.  D.  Hall,  Cut  Boss. 

M.  A.  Brown,  Fire  Boss. 

ALGOMA  COAL  &  COKE  COMPANY. 
P.  O.  Algoma,  W.  Va. 
No.    1031.    North   ForJc   Mine. — Coaling   Station. — This   is   a   drift  mine 
located  on  Burk  Creek  one-fourth  mile  west  of  Northfork,  on  the  main  line  of 
the  N.  &  W.  R.  R.,  operating  the  No.  3  Pocahontas  seam,  and  is  6  feet  high. 
This  mine  is  ventilated  by  natural  ventilation.    22  men  are  employed  inside  the 
mine,  producing  a  daily  output  of  about  160  tons.    Haulage  is  done  by  mules. 
This  mine  is  on  the  retreat,  and  is  making  preparations  to  install  a  fan  when 
they  commence  to  rob  the  coal  on  the  main  entry,  in  order  to  supply  the  men 
with  air.    This  mine  is  very  wet  in  all  places.    Drainage  is  as  good  as  can  be 
expected.    Roof  is  very  poor.    Timbering  good.    Clay  is  used  for  tamping. 
Rules  are  posted.    Stretches,  blankets,  safety  lamps,  record  books,  and  all 
necessary  supplies  are  kept  on  hand  as  the  law  requires. 
W.  J.  Beury,  Gen.  Mgr.  J.  F.  Logan,  Mine  Foreman. 

J.  A.  Fowler.  Asst.  Mine  Foreman. 

ELK  BIDGE  COAL  &  COKE  COMPANY. 
P.  0.  Northfork,  W.  Va. 
No.  1032.  Elk  Bidge  Nos.  1  &  2. — Are  located  three-fourths  mile  from 
Northfork.  They  are  drift  openings  operating  the  No.  3  Pocahontas  seam, 
and  is  7  feet  thick,  with  a  draw  slate  two  'feet  thick  which  makes  it  very  danger- 
ous on  account  of  the  mines  being  practically  confined  to  pillar  workings,  there 
being  only  a  small  acreage  of  solid  coal  left  in  the  lease,  this  also  has  a  very 
poor  roof,  and  which  requires  careful  timbering.  All  timbering  is  done  by 
Company  men.  Ventilation  is  produced  by  two  sixteen  foot  fans  which  furn- 
ishes sufficient  ventilation.  All  stoppings  on  the  main  entries  where  steam 
locomotives  travel,  are  built  of  concrete.  There  are  175  men  employed  inside 
the  mine,  producing  a  daily  tonnage  of  1000  tons.  Haulage  is  performed  by 
steam  locomotives  and  mules.  The  roof  is  poor.  Drainage  in  good  condition. 
Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books,  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

L.  E.  Tierney,  Gen.  Mgr.  Henry  Crickman.  Mine  Foreman. 

Jack  Dalton.  Supt.  Trvin  Davis.  Asst.  Mine  Foreman. 

Mock  Smith.  Slate  Foreman. 

Mat  Crickman.  Fire  Boss. 

GILLIAM  COAL  &  COKE  COMPANY. 
P.  O.  Gilliam.  W.  Va. 
No.  1033.    Gilliam  Mine. — This  mine  is  located  on  the  Northfork  branch  on 
the  N.  8c  W.  R.  R.,  two  miles  from  Northfork.    It  is  a  drift  mine  operating  the 
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No.  3  Pocahontas  seam.  Ventilation  is  produced  by  an  eighteen  foot  fan,  the 
current  being  divided  into  three  separate  splits  and  is  well  distributed  through- 
out the  mine.  The  coal  at  this  point  is  5  feet,  3  inches.  Drainage  and  roof 
in  good  condition.  All  stoppings  built  of  stone  and  cement  which  gives  good 
results.  There  are  134  men  employed  inside  the  mine,  producing  a  daily  ton- 
nage of  1000  tons.  Haulage  is  performed  by  electric  motors  and  mules.  The 
mine  is  kept  in  a  moist  condition  with  salt  and  water.  Clay  is  used  for  tamping. 
Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all 
necessary  supplies  are  kept  on  hand  as  the  law  requires. 
Morris  Watts,  Gen.  Mgr.  C.  Hughes,  Mine  Foreman. 

J.  C.  Campbell,  Supt.  A.  T.  S.  Thompson,  Asst.  Mine  Fore. 

Sam  Edwards,  Asst.  Mine  Foreman. 

INDIAN  RIDGE  COAL  &  COKE  COMPANY. 
P.  O.  Worth,  W.  Va. 
No.  1034.  Indian  Ridge  Mine. — Ts  located  about  four  miles  from  Northfork 
on  the  Northfork  branch  of  the  N.  &  W.  R.  R.  It  is  a  drift  mine  in  the  No. 
3  Pocahontas  seam  which  will  average  4  feet  10  inches.  Ventilation  is  produced 
by  a  nine  foot  fan.  The  current  is  divided  into  three  splits.  Haulage  is 
done  by  electric  motors  and  mules.  There  are  89  men  employed  in  this  mine, 
with  an  output  of  800  tons  per  day.  With  a  full  supply  of  men  this  mine  is 
capable  oK producing  1500  tons  per  day.  Roof,  drainage,  and  timbering  in 
good  condition.  In  some  parts  of  the  mine  where  pillars  are  being  extracted 
the  dust  is  kept  down  by  the  use  of  salt  and  water.  Other  places  in  a  moist 
condition  on  last  inspection.  Clay  is  used  for  tamping.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are 
kept  on  hand  as  the  law  requires. 

A.  D.  Rice,  Gen.  Mgr.  Jesse  Hackworth,  Mine  Foreman. 

Claude  Hare,  Asst.  Mine  Foreman. 
Robt.  Evans,  Asst.  Mine  Foreman. 

ROANOKE  COAL  &  COKE  COMPANY. 
P.  O.  Worth.  W.  Va. 
No.  1035.  Roanol'e  Mine. — Is  located  on  the  Northfork  branch  three  and 
one-half  miles  from  Northfork.  It  operates  the  No.  3  Pocahontas  seam  which 
is  5  feet,  2  inches  thick  at  this  point.  There  are  95  men  employed  inside  at 
the  present  time,  producing  900  tons  per  day.  Ventilation  is  produced  by  a 
ten  foot  fan,  the  current  being  divided  into  two  separate  splits.  Haulage  is 
done  by  electric  motors  and  mules.  The  coal  is  mined  by  pick  and  machine 
mining.  Roof  and  timbering  good  in  general.  All  stoppings  on  the  main  and 
cross  entries  are  built  of  concrete.  Some  parts  of  the  mine  are  very  wet,  while 
other  parts  are  kept  moist  by  salt  and  water  and  sprinkling.  Props,  caps  and 
a  sufficient  amount  of  timber  on  hand.  Clay  is  used  for  tamping.  Rules  are 
posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  as  the  law  requires. 

Henry  Brook,  Supt.  Wm.  Marshall,  Mine  Foreman. 

Luther  Marshall,  Asst.  Mine  Fore. 
Luther  Thomas.  Asst.  Mine  Fore. 
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ARLINGTON  COAL  &  COKE  COMPANY. 
P.  0.  McDowell,  W.  Va. 
No.  1036.  Arlington  Mine. — Is  located  on  the  Northfork  branch  four  miles 
from  Northfork.  It  is  a  drift  mine  in  the  No.  3  Pocahontas  seam,  employing 
105  men  inside.  The  output  is  1000  tons  per  day.  With  a  full  supply  of  men 
this  mine  would  pro'duce  1500  tons  per  day.  Ventilation  is  produced  by  an 
eighteen  foot  fan  which  is  divided  into  three  separate  currents  of  air,  being 
well  distributed  throughout  the  workings.  This  mine  has  always  been  found 
in  a  satisfactory  condition,  strict  discipline  being  used  at  all  times.  Roof, 
timbering  and  drainage  good.  Haulage  is  performed  by  electric  motors  and 
mules.  This  is  a  pick  mine.  All  stoppings  on  the  main  and  cross  entries  built 
of  concrete.  Salt  is  distributed  through  all  the  abandoned  workings  and  all 
working  places  which  takes  care  of  the  dust.  Props,  caps  and  a  sufficient 
amount  of  timber  kept  on  hand  at  all  times,  Clay  is  used  for  tamping.  Rules 
are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  to  meet  the  requirements  of  the  law. 
Morris  Watts,  Gen.  Mgr.  Alfred  Hall.  Mine  Foreman. 

J.  C.  Campbell,  Supt.  R.  M.  Cook,  As&t.  Mine  Foreman. 

W.  R,  Adams,  Pillar  Boss. 

C.  A.  Myers,  Pillar  Boss. 

GREENBRIER  COAL  &  COKE  COMPANY. 
P.  O.  McDowell,  W.  Va. 
No.  1037.  Greenbrier  Mine. — Is  located  on  the  Northfork  branch  five  miles 
from  Northfork.  It  is  operating  the  No.  3  Pocahontas  seam,  with  an  average 
thickness  of  6  feet.  95  men  were  employed,  producing  a  daily  tonnage  of  about 
800  tons.  Haulage  is  done  by  electric  motors  and  mules.  A^entilation  is  pro- 
duced by  a  thirteen  foot  fan.  The  current  is  divided  into  three  separate  splits. 
Some  parts  of  this  mine  are  very  wet  and  other  parts  of  the  mine  are  kept 
moist  by  using  salt  and  water.  There  are  small  traces  of  gas  given  off  in  this 
mine  in  the  advance  workings.  Recommendations  have  been  given  to  use  per- 
missible powder  only  in  all  places  giving  off  explosive  gases.  This  mine  has 
always  been  found  in  good  condition.  Roof,  timbering  and  drainage  in  good 
condition.  Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets, 
safety  lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the 
law  requires. 

Jairus  Collins,  Gen.  Mgr.  Arthur  Otey,  Mine  Foreman. 

W.  F.  White,  Fire  Boss. 

MCDOWELL  COAL  &  COKE  COMPANY. 
McDowell.  W.  Va. 
No.  1038.  McDowell  Mine. — Is  located  at  McDowell  four  miles  from  North- 
fork.  It  is  a  drift  mine  operating  the  No.  3  Pocahontas  seam  and  is  5  feet, 
6  inches  thick.  The  roof  is  good  above  the  draw  slate.  118  men  are  em- 
ployed inside,  producing  about  1500  tons  per  day.  Ventilation  is  produced  by 
a  thirteen  foot  fan.  The  air  is  distributed  throughout  the  mine  by  four  splits. 
There  is  considerable  pillar  robbing  going  on  in  this  mine  which  keeps  the  mine 
very  wet  on  account  of  the  breaks  in  the  mountain.  In  the  solid  workings 
there  are  steam,  salt  and  water  car  equipped  with  a  rotary  pump  to  keep  the 
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dust  down.    All  coal  is  pick  mined.    Haulage  is  done  by  electric  motors  and 
mules.    Stoppings,  drainage,  timbering  in  good  condition.    Clay  is  used  for 
tamping.    Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  as  the  law  requires.    Rules  are  posted. 
Edward  Cooper,  Gen.  Mgr.  Allen  ITambrick.  Mine  Foreman. 

H.  W.  Rawson,  Supt.  Arthur  Hamilton,  Asst.  Mine  Fore. 

Pierce  Cowen,  Asst.  Mine  Foreman. 

ASHLAND  COAL  &  COKE  COMPANY. 
P.  O.  Ashland,  W.  Va. 
No.  1039.  Ashland  Mine. — This  is  a  drift  mine  located  six  miles  from  Northr 
fork  Junction,  operating  in  the  No.  3  Pocahontas  seam.  It  is  4  feet  9  inches 
high.  The  mine  employs  at  present  70  men  inside  with  an  output  of  800  tons 
per  day.  With  a  full  supply  of  men  this  mine  would  produce  1500  tons  per 
day.  Ventilation  is  produced  by  a  sixteen  foot  fan  which  is  conducted  through- 
out the  mine  by  three  separate  currents  of  air.  All  stoppings  are  permanently 
built.  Haulage  is  done  by  eletcric  motors  and  mules.  The  officials  of  this  mine 
takes  great  pleasure  in  keeping  this  mine  in  a  first  class  condition,  by  using 
salt  in  the  old  workings  and  also  in  the  advanced  workings  to  lay  the  dust. 
On  all  pillar  robbing,  it  is  kept  wet  by  the  breaks  in  the  mountain.  There  has 
been  installed,  recently  two  coal-cutting  machines  of  the  Jeffrey  Type.  Roof, 
drainage,  and  timbering  in  good  condition.  Clay  is  used  for  tamping.  Rules 
are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary 
supplies  are  kept  on  hand  as  the  law  requires. 

D.  Phillips,  Gen,  Mgr.  II.   Eonakeb,  Mine  Forcmam. 

T.  J.  O'Neil,  Supt.  E.  C.  Lewis.  Asst.  Mine  Foreman. 

W.  S.  Colvard,  Asst.  Mine  Foreman. 

ASHLAND  COAL  &  COKE  COMPANY. 
P.  O.  Ashland,  W.  Va. 
No.  1039.  Monitor  Mine. — This  is  a  drift  opening  in  the  No.  3  Pocahontas 
seam,  and  is  located  on  the  Northfork  branch  one  mile  from  Ashland.  It  is  in 
the  same  lease  as  the  Ashland  mine  and  is  4  feet,  9  inches  high  at  this  point. 
This  is  a  pick  and  machine  mine,  employing  68  men  inside,  producing  about 
600  tons  per  day.  With  a  full  supply  of  men  this  mine  would  produce  1000 
tons  per  day.  Ventilation  produced  by  a  twenty  foot  fan,  which  gives  ample 
ventilation  in  all  parts  of  the  mine.  There  are  six  coal  punching  machines 
which  are  giving  good  results.  The  roof  is  very  good  in  this  mine.  Drainage 
and  timbering  good.  Stoppings  in  good  condition.  All  cross-cuts  are  regu- 
larly driven.  Haulage  is  done  by  electric  motors  and  mules.  Clay  is  used  for 
tamping.  Mines  are  kept  in  a  moist  condition  by  the  use  of  salt  and  water. 
Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all 
necessary  supplies  are  kept  on  hand  as  the  law  requires. 
D.  Phillips.  Gen.  Mgr.  John  Lovern,  Mine  Foreman. 

T.  J.  O'Neil.  Supt.  Jas.   Taylor,  Asst.  Mine  Foreman. 

O.  J.  Hamlett,  Assi.  Mine  Foreman. 
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POCAHONTAS  CONSOLIDATED  COLLIERIES  COM  I'  I A  V.  INC. 
P.  O.  Ashland,  W.  Va. 
No.  1040.    Cherokee  Mine. — This  is  a  drift  mine  in  the  No.  3  Pocahontas 
seam,  located  one  and  a  half  mile  from  Ashland  on  the  Northfork  branch. 
The  coal  averages  5  feet,  2  inches  in  thickness.    There  are  70  men  employed 
inside  the  mine,  producing  a  daily  tonnage  of  about  500  tons  per  day.    At  the 
present  time  the  coal  is  being  hauled  by  steam  locomotives  and  mules  which 
will  soon  be  replaced  by  electric  motors.    Ventilation  is  produced  by  a  ten  foot 
fan  and  is  divided  into  three  separate  splits.    On  last  inspection,  this  mine  was 
very  wet  in  all  parts.    Roof,  timbering  and  drainage  good.    Stoppings  in 
good  condition.    Sufficient   amount   of   timber   on   hand.    Clay  is  used  for 
tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record  books 
and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires. 
Jas.  Elwood  Jones,  Gem*  Mgr.  J.  H.  Holliway,  Mine  Foreman. 

Wm.  Heatherman,  Supt.  John  Sheets,  Asst.  Mine  Foreman. 

Robert  Wallace,  Inspector  of  Mines.     Chas.  Huffman,  Fire  Boss. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  COMPANY,  INC. 
P.  O.  Switchback,  W.  Va. 
No.  1041.  Lick  Branch  Mine. — This  mine  is  located  at  Switchback  on  the 
main  line  of  the  N.  &  W.  R.  R.  There  are  two  drift  openings  called  the  old 
and  the  new  mine.  The  seam  being  mined  is  the  No.  3  Pocahontas,  which  is 
8  feet  thick.  The  coal  is  undercut  entirely  by  electric  chain  machine.  The 
seam  is  cut  in  the  center  to  eliminate  any  danger  of  blownout  shots.  After  the 
cutting  is  finished  all  dust  is  loaded  out  before  any  shots  are  fired.  All  holes 
are  tamped  with  clay.  Ventilation  is  produced  by  a  twelve  foot  fan  which  gives 
ample  ventilation.  The  dust  in  this  mine  is  kept  down  by  a  water  line,  also 
water  sprays  and  steam  conducted  into  the  mine.  Old  abandoned  places  are 
kept  watered  down.  The  coal  has  a  draw  slate  from  6  to  12  inches  over  the 
top,  which  is  taken  down  by  the  slate  men.  All  places  are  timbered  by  timber- 
men.  Drainage  and  stoppings  in  good  condition.  Haulage  is  done  entirely  by 
electric  motors.  Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record 
books  and  all  necessary  supplies  are  kept  on  hand  as  the  law  requires.  106  men 
are  employed  inside  the  mine,  producing  about  1000  tons  per  day. 
Jas.  Ellwccd  Jones,  Gen.  Mgr.  J.  T.  Trail,  Mine  Foreman. 

R.  S.  Whitehead,  Supt.  John  Meadwell,  Asst.  Mine  Fore. 

Robt.  Wallace,  Inspector  of  Mines.      R.  B.  Smith,  Asst.  Mine  Foreman. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  COMPANY.  INC. 
P.  O.  Switchback,  W.  Va. 
No.  1042.  Delta  Mine. — This  mine  is  located  near  Switchback  on  the  main 
line  of  the  N.  &  W.  R.  R.  Tt  is  a  drift  opening  in  the  No.  3  Pocahontas  seam, 
and  at  this  place  the  coal  is  6  and  8  feet  in  thickness.  There  is  a  draw  slate 
from  6  to  12  inches  thick  which  makes  it  very  dangerous.  In  the  drawing  of 
pillars,  on  account  of  so  many  kettle-bottoms  in  the  roof,  this  is  very  dangerous. 
Ventilation  is  produced  by  a  nine  foot  fan  which  gives  ample  ventilation  and 
is  well  conducted  to  the  face  of  the  workings.  All  stoppings  are  built  of 
concrete.  There  are  119  men  employed  inside  the  mine,  producing  about  SO'1 
tons  per  day.    This  is  a  pick  and  machine  mine.    All  coal  is  cut  in  the  center 
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of  the  seam  to  eliminate  the  dangers  of  blownout  shots.  After  the  cutting  is  fin- 
ished, the  cuttings  are  watered  and  loaded  before  shots  are  fired.  Timbering 
and  drainage  in  good  condition.  Mine  is  kept  in  a  moist  condition  at  all  times. 
Slight  tracks  of  gas  are  given  off  at  intervals.  Haulage  is  done  by  electric  loco- 
motives and  mules.  Clay  is  used  for  tamping.  Rules  aro  posted.  Stretchers, 
blankets,  s'afety  lamps,  record  books  and  all  necessary  supplies  are  kept  on 
hand  so  as  to  comply  with  the  law. 

Jas.  Elwood  Jones,  Gen.  Mgr.  Robt.   Hutchinson.  Mine  Foreman. 

R.  S.  Whitehead,  Supt.  P.  M.  Bolen,  Asst.  Mine.  Foreman. 

Robt.  Wallace,  Inspector  of  Mines.      L.  F.  Bowers,  Asst.  Min-e  Foreman. 

Peter  Teazdale,  Fire  Boss. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  COMPANY,  INC. 
P.  O.  Switchback,  W.  Va. 
No.  1043.  Shamokin  Mine. — This  mine  is  located  no  the  main  line  of  the 
N.  &  W.  R.  R,.,  near  Switchback.  Tt  is  a  drift  opening  operating  the  No.  3 
Pocahontas  seam,  which  is  9  feet  thick  at  this  point.  18  inches  of  this  coal  is 
left  up  to  support  the  roof.  There  are  116  men  employed  inside  the  mine, 
producing  about  1200  tons  per  day.  Ventilation  is  produced  by  a  twelve  foot 
Jeffrey  fan  which  gives  ample  ventilation.  All  stoppings  on  the  main  entries 
are  built  of  concrete.  This  mine  is  kept  in  a  moist  condition  by  the  use  of 
steam  and  water  cars.  The  coal  is  cut  by  the  Jeffrey  Electrical  Machines  and 
pick  mining.  On  inspections  to  the  mine,  this  mine  has  always  been  in  good 
condition.  Drainage  and  timbering  in  good  condition.  Haulage  is  done  by 
electric  motors  and  mules.  Clay  is  used  for  tamping.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are 
kept  on  hand  as  the  law  requires. 

Jas.  Elwood  Jones,  Gen.  Mgr.  Wm.  V carman,  Mine  Foreman. 

R.  S.  Whitehead,  Supt.  Robt.  Bowles,  Asst.  Mine  Foreman. 

Robt.  Wallace.  Inspector  of  Mines.      Frank  Woodyard.  Asst.  Min<e  Fore. 

POCAHONTAS  CONSOLIDATED  COLLI FBI ES  COMPANY.  INC. 
Maybeury.  W.  Va. 

No.  1044.  Nor  fori-  Mine  No.  1  &  2. — These  mines  are  located  about  one  and 
one-fourth  miles  from  Switchback  on  a  branch  from  the  main  line  of  the  N.  & 
W.  R.  R.  They  are  two  drifts  connected  on  the  inside,  operating  the  No.  3 
Pocahontas  seam.  Ventilation  is  produced  by  a  twelve  foot  Jeffrey  fan  which 
gives  ample  ventilation.  The  coal  is  9  feet  thick  and  is  very  dangerous  on 
acount  of  the  slips  and  kettle-bottoms.  The  timbering  is  done  entirely  by 
company  men  throughout  the  mine.  All  slate  is  taken  down  by  slate  men. 
This  mine  is  very  wet.  Drainage  and  timbering  good.  This  is  entirely  pick 
mine.  119  men  are  employed  inside,  producing  about  1200  tons  per  day. 
Haulage  is  performed  by  electric  motors  and  mules.  Clay  is  used  for  tamping. 
Rules  are  posted.  Stretchers,  blankets,  safety  lamps,  record  books  and  all 
necessary  supplies  are  kept  on  hand  as  is  required  by  the  law. 

Improvements  made  during  the  year  are:  A  large  Jeffrey  Washer  has  been 
installed;  two  75  H.  P.  Westinghouse  motors,  belt-driven;  seven  50  H.  P. 
Westinghouse  motors;  three  15  H.  P.  Westinghouse  motors;  one  20  H.  P. 
Westinghouse  motor ;  four  Stuart  Gigs,  to  wash  the  refuse  out  of  the  coal. 
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This  washer  is  equipped  to  handle  3000  tons  per  day  of  10  hours.  It  is 
equipped  to  handle  3  inch  coal  down  to  pea  coal. 

Jas.  Elwood  Jones,  Gen.  Mgr.  John  Shufflebarcer,  Gen.  M.  F. 

R.  S.  Whitehead,  Supt.  Tom  Burrell,  Mine  Foreman. 

Robt.  Wallace,  Inspector*  of  Mines.      Jas.  Hendrick,  Asst.  Mine  Foreman. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  COMPANY,  INC. 
Maybeury,  W.  Va. 
No.  1045.    Angle  Mine. — Is  located  across  the  ravine  from  the  Norfolk  Mine. 
It  is  a  drift  opening  in  the  No.  3  Pocahontas  seam,  and  5  feet,  6  inches.  Venti- 
lation is  produced  by  a  twelve  foot  fan  which  gives  ample  ventilation.  The 
volume  of  air  is  divided  into  four  different  currents.    The  roof  and  timbering 
are  in  good  condition.    119  men  are  employed  inside  the  mine,  producing  about 
1000  tons  per  day.    Haulage  is  done  by  electric  motors  and  mules.    Coal  is 
mined  by  machines  and  pick.    Break-throughs  are  regularly  driven  not  more 
than  80  feet  apart.    Drainage  and  stoppings  in  good  condition.    Clay  is  used 
for  tamping.    Rules  are  posted.    Stretchers,  blankets,  safety  lamps,  record 
books  and  all  necessary  supplies  are  kept  on  hand  as  required  by  law. 
Jas.  Elwood  Jones,  Gen.  Mgr.  John  Shufflebarger,  Gen.  M.  F. 

R.  S.  Whitehead,  Supt.  T.  W.  Walters,  Asst.  Mine  Foreman. 

Robt.  Wallace.  Inspector  of  Mines.     Geo.  Irvin,  Fire  Boss. 

POCAHONTAS  CONSOLIDATED  COLLIERIES  COMPANY,  INC. 
P.  O.  Worth.  W.  Va. 
No.  1046.  Polfe  Mine. — This  mine  is  located  on  the  Northfork  branch  of  the 
N.  &  W.  R.  R.,  three  miles  from  Northfork.  It  is  a  drift  mine  operating  the 
No.  3  Pocahontas  seam.  Ventilation  is  produced  by  a  twelve  foot  fan  which 
gives  ample  ventilation.  The  coal  is  mined  by  electric  machines  and  pick 
mining.  110.  men  are  employed  inside  the  mine,  producing  about  800  tons 
per  day.  Coal  is  hauled  by  electric  motors.  Stoppings,  timbering,  roof  and 
drainage  are  in  good  condition.  This  mine  is  kept  moist  by  steam  with  sprays 
equipped  on  the  steam  lines.  Clay  is  used  for  tamping.  Rules  are  posted. 
Stretchers,  blankets,  safety  lamps,  record  books  and  all  necessary  supplies  are 
kept  on  hand  as  the  law  requires. 

Jas.  Elwood  Jones.  Gen.  Mgr.  S.  S.  Ntjnn,  Mine  Foreman. 

W.  Heatherman,  Supt.  J.  H.  Ghent,  Asst.  Mine  Foreman. 

Robt.  Wallace.  Inspector  of  Mines      P.  L.  Cook,  Asst.  Mine  Foreman. 

ZENITH  COAL  &  COKE  COMPANY. 
P.  O.  Crumpler,  W.  Va. 
No.  1047.  Zenith  Nos.  1  and  2  Mines. — These  mines  are  located  at  the 
terminus  of  the  Northfork  branch.  They  are  drift  openings  operating  the  No. 
3  Pocahontas  seam.  They  are  connected  inside  and  deliver  their  output  to  the 
same  tipple.  The  coal  is  4  feet,  6  inches  thick  and  has  a  very  hard  slate  roof, 
but  is  overlaid  with  2  to  4  inches  with  a.  soft  slate.  Ventilation  is  produced 
by  two  twelve  foot  fans,  one  for  each  mine.  On  examinations  to  these  mines, 
they  have  usually  been  found  in  a  first  class  condition.  Haulage  is  done  by 
electric  motors  and  mules.  Coal  is  cut  by  pick  and  machine.  Stoppings,  tim- 
bering and  drainage  are  in  good  condition. 
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There  has  recently  been  installed  four  Morgan  Gardner  Low  Vein  Short- 
Walled  Machines.  Also  three  Gathering  Locomotives  of  the  Morgan-Gardner 
Type,  two  four-ton  and  one  twelve-ton.  One  twelve-ton  main  line  motor, 
which  equipment  compares  with  any  mine  in  the  field. 

Clay  is  used  for  tamping.  Rules  are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

A.  D.  Bice,  Gen.  Mgr.  T.  B.  White.  Mine  Foreman. 

G.  G.  Gibson,  Asst.  Mine  Foreman. 

ELEHOBN  COAL  &  COKE  COMPANY. 
P.  O.  Maybeury,  W.  Va. 
No.  1048.  Ellchom  Mine. — Is  a  drift  mine  opening  in  the  No.  3  Pocahontas 
seam.  Tt  is  located  near  Maybeury  on  the  main  line  of  the  N  .&  W.  R.  B. 
Tho  seam  is  7  feet  to  10  feet  high.  The  roof  is  very  soft  and  very  dangerous 
and  requires  careful  timbering.  On  all  inspections,  the  mine  has  always  been 
found  well  timbered  and  ample  timber  on  hand,  and  enough  men  to  do  this 
timbering.  Ventilation  is  produced  by  a  16  foot  fan.  140  men  are  employed 
in  this  mine  and  the  daily  output  is  about  1000  tons.  Haulage  is  done  by 
steam  locomotives  and  mules.  Stoppings  and  drainage  in  good  condition. 
Clay  is  use'd  for  tamping.  Rules  .are  posted.  Stretchers,  blankets,  safety 
lamps,  record  books  and  all  necessary  supplies  are  kept  on  hand  as  the  law 
requires. 

R.  S.  Ord.  Gen.  Mgr.  John  Little.  Mine  Foreman. 

Levi  Little.  Panel  Boss. 
.James  Heslep.  Panel  Boss. 
Frank  Harold.  Panel  Boss. 
A.  J.  Tabor.  Panel  Boss. 
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ELEVENTH  DISTRICT. 


GENEEAL  SUMMARY  FOR  THE  ELEVENTH  MINING  DISTRICT  FOE 
THE  YEAR  ENDING  JUNE  SOTS,  1912. 


EMPLOYEES. 

Production  of 

Inside. 

Outside. 

Coal. 

Coke. 

COUNTY. 

No.  of  Openings. 

No.  of  Persons  Killed. 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

Laborers. 

Totals. 

Laborers. 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbs. 

Tons  of  2,200  lbs. 

McDowell. . 
(Part) 

46 

117 

3,322 

1,858 

292 

1,395 

6,867 

1,355 

792 

2,147 

9,014 

7,855,916 

615,145 

m 

Total 

46 

117 

3,322 

1,858 

292 

1,395 

6,867 

1,355 

792 

2,147 

9,014 

7,855,916 

615,145 

Department  of  Mines,  State  of  West  Virginia. 

Mr.  John  Laing, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  herewith  submit  my  annual  report  to  you,  as  inspector  of  the 
11th  mining  district,  for  the  fiscal  year  ending  June  30,  1912. 

I  am  sorry  that  the  fatalities  in  this  district  were  high  during  this  fiscal 
year,  owing  to  three  explosions.  The  first  of  these  occurred  August  31,  1911, 
at  the  Standard  Pocahontas  shaft  near  Welch,  at  9:30  P.  M.,  while  the  night 
shift  was  working.  The  second  occurred  at  the  Bottom  Creek  Coal  &  Coke 
Company's  mine,  No.  1,  November  18,  1911,  at  11  A.  M.  The  third  occurred 
at  the  Jed  Coal  &  Coke  Company's  shaft  near  Welch,  March  26,  1912,  at  8:30 
A.  M. 

The  explosion  which  occurred  at  the  Standard  Pocahontas  Coal  Company 's 
shaft  which  was  under  construction  at  the  time,  the  main  shaft  and  air  shaft 
not  being  connceted,  occurred  in  the  face  of  the  entry,  driving  towards  the 
main  shaft,  which  was  not  more  than  65  feet  from  the  foot  of  the  air  shaft. 
The  superintendent  at  this  shaft  evidently  did  not  know  the  dangerous  con- 
dition of  his  shaft,  as  he  employed  any  one  to  look  after  the  safety  of  the 
men  whom  he  could  cheaply  employ,  not  using  a  mine  foreman  at  this  time  who 
had  passed  the  qualifications  of  the  State  Mine  Department.  He  was  not 
familiar  with  the  practical  end  of  mining,  and  never  had  had  charge  of  a 
mine  before,  which  liberated  gas.  The  condition  the  shaft  is  in  today  goes  to 
show  that  he  lacked  mining  knowledge. 
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Bottom  Creek  explosion  would  have  been  more  serious  had  the  company  not 
injected  steam  into  their  intake  air  way,  so  as  to  keep  the  relative  humidity  of 
the  mine  not  less  than  90  per  cent.  If  they  had  depended  upon  the  old  system 
of  water  box,  which  is  so  very  inadequate  this  explosion  would  no  doubt,  have 
covered  every  section  of  the  mine  in  which  150  men  were  working.  The  steam 
and  radiator  systems  of  humidifying  the  mine  kept  the  relative  humidity  not 
less  than  90  per  cent,  which  is  the  only  solution  that  will  eliminate  the  possi- 
bility of  a  general  explosion.  This  was  clearly  demonstrated  at  the  Bottom 
Creek  mine  on  the  morning  of  November  18,  1911.  The  day  of  the  explosion 
there  was  in  rooms  6 'and  7  on  No.  11  entry  an  accumulation  of  fire  damp 
which  was  Ignited,  without  a  doubt,  by  the  engineers  of  the  Land  Company,  as 
two  of  the  engineers  and  the  end  of  the  chain  were  found  160  feet  from  the 
face.  After  the  explosion,  no  evidence  of  a  danger  board  could  be  found, 
which  should  have  been  there,  if  the  company  knew  of  any  accumulation,  but 
it  should  have  been  removed  by  the  officials  of  this  company  before  the  mine 
was  marked  O.  K.  on  the  morning  of  the  explosion.  During  my  inspection  of 
this  mine  I  always  made  a  special  effort  to  visit  all  old  workings  for  the  pur- 
pose of  determining  whether  or  not  any  standing  gas  was  in  the  mine  and  also 
made  extra  visits  to  this  mine  and  many  others  for  the  purpose  of  seing  whether 
or  not  any  standing  gas  was  accumulating,  but  in  no  case  have  I  ever  found 
any  accumulation  of  fire  damp. 

During  my  inspection  on  September  23,  1911,  prior  to  this  explosion  in 
rooms  6  and  7,  in  which  acumulation  of  fire  damp  existed  and  which  caused  the 
explosion, — these  places  were  working  check  doors  at  the  mouth  of  rooms  6  and 
7,  and  were  in  good  condition  at  the  time  T  made  the  examination  of  this  mine, 
Sept.  23rd.  All  companies  in  this  district  have  been  notified  to  inspect  all  old 
and  abandoned  works  regularly,  but  where  the  explosion  occurred  was  not  in 
the  old  works  and  should  have  been  inspected.  The  Jed  explosion,  which 
occurred  on  March  26th,  1912,  with  the  loss  of  81  lives,  was  in  No.  2  main  on 
first  left  entry,  in  sections  from  8  to  10  room.  This  explosion  would  not 
have  been  general  if  the  company  had  injected  sufficient  steam  into  the  intake 
air  way  and  which  they  promised  the  inspector  of  this  district  they  would  do. 
Six  weeks  prior  to  his  explosion,  Mr.  P.  A.  Grady  and  myself,  withdrew  the 
men  from  this  mine,  owing  to  the  mine  being  in  a  dusty  condition.  We  went 
back  two  days  later  and  found  the  mine  satisfactory  in  general.  We  asked 
the  management  of  this  company  what  progress  they  were  making  in  getting 
their  pipes  arranged  so  as  to  inject  all  of  the  exhaust  steam  into  the  air  ways. 
On  making  an  inspection  of  this  particular  part  of  the  mine,  we  found  that 
they  had  connected  up  to  the  pumps  but  not  sufficient  pipe  to  carry  it  to  a  con- 
venient place  to  be  injected  into  the  air  way.  The  superintendent  assured 
us  that  this  would  be  done  in  a  few  days.  Had  he  completed  this  work, 
promptly,  this  explosion  would  have  only  been  local.  The  dangerous  factor 
especially  in  gaseous  mines  is  where  the  operator  permits  contract  work. 
This  has  been  proven  in  several  cases  and  a  great  many  fatal  and  non-fatal 
accidents  are  caused  through  the  neglect  of  the  mine  foreman  and  his  assist- 
ants in  not  making  their  examination  of  the  contract  work  as  regularly  as  they 
do  other  sections  of  the  mine.    Too  much  isleft  to  the  contractor  in  charge. 

Another  dangerous  practice  which  I  trust  will  soon  be  abandoned,  is  that  the 
fire  boss  should  not  be  paid  by  the  day.    He  should  be  paid  by  the  month. 
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Especially  in  gaseous  mines,  as  I  have  known  in  some  cases  where  fire  bosses 
are  paid  by  the  day,  the  mine  foreman  and  superintendent  will  lay  off  every- 
body for  the  purpose  of  curtailing  expenses  if  the  mine  is  not  working  that 
day.  If  the  fire  boss  is  paid  a  monthly  salary,  the  superintendent  or  mine 
foreman  will  make  sure  that  he  inspects  the  mine  for  any  dangerous  con- 
ditions at  all  times,  whether  the  mine  is  working  or  not.  One  particular  place 
in  this  field,  the  mine  management  insists  on  the  fire  boss  inspecting  the  mine 
work  or  no  work,  and  also  on  Sundays.  And  this  is  not  a  gaseous  mine.  The 
writer  thinks  that  this  is  money  well  spent.  For  instance,  in  mines  where  there 
is  no  gas  considerable  falls  of  roof  are  encountered  by  the  fire  boss  making 
his  rounds  in  the  morning,  reporting  to  the  outside,  he  concentrates  his  slate 
forces  and  sends  them  to  any  section  of  the  mine  where  he  has  found  trouble 
while  making  his  inspection  during  the  morning. 

During  my  inspections  of  the  year,  there  has  only  been  one  large  body  of 
gas  discovered.  This  we  suspected  owing  to  its  being  at  the  highest  point  in 
the  mine.  Two  rooms  were  driven  through  a  solid  block  of  coal  to  this  point, 
using  bore  holes  and  safety  lamps.  This  was  at  the  Tidewater  mine,  but  on 
boring  through  at  this  point  it  was  found  that  there  were  several  acres  of 
explosive  gas  in  the  old  works,  which  had  caved  in.  After  making  the  opening 
large  enough  for  a  large  volume  of  air  to  pass  over  the  falls,  the  air  current 
was  directed  to  the  accumulation  of  gas.  Upon  turning  the  air  current  on 
this  accumulation  of  gas,  there  were  14,000  cubic  feet  of  fire  damp  liberated 
per  minute  for  96  hours.  The  electric  current  was  cut  off  the  mine  while  this 
accumulation  was  being  released.  The  mine  was  shut  down  for  several  days, 
until  it  was  put  in  a  safe  condition.  Another  accumulation  of  gas  was  found 
by  the  mine  officials  in  the  Shawnee  mine,  which  was  liberated  from  the  upper 
strata  owing  to  a  large  fall  in  the  pillars.  This  was  at  a  point  where  the  com- 
pany had  just  commenced  to  draw  pillars.  The  company  officials  deserve 
credit  for  the  way  they  handled  this  accumulation  of  gas.  This  mine  also 
was  shut  down  until  no  trace  of  gas  could  be  found.  In  the  Middle  States 
Coal  &  Coke  Co  an  accumulation  of  gas  was  found  by  the  fire  boss  while  mak- 
ing his  rounds  in  the  morning,  which  was  liberated  from  two  old  rooms  which 
had  caved  in,  but  not  at  the  working  faces.  The  company  handled  this  accumu- 
lation of  gas  very  sucessfully.  This  gas  was  liberated  from  the  upper  strata 
also.  This  shows  the  neessity  of  all  mine  officials  in  this  district  keeping  a 
close  watch  on  all  old  works  and  especially  where  pillars  are  drawn. 

During  the  year  I  have  made  181  mine  inspections,  the  balance  of  the 
time  being  taken  up  with  extra  visits  to  mines  to  investigate  fatal  accidents  and 
make  inspections  of  the  old  and  abandoned  works.  Considerable  time  has  been 
spent  during  the  year  in  holding  mine  foreman 's  examinations,  which  have 
been  very  successful  and  at  this  writing  there  is  no  mine  foreman  or  fire 
boss  holding  a  position  in  this  district  that  has  not  passed  the  qualifications  of 
the  State  Mine  Department.  The  fatal  accidents  in  this  district  should  be 
more  closely  investigated  by  the  mine  officials.  By  investigating  the  fatal 
accidents  more  closely,  it  would  help  the  foreman  and  his  assistants  in  keeping 
closer  touch  upon  all  work  under  their  charge.  During  the  year  several  fatal 
and  non-fatal  accidents  have  ocurred  with  the  very  best  of  our  practical  slate 
and  timbermen,  who  have  spent  all  their  lives  in  the  mine.  Several  of  these 
accidents  can  be  attributed  to  themselves  in  these  particular  mines  in  having 
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too  much  confidence  in  themselves.  Systematic  timbering  should  be  adopted, 
especially  by  the  independent  operators  in  this  field,  and  it  should  be  tm  n  thai 
the  roof  is  timbered  properly,  whether  the  roof  is  good  or  bad.  This  would 
reduce  the  fatalities  in  this  district  considerable.  All  the  mines  in  this  district 
have  been  notified  by  writing  and  orally,  to  adopt  some  humidifying  system, 
B-o  as  to  keep  the  relative  humidity  of  the  mine  not  less  than  90  per  cent  during 
the  cold  season  of  the  year.  The  letters  sent  out  to  the  operators  for  this  pur- 
pose have  all  been  acknowledged,  saying  that  they  would  comply  with  the 
request  of  the  State  Mine  Department,  and  at  this  writing,  nearly  all  the  oper- 
ators are  making  preparations  in  this  line,  except  those  that  have  completed 
this  work  already. 

The  system  which  they  are  using  and  about  to  use,  to  keep  the  mine  at  the 
relative  humidity  is  either  by  radiator  system,  steam,  or  the  lateert  improved 
water  box.  The  water  box  invented  by  the  Tidewater  Coal  &  Coke  Co.  officials 
is  the  most  completed  water  box  the  writer  has  seen  in  any  section.  This  water 
box  can  be  used  in  tandem,  with  the  old  water  boxes,  or  single  and  while  going 
in  entries  or  rooms  either  pushed  by  a  motor  or  pulled  by  mules.  This  will 
spray  every  section  of  the  entry  or  room  as  it  throws  the  water  with  such  force 
that  a  mist  is  left  behind. 

The  most  complete  and  most  economical  system  of  humidifying  the  mines  is 
used  at  the  Powhatan  mines,  which  is  the  radiator  steam  and  water  combined. 
A  copy  of  the  report  on  this  radiator  system  will  be  found  in  this  report  of  the 
Powhatan  Mine. 

During  my  inspections  of  the  year,  while  making  rounds  in  and  about  the 
mires  and  t-ikina:  the  matter  up  with  the  mine  officials  as  to  discipline,  you  very 
often  hear  them  say.  that  they  are  afraid  to  force  discipline,  owing  to  the  scarc- 
ity of  men.  They  should  be  relieved  of  this  idea,  as  one  of  the  largest  com- 
panies in  this  district,  uses  nearly  navy  and  army  discipline,  also  several  other 
of  the  companies,  and  where  the  strictest  discipline  is  used,  I  fi  d  that  they 
have  a  better  supply  of  men  than  those  who  are  afraid  of  enforcing  it. 

Some  mines  in  this  district  were  transformed  to  the  12th  district,  making  the 
east  boundary  of  the  11th  district  commence  at  Ennis,  Turkey  Gap  Coal  & 
Coke  Co.,  taking  in  all  mines  on  the  main  line  west  to  Welch,  also  including  all 
mines  on  the  Tug  Fork.    This  change  took  effect  Sept.  20,  1911. 

Before  closing  this  report,  I  deem  it  timely  to  publish  a  general  summary  of 
the  general  conditions  of  the  United  States  Coal  &  Coke  Company's  mines  at 
Gary,  which  T  know  will  be  of  interest  to  the  mining  fraternity  in  general, 
of  West  Virginia. 

The  United  State  Coal  &  Coke  Company,  whose  heademarters  are  at  Gary, 
McDowell  county,  West  Virginia,  which  Company  is  a  subsidiary  of  the  United 
State  Steiel  Corporation,  throughout  the  year  1912  have  pursued  their  usual 
activity  in  advancing  mining  practices. 

As  stated  in  a  previous  paragraph  in  my  report,  all  its  mines  are  in  first 
class  condition,  no  fault  being  found  with  any  of  its  mines  in  any  particular, 
they  being  far  in  advance  and  exceeding  all  requirements  of  the  law.  In 
addition  to  this,  their  method  of  operation  is  carried  out  on  the  most  intelligent 
lines,  the  mines  being  laid  out  and  projected  in  all  departments  to  the  most 
minute  details,  headings,  side  tracks,  air  courses,  traveling  ways,  man  ways, 
cross  cuts,  and  all  other  places  marked  on  the  projection.     SLre  of  tee-ron 
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location  and  size  of  pipe  lines,  either  for  water  or  air,  location  of  trolley  lines 
and  feeder  lines,  as  well  as  overcasts,  stoppings  for  the  direction  of  venti- 
lating current,  the  material  of  which  said  overcasts  and  stoppings  are  to  be" 
built,  being  specified,  the  object  being  to  maintain  as  much  perfection  in  the 
mine  projections  as  the  architect  does  in  the  plans  for  the  erection  of  his 
large  buildings.  This  relieves  and  assists  the  mine  official  and  enables  him  to 
devote  his  time  to  things  purely  executive,  and  follow  the  instructions  as 
shown  on  the  projection,  excepting  where  his  experience  and  daily  contact  with 
the  mines  shows  how  anything  could  be  simplified,  bettered,  or  acomplished  more 
quickly  by  some  other  means.  Then  by  having  the  matter  taken  up  with  the 
engineering  department,  the  projections  are  very  readily  changed,  and  he  is 
awarded  and  complimented  for  his  foresight  and  interest. 

Their  oepration  is  on  what  would  be  known. as  the  "  Deputy' '  system,  as  set 
out  in  the  following  rules;  (Instructions  Isued  in  Circular  Letters.) 

To  see  that  these  rules  and  regulations  are  properly  followed  out,  the 
Company  employs  four  inspectors,  one  who  inspects  the  working  place,  to 
see  that  the  timber  is  properly  set,  and  that  the  rules  laid  down  above,  rela- 
tive to  mining,  are  enforced;  another  to  measure  the  air  once  per  month, 
to  see  that  the  rules  relative  to  ventilation  are  followed  out;  another  to  inspect 
the  electrical  apparatus,  etc.,  to  see  that  they  are  kept  in  condition;  and  the 
fourth,  who  inspects  everything  in  general,  devoting  himself  principally  to 
the  transportation,  maintenance  of  way  and  drainage  departments.  The 
inspector  of  working  places  and  the  inspector  of  transportation,  roadways, 
drainage,  etc.,  report  daily  to  the  main  office,  while  the  air  and  the  electrical 
inspector  report  monthly. 

In  addition  to  this,  they  have  a  premium  system  for  the  prevention  of  acci- 
dents, whereby  each  official,  from  the  mine  foreman  down,  receives  a  cash  prem- 
ium each  month  if  he  is  successful  in  preventing  any  acidents  to  the  men  who 
are  working  for  him.  The  following  is  the  method  of  awarding  these 
premiums :  — 

QUALIFICATIONS.  1.  No  person  shall  be  entitled  to  participate  in  the 
premium  who  has  not  passed  an  examination  as  to  his  physial  and  mental 
qualifications  before  a  resident  physician. 

2.  No  man  shall  be  eligible  for  a  premium,  for  any  month,  in  any  position, 
who  has  not  worked  in  that  position  every  working  day,  excepting  one,  during 
that  month,  unless  he  shall  have  been  promoted  during  the  month  from  one 
position  to  another,  and  is  eligible  in  both  positions.  No  excuse  will  be  ac- 
cepted for  sickness,  vacation  or  any  other  cause. 

3.  His  work  must  be  satisfactory  to  his  immediate  superior,  and  if  it  is 
not  satisfactory  his  superior  has  the  right  to  charge  him  with  demerits  to 
the  amount  of  ten  per  month. 

4.  This  premium  will  not  be  considered  as  part  of  the  assistant  foreman 
or  foreman 's  wages  and  is  strictly  in  the  nature  of  an  award  or  a  gratuity 
for  faithful  services  rendered  the  company. 

DISTRIBUTION  OF  PREMIUM.    Premiums  will  be  distributed  on  the 
following  basis : 

1.  Each  foreman  or  assistant  foreman  will  be  charged  demerits  for  each 
man  who  is  injured  under  his  charge  each  month,  at  the  rate  of  ten  demerits 
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for  each  minor  accident,  twenty  demerits  for  each  serious  accident  and  forty 
demerits  for  each  fatal  accident. 

•  2.  Any  foreman  or  assistant  foreman  who  does  not  have  any  accidents 
under  him  during  the  month  will  be  given  a  credit  of  five  merits,  which  will 
go  toward  reducing  the  number  of  demerits  standing  against  him  until  all  of 
the  demerits  are  wiped  out,  when  he  will  not  bo  given  any  further  merits  until 
he  again  receives  demerits. 

3.  No  person  who  has  ten  or  more  demerits  standing  against  him  at  the 
end  of  each  month  shall  be  entitled  to  any  premium,  but  if  he  has  less  than  ten 
demerits  he  shall  receive  the  Bame  premium  as  heretofore,  namely,  $5.00  for 
the  assistant  foreman  and  $10.00  for  the  foreman. 

4.  Tho  foreman's  account  will  be  charged  with  all  the  demerits  and  cred- 
ited with  the  merits  of  the  assistant  foreman  under  him,  excepting  when 
demerits  are  given  for  neglect  of  duty  or  causes  other  than  accidents. 

5.  The  assistant  foreman  and  foreman  will  have  it  distinctly  pointed  out 
to  them  by  their  immediate  superior,  what  men  or  jobs  are  under  their  super- 
vision. 

(5.  If  a  foreman  or  assistant  foreman  leaves  the  employ  of  the  company  and 
later  re-enters  it,  he  will  assume  all  demerits  charged  against  him  when  he  left 
its  employ. 

7.  The  basis  of  giving  premiums  may  be  discontinued  at  any  time  when  it 
is  decided  that  the  purpose  for  which  it  is  intended  (the  elmination  of  acci- 
dents) is  not  accomplished. 

8.  Any  mine  boss  or  assistant,  who  for  six  consecutive  months  is  entitled  to 
a  monthly  premium  of  $10.00  or  $5.00,  under  rules  given  above,  will  at  the 
end  of  the  sixth  month  receive  a  special  premium  of  $15.00  and  for  each 
month  thereafter  so  long  as  his  record  is  up  to  the  requirements.  If  his  record 
falls  below  the  requirements  under  the  rules  given  above,  he  will  have  to  make 
a  clear  record  for  another  six  months,  before  he  is  entitled  to  a  special 
permium. 

They  also  pay  a  premium  to  mining  machine  runners,  for  the  purpose  of 
keeping  down  repair  cost  to  mining  machines,  as  set  out  below:  — 

$15.00  per  month  will  be  awarded  to  the  works  which  cut  the  greatest  num- 
ber of  places  with  the  least  cost  for  material  repairs  to  its  mining  machines,, 
which  is  paid  to  the  man  who  makes  the  best  record  at  the  works.  No  man. 
will  be  eligible  who  does  not  cut  150  places  during  the  month. 

They  also  have  what  is  known  as  an  efficiency  department,  whereby  the 
efficiency  of  each  man  in  the  mine  is  recorded  each  day.  After  a  thorough 
investigation,  they  established  rules  specifying  a  certain  amount  of  work  that 
would  be  considered  a  full  day 's  work  for  the  average  man,  and  which  they 
call  100  per  cent.  Every  man  who  goes  in  the  mines  each  day  is  supposed  ta 
make,  or  to  be  given  an  opportunity  to  make  100  per  cent  efficiency.  The 
foreman  and  assistant  foreman  are  required  to  furnish  a  reason  why  any  man  is 
not  an  opportunity  to  make  a  100  per  cent  efficiency.  The  average  efficiency 
made  by  all'  the  men  in  each  department  is  recorded  and  returned  to  the  Gary 
office  each  month  for  the  purpose  of  comparing  the  efficiency  of  the  men  work- 
ing in  one  mine  with  the  efficiency  of  the  men  working  in  the  other.  This 
system  alone  has  resulted  in  increasing  the  earnings  of  piece  workers  in  the- 
mine  about  one-fourth,  as  under  this  system,  each  lader  or  pick  miner  who. 
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goes  in  the  mines  each  day  is  sure  to  get  all  the  cars  he  can  load  that  day, 
unless  something  unforseen  and  unpreventable  occurs  at  the  mines. 

Below  is  what  is  considered  100  per  cent  efficiency  in  the  different  items  of 
work:  — 

100  per  cent  equals  12  cubic  yards — loading  dirt  from  roads. 
100  per  cent  equals  15  cubic  yards — cleaning  slate  falls. 
100  per  cent  equals  20  cubic  yeards — cleaning  rash  falls. 
100  per  cent  equals  50  feet — 60  lb.  track,  complete. 
100  per  cent  equals  60  feet — 40  lb.  track,  complete. 
100  per  cent  equals  70  feet — 30  lb.  track,  complete. 
100  per  cent  equals  80  feet — 20  lb.,  track,  complete. 
100  per  cent  equals  115  tons — hauling — mules. 
100  per  cent  equals  9  cubic  yeards — horseback. 

100  per  cent  equals  375  tons — hauling  mechanical,  per  13  ton  motor. 

100  per  cent  equals  15  tons — miners  and  loaders. 

100  per  cent  equals  8  places  cut — mining  machine  runners. 

100  per  cent  equals  4  cubic  yards — concrete. 

100  per  cent  equals  60  feet — drilling  2^  inch  holes  in  rash  with  breast  augur, 
100  per  cent  equals  25  feet — drilling  holes  in  slate  with  ^post  augur. 
100  per  cent  equals  30  feet — drilling  holes  in  sand  rock  with  power  drill  of 
hammeT  type. 

100  per  cent  equals  300  feet — board  measure — setting  timbers,  posts,  build- 
ing brattices,  overcasts,  and  forms  for  concrete. 

Their  miners  or  piece  workers  exceed  this  efficiency,  and  during  some  months, 
the  miners  and  loaders  average  115  per  cent. 

In  addition  to  the  premiums  mentioned  above,  there  is  a  premium  awarded 
to  the  householders  for  the  best  kept  yard  and  garden  at  each  of  their  twelve 
plants,  once  each  year.  This  inspection  is  made  by  a  committe  of  disinterested 
persons,  who  are  experienced  in  the  agricultural  pursuits  of  the  country. 

New  mines  in  this  district  are  Peerless  Coal  &  Coke  Company's  mine  No. 
2,  located  at  Vivian ;  Black  Wolf  mine  No.  2,  at  Dearing,  W.  Va.  This  is 
opening  the  No.  3  Pocahontas  seam,  but  will  use  the  No.  4  seam  tipple. 

In  conclusion  I  wish  to  thank  the  operators,  mine  officials,  and  miners  for 
their  able  assistance  rendered  at  the  explosions  which  occurred  in  this  district. 
Also  the  able  assistance  rendered  in  having  the  mining  laws  of  West  Virginia 
enforced.  Also  the  chief  of  the  department  of  mines,  for  his  able  and  prompt 
counsels  and  his  hearty  co-operation  in  this  district. 

Respectfully  submitted, 

Wm.  Nicholson. 
Mine  Inspector  of  the  Eleventh  District  of  West  Virginia. 

MCDOWELL  COUNTY. 

KING  COAL  CO. 
Kimball,  W.  Va. 
General  Offices  of  Company,  Vivian,  W.  Va. 
No.  1101.    King  Mine. — This  is  a  slope  mine  and  is  operating  the  No.  3 
Pocahontas  seam,  and  is  located  a  half  mile  from  Kimball  on  Laurel  Creek. 
Ventilation  is  produced  by  a  16  foot  Capell  fan,  and  averaging  180,000  cubic 
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feet  of  air  per  minute.  This  mine  was  shut  down  several  days  during  the 
year,  owing  to  being  drowned  out  with  water  at  the  foot  of  the  slope.  The 
pumps  were  very  insufficient  at  this  time  for  the  amount  of  water  which  they 
were  expected  to  handle.  Owing  to  the  large  amount  of  water  at  the  foot 
of  the  slope,  it  cut  off  the  ventilation  from  the  mine,  allowing  the  mine  to 
fill  up  with  Marsh  gas.  When  sufficient  pumps  were  installed  to  remove  the 
accumulation  of  water,  the  company  officials  used  every  precaution  in  remov- 
ing the  gas  in  the  mine  which  was  done  very  successfully.  The  traveling 
way  in  this  mine  was  in  poor  shape  during  part  of  this  year,  but  at  this  writ- 
ing it  has  been  put  in  first  class  condition.  Shot  firers  are  used  to  do  the  shoot- 
ing of  all  holes,  except  in  the  main  entry.  In  these  particular  places,  the  miners 
do  their  own  shooting,  owing  to  the  wet  nature  of  the  coal.  As  soon  as  the 
holes  are  bored,  it  is  necessary  for  them  to  shoot  them  as  soon  as  possible. 
Otherwise,  the  powder  would  become  damp.  Timbering  throughout  the  mine 
in  general  is  good.  Roof  is  very  bad  in  sections.  During  the  winter  months 
the  exhaust  steam  from  the  fan  and  pumps  is  injected  into  the  intake  air  way, 
which  keeps  this  mine  absolutely  moist  during  the  cold  season  of  the  year. 
Discipline  in  this  mine  is  extra  good.  The  checking  system  is  installed  in  this 
mine  and  is  carried  out  to  the  letter.  Haulage  is  done  by  electric  motors 
from  side  tracks  and  gathered  with  mules.  Mine  rules  and  mining  laws  are 
posted.  All  safety  lamps  are  kept  in  good  condition. 
W.  H.  Borden.  Gen.  Mgr.  Ed.  Nicholson,  Mine  Foreman. 

Sam  Campbell.  Gen.  Supt.  Alex  London,  Asst.  Mine  Foreman. 

Lawn  Strum,  Asst.  Mine  Foremam. 

Chas.  Nuttall.  Asst.  Mine  Foreman. 

Dick  Matthews,  Fire  Boss. 

Fred  Taylor,  Fire  Boss. 

Wm.  Bear.  Fire  Boss. 

TIDEWATER  COAL  &  COKE  CO. 
Vivian,  W.  Va. 
General  Offices  of  Company,  Vivian,  W.  Va. 
Xo.  1102.  Tidewater  Mine. — This  mine  is  located  on  the  main  line  of  the 
X.  &  W.  Railway  and  is  a  drift  opening,  which  is  open  at  water  level.  Venti- 
lation is  produced  by  16  and  10  foot  fans  and  is  giving  fairly  good  venti- 
lation, and  is  properly  distributed  to  the  working  faces.  Progress  has  been 
very  slow  during  the  past  year  in  completing  the  new  additional  air  courses. 
When  completed,  this  will  make  a  big  improvement  to  this  mine,  as  it  has 
been  needed  badly  for  years.  All  stoppings  on  the  main  entry  and  cross 
entries  are  built  of  rock  and  faced  with  cement.  The  roof  in  this  mine  is 
very  bad,  in  general.  Haulage  is  done  by  mules  and  electric  motors,  during 
the  fore  part  of  March,  1912,  two  places  were  driven  at  the  head  of  Xo.  13 
entry;  also  at  the  head  of  Xo.  10  entry,  into  the  old  works,  and  we  found 
considerable  accumulation  of  fire  damp.  Owing  to  this  large  accumulation  of 
gas,  the  mine  was  shut  down  for  several  days.  Recommendations  have  been 
furnished  this  company  that  there  is  no  alternative  but  to  bore  holes  down 
from  the  surface  so  this  accumulation  will  not  occur  again.  The  company  at 
all  times  have  been  willing  and  ready  to  carry  out  any  recommendations  made 
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by  the  inspector  or  inspectors.  Since  this  accumulation  of  gas  was  cleaned 
out  at  this  writing  I  have  only  been  able  to  detect  gas  in  these  place 8  upon 
one  occasion.  All  mine  officials  of  this  company  have  passed  the  qualifications 
of  the  State  mine  department  and  I  must  say  that  they  have  looked  after  the 
safety  of  the  men  in  general  and  have  also  carried  out  all  instructions  given 
to  them  by  the  inspector  in  charge.  All  supplies,  as  required  by  the  law  on 
hand. 

Chas.  W.  Boardman,  Gen.  Mgr.  Ott  Smith,  Mine  Foreman. 

W.  C.  Easley,  Supt.  Harry  Hulum,  Mine  Boss. 

Sam  Campbell,  Asst.  Supt.  Thos.  Stockdale,  Fire  Boss.. 

Frank  Wells,  Fire  Boss. 

BOTTOM  CHEEK  COAL  &  COKE  CO. 
Vivian,  W.  Va. 
General  Offices  of  Company,  Vivian,  W.  Va. 
No.  1103.  Bottom  Creek  Mine  No.  1. — This  is  a  drift  mine,  located  on  the 
main  line  of  the  N.  &  W.  Eailway  9  miles  west  of  Welch,  and  is  working  the 
No.  3  Pocahontas  seam.  Ventilation  is  produced  by  a  16  foot  Capel  fan. 
which  is  giving  ample  ventilation  throughout  the  mine.  Several  automatic 
trap  doors  have  been  installed  during  the  year.  Also  two  overcasts,  the 
air  being  split  in  three  separate  currents.  On  November  18,  1911,  an 
explosion  occurred  at  this  mine  in  No.  11  entry  on  No.  6  and  No.  7  rooms, 
which  caused  the  deaths  of  18  men,  9  being  killed  instantly  but  feeling  the  con- 
cussion, immediately  walked  out  into  the  fire  damp  and  died.  If  these  men  had 
had  the  presence  of  mind  and  gone  on  the  air  course  side,  of  the  intake  air, 
they  would  have  escaped  without  a  doubt.  During  every  inspection  I  have 
made  in  these  mines,  I  have  scoured  the  old  works  to  determine  whether  there 
was  any  accumulation  of  fire  damp  but  have  never  been  able  to  detect  any. 
During  my  inspection  before  this  explosion,  these  rooms  where  the  explosion 
occurred,  were  working.  Undoubtedly  they  had  been  neglected  by  some  one 
or  this  accumulation  could  not  have  occurred.  Enclosed  find  copy  of  joint 
inspectors'  report  on  the  explosion.  During  my  last  inspection  of  this  mine, 
I  had  no  complaint  to  make  either  with  the  company  or  the  officials.  It  was 
very  fortunate  that  steam  was  used  in  this  mine,  as  this  was  the  only  thing 
that  stopped  this  from  being  a  general  explosion  all  over  the  mine.  All 
supplies  required  by  law,  on  hand;  all  records  properly  filled  out. 
Sam  Patterson,  Gen.  Mgr.  John  Maurice.  Mine  Foreman. 

Geo.  S.  Patterson,  Supt.  John  Wilson.  Fire  Boss. 

BOTTOM  CREEK  COAL  &  COKE  CO. 
Vivian,  W.  Va. 
General  Offices  of  Company,  Vivian,  W.  Va. 
No.  1104.    Bottom  Creek  Mine  No.  2. — This  is  a  drift  mine,  located  on  the 
main  line  of  the  N.  &  W.  Eailway,  9  miles  west  of  Welch.    Ventilation  is 
produced  by  a  7  foot  disc  fan  which  is  giving  fairly  good  results.    No  gas  is 
being  detected  in  this  mine  up  to  the  present  time.    The  roof  in  general  is 
bad.    All  miners  are  properly  supplied  with  props  and  cap  pieces.    Very  little 
dust  has  been  encountered  in  this  mine  during  the  past  year.    The  second 
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opening  meets  the  requirements  of  the  law.  All  supplies  as  required  by  law 
on  hand. 

Sam  Patterson,  Gen.  Mgr.  W.  A.  Dillard,  Mine  Foreman. 

Geo.  S.  Patterson,  Supt.  W.  Scott,  Asst.  Mine  Foreman. 

JED  COAL  &  COKE  CO. 
Jed,  W.  Va. 
A.  H.  Storrs,  Receiver. 
General  Offices  of  Company,  Welch,  W.  Va. 
No.  1105.  Jed  Shaft.— This  shaft  is  located  on  the  branch  line  of  the  N.  & 
W.  Ry.  on  Tug  Fork  2  ;niles  from  Welch.  Ventilation  is  produced  by  a  24 
foot  Giaball  fan,  and  is  split  in  two  separate  currents  and  properly  dis- 
tributed to  the  working  faces.  Considerable  trouble  was  encountered  during 
the  year  with  the  company  officials  in  not  keeping  the  mine  properly '  watered 
and  allowing  dust  to  accumulate.  On  several  occasions  this  mine  was  in- 
spected jointly  and  men  removed  from  the  mine  where  dusty  conditions  ex- 
isted. The  system  this  company  has  for  watering  the  dust  was  very  crude  and 
inadequate, — using  a  common  water  box  which  should  have  been  discarded, 
and  which  was  recommended  several  times  to  be  abandoned.  The  writer  never 
had  any  complaint  to  make  of  this  shaft  as  to  ventilation.  All  coal  was  cut 
by  electric  breast  machines.  All  shooting  was  done  with  shot  firers,  using  per- 
missible powder  with  electric  detinators.  Exhaust  steam  from  the  pumps 
should  have  been  used  on  the  intake  air  current,  and  was  recommended  by  the 
inspectors  during  the  past  year.  On  March  20th,  1912,  an  explosion  occurred 
about  cS:30  A.  M.,  in  which  81  lives  were  lost.  The  initial  of  the  explosion 
was  on  No.  2  main  and  No.l  cross  entry.  This  entry  was  all  contract  work, 
with  one  man  being  in  charge  of  this  section.  Two  fire  bosses  were  used  in  the 
shaft  at  all  times,  up  to  within  one  month  prior  to  the  explosion.  At  this 
writing  No.  2  section  has  been  put  in  perfect  working  order;  all  stoppings 
and  overcasts  being  replaced.  No.  1  section  is  under  construction.  All 
supplies  as  required  by  law  an  hand. 

Harvey  Sores,  Gen.  Mgr.  J.  H.  Henry,  Mine  Bo&s. 

W.  Leckie.  Gen.  Mgr.  P.  J.  Doolin,  Mine  Foreman. 

0.  N.  Knufp,  Supt.  W.  J.  Woodward,  Fire  Boss. 

W.  Dixon,  Fire  Boss. 
P.  S.    I  herewith  enclose  inspectors'  report  of  disaster  which  occurred  on 
March  26,  1912. 

BLACK  WOLF  COAL  &  COKE  CO. 
Daring,  W.  Va. 
General  Offices  of  Company,  Eckman,  W.  Va. 
No.  1106.    BlacTc  Wolf  Mine. — This  is  a  drift  mine  and  is  located  on  Tug 
Fork  of  -the  N.  &  W.  Ry.  6  miles  from  Gary  and  is  working  the  No.  3  and  No. 
4  Pocahontas  seam.    During  the  year  a  new  12  foot  fan  has  been  installed, 
which  is  giving  ample  ventilation  to  the  working  places.    During  the  year 
there  has  been  a  new  change  in  the  management,  which  has  made  a  decided 
change  both  in  and  outside  of  the  mine  and  was  badly  needed.    The  roof  in 
this  mine  is  very  bad,  being  of  a  friable  nature.    The  new  management  has 
installed  cutting  machines  to  cut  the  coal  in  the  middle,  which  has  eliminated 
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the  dangerous  practice  of  heavy  shooting.  All  slate  and  rock  is  shot  with  per- 
missible powder  and  electric  detinators.    All  stoppings  on  the  main  entry  and 

cross  entries  are  built  with   split  and  faced  with  cement,  which 

is  very  satisfactory.  Electric  motors  are  used  for  haulage  purposes  from  all 
side  tracks,  using  mules  for  the  purpose  of  gathering.  All  electric  wires  are 
being  repaired,  which  heretofore  have  been  in  bad  condition.  Clay  is  used 
for  the  tamping  of  all  holes.  Miners  are  complied  with  abundant  props 
and  caps  to  do  the  timbering  in  their  own  places.  Before  the  new  management 
took  hold  of  this  mine,  the  company  used  timbermen  to  set  each  and  every 
prop  in  all  working  places.  This,  I  consider  a  very  dangerous  practice,  as 
in  many  cases,  the  miners  would  be  working  under  dangerous  roof,  waiting  for 
the  timbermen  to  come  and  set  a  prop  where  it  would  not  have  taken  them 
more  than  one  or  two  minutes  to  set  the  prop  themselves.  All  supplies,  as 
required  by  law,  on  hand.  Mine  foreman 's  record  and  air  measurements  are 
properly  filled  out. 

Morris  Watts,  Gen.  Mgr.  Tom  Scott,  Mine  Foreman. 

S.  G.  Brally,  Supt.  John  Langton,  Mine  Foreman. 

PAGE  COAL  &  COKE  CO. 
Pageton,  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1107.    Mime  No.  2. — This  mine  is  located  at  Pageton,  and  is  working  No. 
3  Pocahontas  seam.    Ventilation  is  produced  by  two  5  foot  electrically  driven 
fane.    Ventilation  of  this  mine  during  the  last  inspections  has  at  all  times 
been  found  in  good  condition.    Coal  is  cut  by  both  pick  and  machines  using  no 
shot  firers  for  machine  work.    This,  I  consider  is  a  dangerous  practice,  as 
the  charge  of  powder  which  is  used  for  the  thick  seam  is  dangerous  for  any  one 
to  handle  outside  of  a  good,  practical  shot-firer.    During  my  last  inspections 
at  this  mine  the  timbering  was  neglected  considerably,  such  as  men  working 
underneath  drawT  slate  that  should  have  been  posted  or  taken  down.    The  mines 
were  supplied  well  with  timbers  but  the  mine  officials  of  this  mine  were  very 
slack  in  discipline. 

All  stoppings  on  the  main  entry  and  cross  entries  are  built  of  masonry. 
Clay  is  furnished  and  put  at  suitable  places  for  the  miners  to  use  for  tamp- 
ing, but  in  some  cases  miners  were  using  coal. 

Gathering  motors  were  used  in  this  mine.  During  my  inspection  I  have 
found  this  mine  in  a  very  damp  condition  the  year  round;  all  supplies  as 
required  by  law,  on  hand. 

Sam  Evans.  Mgr.  &  Supt.  Theo.  Hanna,  Mine  Foreman. 

PAGE  COAL  &  COKE  CO. 
Pageton,  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1107.    Mines  No.  1  &  3. — This  is  a  drift  mine,  and  is  located  at  Page- 
ton;  is  working  No.  3  Pocahontas  seam.    One  tipple  is  being  used  for  the 
No.  1,  No.  2  and  No.  3  mines.    Ventilation  is  produced  by  an  18  foot  fan 
for  the  No.  1  and  No.  3  mines,  and  it  is  giving  ample  ventilation.  The  roof  in 
general  in  all  rooms  is  good,  but  the  roof  in  pillar  work  is  bad  and  very 
treacherous.    All  stoppings  and  overcasts  on  the  main  entries  are  built  of 
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masonry  using  board  stoppings  for  all  cross  entries.    Coal  is  produced  by 
both  pick  and  machines.     Haulage  is  being  done  by  electricity  and  mule 
power.    All  places  are  properly  supplied  with  timbers  for  cap  pieces.  All 
other  supplies,  as  required  by  law,  are  in  good  condition. 
Sam  Evans,- Mgr.  &  Supt,  J.  A.  Gallimore,  Mine  Foreman. 

Andy  Debroski,  Asst.  Mine  Foreman. 

CENTRAL  POCAHONTAS  COAL  CO. 
Anawalt,  W.  Va. 
General  Offices  of  Company,  Anawalt,  W.  Va. 
No.  1108-1109.    A7o.s\  1  &  b  Mine. — This  mine  is  located  at  Anawalt,  at  the 
head  of  Tug  Fork  and  is  working  No.  3  Pocahontas  seam.    Ventilation  is 
produced  by  furnace  which  is  in  use  at  all  times.    As  all  workings  in  this 
mine  are  near  the  out-crop  and  natural  ventilation,  which  is  ample  at  times, 
owing  to  having  so  many  openings  to  the  outside. 

This  mine  has  been  shut  down  considerably  during  the  past  year,  owing  to 
the  depression    in   business.    Permissible  powder   is  used   with   the  electric 
detinators.    All  coal  is  produced  by  pick.  'The  thickness  of  this  seam  is  9^ 
to  10  feet.    The  mine  is  in  a  damp  condition  the  year  round 
H.  T.  Graham,  Superintendent.  S.  M.  Money,  Mine  Foreman.. 

WEST  VIRGINIAPOCAHONTAS  COAL  CO. 
Leckie,  W.  Va. 
General  Offices  of  Company,  Welch,  W.  Va. 
No.  1110.    No.  1  &  2  Mines. — These  mines  are  located  at  Leckie,  W.  Va., 
on  a  branch  line  of  the  Norfolk  &  Western  Railway,  on  Tug  Fork,  21  miles 
from  Welch,  and  are  working  No.  3  Pocahontas  seam.    The  coal  is  undercut  by 
electric  machines  in  the  No.  1  mine,  using  a  permissible  powder.  Ventilation 
is  produced  by  an  8  foot  fan,  but  is  very  unsatisfactory.    At  this  writing  the 
company  has  installed  a  new  electric  fan.    Also  have  installed  a  substation 
in  connection  with  the  Appalachian  Power  Company's  main  line.  Drainage 
in  sections  of  the  No.  1  mine  have  been  poor.    In  No.  2  mine,  coal  is  produced 
by  pick.    Ventilation  is  produced  by  a  six  foot  Stire  fan,  electrically  driven. 
A  small  fan  was  installed  in  this  mine  owing  to  the  small  acerage  in  lease. 
This  mine  has  been  found  in  good  condition  at  all  times  during  my  inspection; 
all  supplies  as  required  by  law  have  been  kept  in  good  condition. 
W.  B.  Beals,  Supt.  Wm.  Smith,  Mine  Foreman. 

Wm.  Leckie,  Gem.  Mgr.  Robt.   Smith,  Asst.  Mine  Foreman: 

POCAHONTAS  CONSOLIDATED  COLLIERIES  CO. 
Jenkin  Jones,  W.  Va. 
General  Offices  of  Company,  Pocahontas,  Va. 
No.  llll.    No.  6  Mine. — This  is  a  new  mine  located  on  North  Fork  of  Tug 
river  5  miles  from  Anawalt,  on  a  branch  line  of  the  N.  &  W.  Ry.  and  is  work- 
ing the  No.  3  Pocahontas  seam.    Ventilation  is  produced  by  an  8  foot  fan, 
which  is  giving  ample  ventilation,  and  will  for  years  to  come.    All  coal  is  cut 
by  electric  machines  in  the  middle  of  the  seam,  which  eliminates  the  dangerous 
practice  of  heavy  charges  of  powder. 

During  my  inspection  of  this  mine,  only  entries  were  driven.  Preparations 
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are  being  made  for  this  and  other  mines  to  make  this  one  of  the  largest  pro 
ducing  coal  towns  in  the  State.  Several  other  mines  will  be  opened,  for  which 
new  tipples  are  now  under  construction.  Electric  trolley  system  is  to  be 
installed  to  take  the  men  to  and  from  their  work  from  the  town  of  Jenkir 
Jones  to  the  several  mines  which  are  under  construction.  This  company  is 
throwing  all  safeguards  available  around  their  employees.  The  supplies  re- 
quired by  law  on  hand. 

Jas.  Elwood  Jones,  Gen.  Mgr.  C.  C.  Mitchell,  Mine  Foreman. 

C.  W.  Atkins,  Supt.  C.  H.  Bowers,  Mine  Foreman. 

CIERUS  COAL  &  COKE  COMPANY. 
General  Office  of  Company,  Pocahontas,  Va. 
No.  1112.  Mine  No.  2. — This  is  a  slope  mine  and  is  working  the  No.  3  and 
No.  4  Pocahontas  seam.  Ventilation  is  produced  by  an  8  foot  Disc  Jeffrey  fan, 
which  is  giving  ample  ventilation  throughout  the  mine.  The  Pocahontas 
Consolidated  Collieries  Company  took  this  mine  over  April  1,  1912,  and  from 
this  date  on  it  is  controlled  by  that  company  and  next  year  will  be  reported  as 
Pocahontas  Consolidated  Collieries  Company's  mine.  Since  the  latter  took 
hold  of  this  mine  they  have  made  considerable  improvements.  Average  thick- 
ness of  the  coal  is  5  feet,  8  inches.  The  roof  in  general  is  very  good.  At  this 
writing  an  air  shaft  is  under  construction  to  the  No.  3  and  4  seams.  After 
completion  the  company  expects  to  put  in  a  large  fan,  which  will  ventilate 
both  seams.  All  spplies  required  by  law  on  hand  Mine  foreman  and  fire 
boss 's  records  properly  filled  out. 

James  Elwood  Jones.  Gen.  Mgr.  Lawn  Sturm,  Mine  Foreman. 

Harry  Hulm,  Fire  Boss. 
A.  C.  Pittman,  Fire  Boss. 

MIDDLE  STATES  COAL  <f-  COKE  CO. 
Olmated,  W.  Va. 
General  Offices  of  Company,  Olmsted,  W.  Va. 
No.  1113.  Helena  Mine. — This  is  a  shaft  mine  and  is  working  the  No.  4 
Pocahontas  seam.  Ventilation  is  produced  by  an  18  foot  Capel  fan,  which  is 
giving  ample  ventilation  throughout  the  mine.  During  the  year  one  overcast 
has  been  built  of  concrete,  which  gives  an  additional  split  to  the  air  current. 
Steam  was  injected  into  the  mine  during  the  winter  months  in  large  quantities 
using  the  exhaust  steam  from  the  fan  and  also  from  the  pumps,  with  an  ad- 
ditional 2  inch  pipe  of  live  steam  which  comes  direct  from  the  boilers.  This 
has  practically  eliminated  the  water  box,  which  has  been  used  in  this  mine  here- 
tofore. All  coal  is  cut  by  electric  machines.  All  haulage  is  done  by  electric 
motors,  using  no  mules  in  the  mines.  The  fire  boss  in  this  mine  makes  his 
regular  inspections  to  all  old  and  abandoned  works.  The  mine  was  idle  one 
day,  owing  to  accumulation  of  gas,  which  was  caused  by  two  old  rooms  caving 
in  and  liberating  large  quantities  of  explosive  gas.  This  body  of  gas  was 
discovered  while  the  fire  boss  was  making  his  rounds  in  the  morning.  It  is  my 
opinion  if  he  had  not  inspected  this  particular  place,  without  a  doubt  they 
would  have  had  a  serious  explosion.    During  the  past  year,  all  mine  officials 
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have  thrown  all  safe-guards  available  around  their  employees.  All  supplies, 
as  required  by  law,  on  hand.  The  mine  foreman  and  fire  boss's  records  are 
properly  filled  up. 

Hakky  Olmsted,  Gen.  Mgr.  John  Bulmer,  Mine  Foreman. 

David  Evans,  Supt.  John  Bolling,  Mine  Foreman. 

Dave  Barber,  Fire  Boss. 

DIXON-POCAHONTAS  FUEL  CO. 
Dixopoca,  W.  Va. 
General  Offices  of  Company,  MacDonald,  W.  Va. 
No.  1114.    South  Side  Mine  No.  2. — This  is  a  shaft  mine  and  is  located  on 
the  main  line  of  the  N.  &  W.  Railway  at  linger,  three  miles  west  of  Welch, 
and  is  working  the  No.  4  Pocahontas  seam.    The  output  of  this  mine  has  been 
very  small  during  the  past  year,  owing  to  the  rolling  condition  of  the  seam 
in  sections.    During  the  last  winter  steam  was  injected  into  the  mine  to  keep  the 
mine  in  a  moist  condition  with  very  satisfactory  results.    The  only  dagerous 
condition  at  this  mine  is  the  using  of  500  volts  on  their  trolley  wire  with  low 
conditions.    All  supplies  required  by  law,  on  hand. 
Harry  Pinkney,  Supt.  S.  Nilldridge,  Mine  Foreman. 

John  Bulmur,  Mine  Foreman. 
Wm.  Dixon,  Fire  Boss. 

DIXON-POCAHONTAS  FUEL  CO. 
Dixopoca,  W.  Va. 
General  Offices  of  Company,  MacDonald,  W.  Va. 
No.  1115.    North  Side  Mine  No.  1. — This  is  a  shaft  mine  and  is  working  the 
No.  3  and  No.  4  seam.    The  No.  4  seam  was  practically  abandoned  the  past 
year.    Considerable  trouble  was  encountered  in  the  No.  3  seam  owing  to  water, 
bad  roof,  and  the  coal  being  irregular  at  this  section.    Ventilation  is  produced 
by  a  16  -foot  Capel  fan,  which  is  giving  ample  ventilation  to  the  No.  3  and 
No.  4  seams.    Gas  is  liberated  very  freely  in  the  No.  3  seam.    Exhaust  steam 
was  used  also  in  this  mine  during  the  winter  months  to  keep  the  mine  in  a 
damp  condition.    500  volts  is  used  which  is  dangerous.    All  supplies  as  re- 
quired by  law  are  on  hand. 

Harry  Pinkney,  Supt.  Thos.  Weldon,  Mine  Foreman. 

Wm.  Pruntin.  Fire  Bops. 

VIRGINIA  FUEL  CO. 
Big  Four.  W.  Va. 
General  Offices  of  Company,  Big  Four,  W.  Va. 
No.  1116.    Virginia  Mine. — This  is  a  slope  mine  and  is  working  the  No.  3 
Pocahontas  seam.    This  mine  has  worked  very  little  during  the  past  year, 
owing  to  the  mine  having  so  much  water.    During  the  first  part  of  April, 
Elkhorn  Creek  broke  into  the  mines  and  filled  the  mine  up,  within  20  minutes 
from  the  time  the  water  broke  through.    Fortunately,  no  one  was  in  the 
mine,  and  at  this  writing  the  mine  is  partly  filled  up  with  water.    The  roof  in 
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this  mine  is  very  bad.  Ventilation  is  produced  by  a  5  foot  Stine  fan,  which 
gives  ample  ventilation  for  the  size  of  the  mine.  All  supplies  required  by  law, 
on  hand. 

J.  A.  Staten,  Gen.  Mgr.  &  Supt.  T.  L.  Kiffinger,  Mine  Foreman. 

I.  L.  Kiffinger,  Fire  Boy?. 

PEERLESS  COAL  &  COKE  CO. 
Vivian,  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1117.    Peerless  Mine. — This  mine  is  located  on  the  main  line  of  the  X.  & 
W.  Railway  and  is  working  the  No.  3  Pocahontas  seam.    During  the  past  year 
two  electric  coal  cutting  machines  have  been  installed  and  one  additional 
haulage  motor.    Ventilation  is  produced  by  a  14  foot  Jeffrey  fan,  which  is 
giving  ample  ventilation  for  all  sections  of  the  mine.    A  6  foot  water  main 
has  been  installed  in  this  mine,  which  connects  with  a  large  tank  on  the  out- 
side and  also  gives  abundance  of  water  pressure.    2  inch  lines  are  installed  in 
all  cross  entries.    This  mine  is  in  first  class  condition  so  far  as  keeping  the 
dust  well  watered  down  for  this  coming  winter.    Haulage  is  being  done  by 
electric  motor  for  side  track.    Tracks  throughout  this  mine  are  in  good  con- 
dition.   Several  automatic  trap  doors  have  been  installed  during  the  year. 
All  supplies  required  by  law,  on  hand. 

B.  Y.  Luther,  Gen.  Mgr.  &  Supt.         Tom  Barrett.  Mine  Boss. 

W.  A.  Roberts,  Mine  Boss. 
J.  J.  Hill,  Fire  Bom. 

PEEBLESS  COAL  &  COKE  CO. 
Vivian,  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1117.    Peerless  Mine  No.  2. — This  is  a  new  mine  working  the  No.  3 
Pocahontas  seam  at  Vivian.    Natural  ventilation  is  all  that  is  necessary  here 
at  present,  as  at  this  writing  each  drift  is  in  not  more  than  50  feet.    A  new 
steel  tipple  has  been  erected  with  a  conveyor  which  carries  the  coal  from  the 
drift  mouth  to  the  top  of  the  tipple  before  screening.    This  mine  will  be  de- 
veloped on  the  three  entry  system,  using  the  two  entry  system  for  cross  entries. 
At  present  the  coal  is  dipping  very  much  from  the  drift  mouth,  which  is  only 
a  local  condition.      This  will  be  one  of  the  most  up-to-date  mines  in  the  dis- 
trict. 

R.  Y.  Luther,  Supt.  Sam  Mitchell.  Mine  Foreman. 

E  MP  I  BE  COAL  &  COKE  CO. 
Landgrap.  W.  Va. 
General  Offices  of  Company,  Landgraf,  W.  Va. 
No.  1118.    Empire  Mine. — This  mine  is  located  on  the  main  line  of  the  N.  & 
W.  Railway,  10  miles  east  of  Welch.    This  is  a  drift  mine.    Ventilation  is 
produced  by  a  15  foot  fan.    Gas  is  generated  in  this  mine  but  not  in  large 
quantities.    During  the  past  year  this  mine  has  been  found  in  first  class 
condition  in  every  respect.    The  general  manager  of  this  company  gives  his 
mine  foreman  abundant  assistance.    In  each  section  of  this  mine.  Timbering 
is  in  good  condition  throughout  the  mine.    Clay  is  put  in  suitable  places  for 
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the  miners  to  use  for  the  tamping  of  all  holes.  Dynamite  has  been  abandoned. 
Permissible  powder  is  used  for  the  shooting  of  coal  in  pillars  which  are  dry. 
Preparations  are  being  made  to  inject  steam  into  this  mine  during  the  coming 
winter.    All  supplies  required  by  law  on  hand. 

,W.  D.  Ord,  Gen,  Mgr.  D.  W.  Farquharson,  Mine  Foreman. 

\\.  Barrett,  Asst.  Mine  Foreman. 
Wm.  Norms,  Fire  Boss. 

SHAWNEE  COAL  &  COKE  CO. 
Eckman,  W.  Va. 
General  Offices  of  Company,  Eckman,  W.  Va. 
No.  1119.  Shawnee  Mime. — This  is  a  drift  mine  located  at  Eckman,  W.  Va., 
and  is  working  the  No.  3  Pocahontas  seam.  Ventilation  is  produced  by  a  14 
foot  fan,  which  is  giving  ample  ventilation  which  is  properly  distributed  to  the 
working  faces.  During  this  year  a  new  opening  has  been  made  near  the 
working  faces,  which  has  reduced  the  friction  of  the  air  considerably.  The 
main  entry  of  this  mine  and  several  cross  entries  have  reached  the  extreme 
end  of  their  lease  and  have  commenced  to  retreat.  On  Novmber  20,  1911,  the 
company  officials  expecting  to  have  the  first  fall  through  the  drawing  of  pillars, 
kept  a  careful  watch  over  this  part  of  the  work,  as  they  expected  that  gas  would 
be  liberated.  The  fire  boss  making  his  rounds  on  the  following  morning  dis- 
covered a  large  accumulation  of  gas.  This  accumulation  of  gas  was  handled 
very  successfully  by  the  mine  officials.  The  mine  did  not  work  till  no  trace  of 
gas  was  found.  The  general  manager  of  this  company  has  instructed  his 
officials  that  whenever  any  gas  is  discovered  in  even  small  quantities,  the  mine 
must  not  work  till  this  is  removed.  This  is  the  only  mine  in  this  district  that 
the  general  manager  insists  that  his  mine  must  be  inspected  each  and  every 
day,  including  Sundays.  Several  tons  of  salt  is  scattered  throughout  the 
mine  during  the  latter  part  of  the  summer  months;  water  box  is  used  with 
electric  attachment  to  spray  the  mine  in  general.  Overcasts  are  used  and 
built  of  masonry;  also  stoppings  on  the  main  entry.  The  roof  in  this  mine  is 
bad  in  sections.  All  miners  are  properly  supplied  with  posts  and  clay.  Rules 
and  mining  laws  are  properly  posted  and  kept  in  good  condition.  All  other 
supplies  required  by  law,  on  hand. 

Morris  Watts,  Gen.  Mgr.  M.  A.  Sexton.  Mine  Foreman. 

J.  C.  Campbell.  Gen  Mgr.  W.  J.  Carter,  Fire  Boss. 

W.  H.  Kessltng,  Fire  Boss. 

EUREKA  COAL  &  COKE  CO. 
Eckman,  W,  Va. 
General  Offices  of  Company,  Powhatan,  W.  Va. 
No.  1120.    Eureka  Mine. — This  is  a  drift  mine  and  is  working  the  No.  3 
Pocahontas  seam.    Ventilation  is  produced  by  a  16  foot  fan,  which  gives  ample 
ventilation  to  the  mine.    Overcasts  are  used  to  make  the  proper  split  in  the 
air  current.    Automatic  doors  are  used  in  general  throughout  the  mines.  The 
roof  is  bad  in  sections.    Cross  bars  are  used  in  general,  both  in  rooms  and 
entries,  owing  to  the  bad  condition  of  the  rooms.    Preparations  are  being  made 
at  this  writing  to  put  in  a  humidifying  system  the  same  as  is  used  in  the 
Powhatan  mine.    During  the  past  two  winters,  steam  has  been  injected  into 
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the  mine,  which  has  proved  very  satisfactory.  The  mine  foreman  at  this  mine 
has,  at  all  times,  had  the  miners  keep  a  prop  set  in  front  of  the  car  to  avoid 
any  fatal  or  serious  accidents.  Break-throughs  are  driven  at  the  proper  dis- 
tances. All  stoppings  on  the  main  entry  are  built  of  masonry,  also  ov<  rca 
Rules  and  mining  laws  are  posted  in  a  conspicuous  place  and  kept  in  good 
condition.  All  of  the  supplies  required  by  law,  on  hand. 
L.  E.  Tierney,  Gen.  Mgr.  L.  J.  South,  Mine  Foreman. 

C.  W.  Chambers,  Supt.  R.  H.  South,  Asst.  Mine  Foreman, 

J.  A.  Dalton,  Division  Supt.  L.  V.  Matthews,  Fire  Boss. 

PULASKI  IRON  CO. 
Eckman,  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1121.    No.  1  &  2  iMnes. — These  are  drift  mines  and  are  located  on  the 
main  line  of  the  N.  &  W.  Railway  at  Eckman,  11  miles  eTast  of  Welch,  and  are 
working  the  No.  3  Pocahontas  seam.    Ventilation  is  produced  by  a  16  foot 
fan,  which  gives  ample  ventilation,  properly  distributed  to  the  working  faces. 
These  mines  during  my  inspections  have  been  kept  in  first  class  condition.  All 
recommendations  furnished  this  company  have  been  cheerfully  carried  out. 
All  overcasts,  stoppings,  on  the  main  entries  are  built  of  masonry.  Electric 
wires  are  in  good  shape,  using  protection  boards  at  each  crossing.    All  old 
and  abandoned  works  are  inspected  regularly  in  case  of  any  accumulation  of 
gas.    During  my  inspection  of  this  mine,  I  have  never  detected  gas  in  either 
the  solid  or  abandoned  works.    This  company,  during  the  summer  months  of 
the  year,  scattered  several  tons  of  salt  through  different  sections  of  the  mine 
which  cannot  be  reached  without  electric  water  box.    All  break-throughs  are 
driven  as  required.    Copies  of  the  mining  laws  are  posted,  and  also  copies  of 
mine  rules.    All  supplies  required  by  law  on  hand. 
F.  E.  Cunningham,  Supt.  J.  M.  Shenk,  Mine  Foreman. 

J  as.  McGinnis,  Assi.  Mine  Foreman. 

W.  S.  Kesling,  Fire  Boss. 

PULASKI  IRON  CO. 
Eckman.  W.  Va. 
General  Offices  of  Company,  Philadelphia,  Pa. 
No.  1121.    Mine  No.  3. — This  is  a  drift  mine  and  is  working  the  No.  3 
Pocahontas  seam.    Ventilation  is  produced  by  a  10  foot  Jeffrey  fan  which  is 
capable  of  giving  200,000  cubic  feet  per  minute.    This  is  a  new  mine  and  is 
one  of  the  most  complete  operations  in  the  field.    All  drifts  are  built  of 
concrete.    The  main  air  ways  are  kept  absolutely  free  from  all  obstruction. 
Draw  slate  is  taken  down  and  removed  to  the  outside.    No  rooms  will  be  turned 
in  this  mine  until  all  entries  have  reached  the  boundary  line.    The  average 
thickness  of  coal  is  8  feet.    Width  of  entries,  12  feet.    All  breakthroughs 
are  driven  as  required  by  law.    All  supplies  required  by  law  on  hand. 
F.  E.  Cunningham,  Supt.  J.  M.  Shank,  Mine  Foreman^ 
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KEYSTONE  COAL  &  COKE  CO. 
Keystone,  W.  Va. 
General  Offices  of  Company,  Elkhorn,  W.  Va. 
No.  1122.  Mines  No.  1  &  8. — These  are  drift  mines  and  located  at  Key- 
stone on  the  main  line  of  the  N.  &  W.  Railway.  Ventilation  is  produced  by  an 
18  foot  fan,  electrically  driven.  This  mine  is  developed  on  the  double  entry 
system.  Rooms  driven  at  85  feet  centers.  The  roof  in  these  mines  are  gen- 
erally good.  Very  little  trouble  is  encountered  in  these  mines  in  extracting  the 
coal  from  the  pillars.  This,  I  attribute  to  the  management  using  an  extra  large 
pillar  between  the  rooms.  Gathering  motors  are  used  in  general  throughout 
both  mines.  Considerable  improvement  work  has  been  done  at  these  mines  in 
cleaning  up  the  air  courses,  which  is  giving  them  a  much  larger  area,  and  was 
badly  needed.  During  the  year  this  mine  was  taken  over  by  the  Houston 
Coal  &  Coke  Co.,  but  the  name  of  the  Keystone  Coal  &  Coke  Co.  is  still  retained. 
No  change  has  been  *made  in  the  management  except  the  general  manager. 
These  mines  have  been  found  in  very  good  condition  throughout  the  year, 
except  the  main  entries  have  been  allowed  to  accumulate  falling  rock  and  coal, 
which  has  leaked  through  the  cars  through  this  equipment  being  poor,  which 
has  kept  the  mine  entries  in  a  very  sluggish  condition.  All  coal  is  cut  by 
pick.  Miners  are  well  supplied  with  props-.  Fire  boss  and  mine  foreman's 
records  are  properly  filled  out.  All  supplies  required  by  law  are  on  hand. 
Benj.  Lewis,  Gen.  Mgr.,  James  Smith,  Mine  Foreman. 

Frank  Steele,  8upt,  Ott  Smith.  Mine  Foreman. 

Lex  Smith.  Mine  Foreman. 

Q.  A.  Manis,  Fire  Boss. 

LYNCHBURG  COAL  &  COKE  CO. 
Kyle.  W.  Va. 
General  Offices  of  Company,  Powhatan,  W.  Va. 
No.  1123.    Lynchburg  Mine. — This  mine  is  located  at  Kyle,  W.  Va.,  on  the 
main  line  of  the  N.  &  W.  Ry.,  east  of  Welch,  and  is  working  the  No.  3 
Pocahontas  seam.    Ventilation  is  produced  by  a  16  foot  fan,  which  gives  ample 
ventilation  throughout  the  mine.    All  coal  is  produced  by  pick.    Haulage  is 
done  by  electric   motors   and   mules.     Considerable   improvement   has  been 
made  in  this  mine  during  the  past  year,  such  as  cleaning  up  all  air  courses  and 
putting  in  a  new  concrete  drift  mouth.    During  the  year  this  mine  has  been 
kept  in  good  condition.    At  this  writing  there  is  under  construction  a  humidi- 
fier, the  same  that  is  installed  at  the  Powhatan  mine.    Clay  is  used  for  the 
tamping  of  all  holes.    Permissible  powder  is  used  for  the  shooting  of  all 
rocks.    All  supplies  as  required  by  law,  on  hand.    Mine  foreman  and  fire 
boss's  records  are  properly  filled. 

L.  E.  Tierney,  Gen.  Mgr.  Thcs.  Fitzsimmons.  Mine  Foreman. 

J.  A.  Dalton,  Gen,  upt.  Jos.  Armstrong,  Fire  Boss. 

POWHATAN  COAL  &  COKE  CO. 
Powhatan,  W.  Va. 
General  Offices  of  Company,  Powhatan,  W.  Va. 
No.  1124.    Powhatan  Mine. — This  mine  is  located  on  the  main  line  of  the 
N.  &  W.  Ry.,  at  Powhatan,  and  is  working  the  No.  3  Pocahontas  seam.  Venti- 
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lation  is  produced  by  a  16  foot  fan,  which  gives  ample  ventilation  throughout 
the  mine  and  is  well  distributed.  The  roof  is  good  in  general.  Coal  is  pro- 
duced by  pick  and  machine.  Haulage  is  done  by  electric  motors  and  mules. 
Drainage  is  good.  Clay  is  used  for  the  tamping  of  all  holes.  All  rock  is 
shot  with  permissible  powder  and  electric  detinators.  This  mine  has  one 
of  the  most  complete  radiator  systems  to  keep  the  mine  in  the  proper  relative 
humidity.  Several  tests  have  been  made  of  this  humidifier  during  the  year. 
The  old  water  box  system  has  been  discarded  absolutely.  During  the  inspec- 
tions of  this  mine,  the  past  year,  it  has  been  kept  in  a  properly  damp  con- 
dition at  all  times.  During  the  cold  season  a  report  was  made  by  the  writer 
and  Mr.  P.  A.  Grady,  of  this  humidifier  and  the  condition  of  the  mine,  at 
the  request  of  the  head  of  this  department,  copy  of  which  is  enclosed.  Mine 
foreman  and  fire  boss's  records  are  properly  filled.  All  supplies  required  by 
law  <*  re  on  hand. 

L.  E.  Tierney,  Gen.  Mgr.  H.  J.  Reed,  Mine  Foreman. 

J.  A.  Dalton,  Division  upt.  John  Smith,  Fire  Boss. 

UPLAND  COAL  &  COKE  CO. 
Elkhorn,  W.  Va. 
General  Offices  of  Company,  Upland,  W.  Va. 

No.  1125.  Upland  Mine. — This  mine  is  located  at  Upland  on  the  main  line 
of  the  Norkfolk  &  Western  Railway,  and  is  working  the  No.  3  Pocahontas 
seam,  which  averages  from  7  1-2  to  8  1-2  inches  in  thickness. 

Ventilation  is  produced  by  a  20  foot  fan,  and  the  air  is  well  distributed  to 
the  working  faces.  All  stoppings  and  oervcasts  are  built  of  masonry.  Drain- 
age throughout  the  mine  is  good.  Roof  is  very  bad  and  treacherous  on  pillar 
work.  Roof  in  rooms  is  very  good,  except  the  thin  draw  slate  in  sections. 
Coal  is  produced  both  by  pick  and  electric  machines.  All  shooting  and  ma- 
chine work  is  being  done  by  shot  fires,  the  breaking  shot  being  loaded  out  be- 
fore the  side  shots  are  fired.  Clay  is  used  for  tamping  throughout  the  mine. 
Haulage  is  done  by  electricity,  and  mule  power.  All  supplies  as  required  by 
law,  are  on  hand  and  kept  in  good  condition. 

J.  J.  Lincoln,  Gen.  Mgr.  J.  A.  Grantham,  Mine  Foreman. 

Sam  Earnest,  Asst.  Mine  Foreman. 
Chas.  Bryant,  Asst.  Mine  Foreman, 
W.  N.  Pack,  Asst.  Mine  Foreman. 

HOUSTON  COAL  &  COKE  CO. 
Elkhorn,  W.  Va. 
General  Offices  of  Company,  Elkhorn,  W.  Va. 
No.  1126.    Houston  Mine  No.  1. — This  mine  is  located  on  the  main  line  of 
the  Norfolk  &  Western  Railway,  16  miles  east  of  Welch,  at  Elkhorn,  and  is 
working  the  Pocahontas  No.  3  seam.    This  seam  .averages  in  thickness  from 
6  to  8  feet.    On  the  extreme  edge  of  their  lease  the  coal  is  split,  which  is 
characteristic  in  several  mines  in  this  section. 

The  roof  is  very  good.  All  coal  is  produced  by  pick,  using  electricity  for 
haulage.  Ventilation  has  been  found  at  all  times  very  satisfactory.  Stoppings 
on  the  main  entry  are  built  of  masonry,  using  board  stoppings  for  all  cross 
entries. 
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During  inspections  at  this  mine  I  have  found  it  at  all  times  in  good  con- 
dition; also  having  one  of  the  most  up-to-date  and  neatest  first-aid  supply 
houses,  with  running  hot  and  cold  water,  built  on  the  outside,  as  one  could 
possibly  desire. 

Preparations  at  this  writing  are  being  made  to  use  the  radiator  and  steam 
system  this  coming  winter,  so  as  to  have  the  relative  humidity  throughout  the 
mine.  This  company,  at  all  times  has  been  willing  and  ready  to  carry  out  any 
recommendations  made  by  the  inspector. 

Benj.  Lewis,  Gen.  Mgr.  &  Supt.  Chris.   Kershaw,  Mine  Foreman. 

Dan  Deem  an,  Fire  Bors. 

HOUSTON  COAL  &  COKE  CO. 
Elkhorn,  W.  Va. 
General  Offices  of  Company,  Elkhorn,  W.  Va. 

No.  1126.  Houston  Mine  No.  2. — This  mine  is  located  on  the  main  line  of 
the  Norfolk  &  Western  Railway,  L6  miles  cast  of  Welch,  at  Elkhorn,  and  is 
operating  the  No.  3  Pocahontas  seam,  with  an  average  thickness  of  from  6 
to  8  feet.  Ventilation  of  this  mine  has,  at  all  times,  been  found  in  good 
condition.  No  gas  has  been  detected  at  any  time  during  my  inspections 
of  the  past  year.  The  main  entry  during  this  year  has  been  driven  through 
the  mountain  to  the  Northfork  Branch,  which  has  simplified  the  ventilation  very 
much,  and  also  made  it  very  convenient  for  the  Company  to  supply  the  miners 
with  the  necessary  posts  and  caps. 

Considerable  pillar  work  has  been  done  in  this  mine,  and  I  consider  they  have 
been  very  fortunate  in  not  having  serious  accidents,  as  the  draw  slate  above  this 
coal  is  very  bad  in  the  pillar  section.  All  stoppings  on  the  main  entry  are 
built  of  masonry.  All  cross  entry  stops  are  built  of  wood.  This  mine  has 
been  found  in  first  class  condition  during  the  year,  with  the  exceptions  of 
some  miners  not  using  the  clay  for  tamping. 

Benj.  Lewis,  Gen.  Mgr.  &  Supt.  Geo.  Guy,  Mine  Foreman. 

Dan  Deeman,  Fire  Boss. 

CFOZEB  COAL  &  COKE  CO. 
Elkhorn.  W.  Va. 
General  Offices  of  Company,  Elkhorn,  W.  Va. 
No.  1127.    Mine  No.  1. — This  mine  is  located  on  the  main  line  of  the  Nor- 
folk &  Western  Railway  at  Elkhorn,  and  20  miles  east  of  Welch,  and  is  work- 
ing the  No.  3  Pocahontas  seam.    Ventilation  is  produced  by  a  20  foot  fan, 
which  is  giving  first  class  results,  as  several  openings  are  on  the  opposite  side 
of  the  mountain,  which  are  used  for  intakes,  the  fan  being  an  exhaust  fan. 
Stoppings  on  the  main  entry  and  overcasts  are  built  of  masonry.    All  coal  is 
cut  pick,  using  electricity  for  haulage  purposes.    The  mine  foreman  at  this 
mine  and  superintendent  have  taken  great  interest  in  getting  this  mine  in  its 
present  condition.    All  recommendations  given  by  the  inspector  in  charge  have 
been  cheerfully  carried  out.    All  supplies,  as  required  by  law,  are  on  hand  and 
well  taken  care  of. 

Edward  Evans,  Supt.  Joe  McCrickard,  Mine  Foreman. 

J.  J.  Lincoln,  Gen.  Mgr.  M.  Yates,  Asst  Mine  Foreman. 
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CBO ZEE  COAL  &  COKE  CO. 
Elkhorn,  W.  Va. 
General  Offices  of  Company,  Upland,  Penna. 
No.  1127.    Crozer  Mine  No.  2. — This  mine  is  located  on  the  main  line  of  the 
Norfolk  &  Western  Railway,  16  miles  east  of  Welch,  at  Elkhorn,  W.  Va.,  and  is 
working  the  No.  3  seam  of  Pocahontas  coal,  which  averages  8  feet  in  thickness. 
During  the  past  year  a  new  fan  has  been  installed  at  the  extreme  end  of  their 
lease,  which  has  improved   the  ventilation   very   satisfactorily.    During  the 
past  year,  electric  machines  have  been  installed  on  the  main  entry  section. 
The  roof  in  this  mine  in  general  is  good.    All  stoppings  on  the  main  entry 
are  built  of  masonry;  also  several  automatic  trap  doors  have  been  installed, 
which  has  proved  of  great  service  in  keeping  the  air  in  its  proper  course  and 
properly   distributed.    During  my  last  inspections   of  this  mine,  the  mine 
officials  have  taken  great  care  in  keeping  this  mine  in  first  class  condition. 
Edward  Evans,  Supt.  E.  Smith,  Mine  Foreman.. 

J.  J.  Lincoln.  Gen.  Mgr.  D.  Shackleford,  Asst.  Mine  Fore'n. 

TURKEY  GAP  COAL  &  COKE  CO. 
Ennis,  W.  Va. 
General  Offices  of  Company,  Ennis,  W.  Va. 
No.  1128.  Turkey  Gap  Mine. — This  mine  is  located  on  the  main  line  of  the 
Norfolk  &  Western  Eailway,  at  Ennis,  and  is  working  the  No.  3  Pocahontas 
seam.  Ventilation  is  produced  by  an  18  foot  fan,  which  has  been  giving  ample 
ventilation  during  the  past  year's  inspection.  This  mine  is  absolutely  all 
pillar  work.  The  roof  being  very  bad  in  sections,  timbering  throughout  this 
mine  is  looked  after  very  closely  by  the  mine  officials.  Stoppings  on  the  main 
entry  are  built  of  masonry;  stoppings  on  all  cross  entries  are  built  of  wood. 
During  the  year  this  mine  has  been  kept  in  a  damp  condition,  except  right  at 
the  faces  where  the  men  are  working.  The  dust  in  these  sections  is  a  very  dif- 
ficult proposition,  owing  to  the  crushed  condition  of  the  coal.  All  coal  in  this 
mine  is  produced  by  pick,  using  mules  and  steam  locomotives  for  haulage 
purposes.  All  supplies,  as  required  by  law,  are  properly  posted  and  kept  in 
good  condition. 

Ed.  McQtjail,  Gen.  Mgr.  &  Supt.  J.  P.  Johnson,  Mine  Foreman. 

J.  W.  Brown,  Fire  Boss. 

SAFETY  THE  FIRST  CONSIDERATION. 

UNITED  STATES  COAL  &  COKE  CO. 
Synopsis  of  Instructions  Issued  in  Circular  Letters  for  Mine  Foremen 

and  Assistants. 
NOTE. 

These  instruction  are  intended  to  supplement  the  mine  law,  and  the  posted 
rules  of  the  company.    Should  anything  in  them  conflict  with  the  mine  law  or 
the  rules,  the  law  and  the  rules  must,  govern  and  be  followed  explicitly. 
In  all  work  consider:  — 

First— Safety. 

Second — Quality. 

Third—Cost. 

Approved  Sept.  25,  1911.  E.  O 'Toole.  General  Superintendent. 
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SAFETY  TEE  FIB  ST  CONSIDERATION. 

UNITED  STATES  COAL  &  COKE  CO. 
Standards  for  Ventilation  and  Inspection. 

1.  The  last  breakthrough  of  every  pair  of  leadings  whether  working  or 
not,  must  have  at  least  12,000  cu.  ft.  of  air  per  minute  passing  through  it. 

2.  On  room  headings,  the  air  current  must  be  properly  cheeked  with  canvas 
curtains,  to  cause  it  to  circulate  to  faces  of  rooms.  Curtains  must  not  be  more 
than  seven  (7)  rooms  apart. 

3.  Ass't.  foremen  must  examine  each  working  place  in  their  districts,  and 
mark  each  place  visited  with  date  of  month,  before  allowing  men  to  enter  them. 
Each  idle  place  must  also  be  examined  each  day,  and  a  record  of  the  examina- 
tion must  be  made  daily  in  the  book  provided  for  that  purpose. 

4.  Before  entering  the  mine,  ass't.  foreman  must  ascertain  the  condition  of 
the  ventilating  apparatus  from  the  fan  man  or  the  substation  man. 

_  5.  When  the  fan  has  been  stopped  for  one  hour,  or  more,  for  any  reason, 
all  places  must  be  thoroughly  examined  by  ass't.  foremen  before  allowing  men 
to  enter  them,  and  a  record  of  the  examination  must  be  made  in  the  record 
book. 

6.  All  permanent  brattices  must  be  built  of  incombustible  material — con- 
crete preferred. 

7  Temporary  brattices  must  be  made  of  boards,  well  put  together  and  with 
joints  stopped  up  with  cement. 

8.  If  it  is  necessary  to  carry  a  brattice  from  the  last  break  through  to  the 
face  of  any  working  place,  use  boards  and  not  canvas. 

9.  Air  measurements  must  be  made  weekly  and  be  recorded  in  the  book  pro- 
vided for  that  purpose. 

10.  For  each  shortage  of  air  reported  by  monthly  measurement  of  engineers, 
ten  (10)  demerits  will  be  charged  to  the  ass't.  foreman  in  whose  district  it 
was  found. 

11.  Ass't  foremen  must  carry  Pieler  testing  lamps  when  making  exami- 
nations, and  all  final  tests  for  gas  must  be  made  with  this  lamp.  When  an 
ordinary  safety  lamp  will  not  detect  gas,  try  the  Pieler  lamp. 

12.  The  presence  of  dust,  as  well  as  gss.  must  be  noted  in  the  record 
book. 

13.  Dust  must  not  be  allowed  to  accumulate  in  working  places  nor  anywhere 
in  the  mine. 

14.  All  dusty  places  on  haulage  roads  must  be  sprinkled  daily. 

SAFETY  THE  FIRST  CONSIDERATION. 

UNITED  STATES  COAL  &  COKE  CO. 
Standards  for  Explosives  and  Shooting. 

31.  No  charge,  of  any  explosive,  in  any  one  hole,  shall  exceed  two  (2) 
pounds. 

32.  Machine  cuttings  must  be  loaded  in  car  before  coal  is  shot  down. 

33.  Before  firing  a  shot,  ass't.  foreman  must  see  that  the  place  is  free  from 
gas  and  dust,  properly  posted  and  safe  in  all  respects. 

34.  No  one  but  ass't.  foremen  or  persons  designated  by  mine  foreman  are 
allowed  to  have  possession  of  brattices  or  to  fire  any  shot. 
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35.  Before  firing  a  shot,  ass't.  foreman  must  see  that  all  workmen  have 
"withdrawn  to  a  place  of  safety,  and  he  must  not  be  in  the  line  of  the  shot  him- 
self. 

36.  Ass't  foremen  must  not  fire  any  shot  that  is  improperly  drilled,  drilled 
on  the  solid,  or  improperly  tamped. 

37.  Ass't.  foreman  must  not  fire  any  shot  within  three  hours  after  detecting 
gas  in  any  place  in  his  district. 

38.  Where  more  than  one  shot  is  to  be  fired  in  any  place,  one  shot  only  shall 
be  charged,  tamped  and  fired,  and  an  examination  of  the  place  must  be  made 
before  firing  the  second  or  following  shots.  Only  one  shot  shall  be  fired  at 
a  time.  Ass't  foremen  must  carefully  examine  working  places,  after  shoot- 
ing, before  allowing  work  to  begin. 

39.  No  explosives  excepting  flameless  explosives,  approved  by  the  U.  S. 
Bureau  of  Mines,  shall  be  used. 

40.  All  holes  must  be  tamped  with  clay  the  full  depth  of  the  hole. 

41.  No  shot  that  has  missed  fire  shall  be  drilled  out.  Drill  a  new  hole  in 
such  a  manner  that  it  will  not  come  in  contact  with  the  explosive  in  original 
hole.    Second   hole   must   be   charged  lightly. 

42.  If  shots  miss  fire,  or  are  not  fired  for  any  reason,  ass't.  foremen  must 
report  the  fact  to  the  mine  foreman,  who  must  record  the  fact  and  the  reason 
for  it  in  his  record  book. 

43.  If  necessary,  water  dust  at  working  face  before  shooting. 

44.  Anguers  are  to  be  made  to  gauge,  which  must  not  exceed  one  and  three- 
fourths  (1%)  inches  in  diameter. 

45.  Use  wooden  sticks  for  tamping  holes. 

46.  Shots  must  be  fired  by  battery  and  not  from  machine  or  trolley  wire. 

47.  Ass 't.  foremen  must  see  that  all  caps  or  exploders  are  kept  separate 
from  explosives  and  at  least  thirty  (30)  ft.  from  them.  Caps  must  be  kept  in 
a  hole  dug  in  solid  coal. 

SAFETY  THE  FIB  ST  CONSIDERATION. 

UNITED  STATES  COAL  &  COKE  CO. 
Standards  for  Trackwork.  Line  Sights.  Etc. 

61.  Line  sights  are  to  be  carried  five  and  one-half  (5%)  feet  from  the  rib 
in  rooms  and  air  courses,  and  in  the  centers  of  headings. 

62.  Sights  in  all  places  working  must  be  extended  each  day. 

63.  Sight  lines  must  be  marked  on  roof  by  continuous  chalk  lines  in  all 
places. 

64.  All  haulage  roads  on  which  more  than  one  car  is  hauled  per  trip  shall 
be  at  least  five  (5)  feet  high  above  the  rail,  and  there  shall  be  at  least  two 
and  one-half  (2%)  feet  clearance  between  any  part  of  a  car  and  the  side  of 
the  heading  at  all  places. 

65.  Permanent  track  must  be  kept  within  one  hundred  fifty  (150)  feet  of 
face. 

66.  Track  must  be  laid  to  line. 

67.  Where  grades  are  given,  track  must  be  laid  to  grade. 

68.  All  rash,  slate,  etc.,  is  to  be  kept  cleaned  off  haulage  roads. 

69.  Ties  are  not  to  be  over  eighteen  (18)  inches  centers  on  haulage  roads. 

70.  Loaders  must  lay  the  track  in  their  working  places. 


280 


Annual  Report  of 


[W.  Va. 


71.  See  that  steel  ties  are  used  for  room  tracks  and  that  all  straight  track 
is  laid  to  exact  gauge — forty-eight  (48)  inches. 

72.  Permanent  track  must  be  bonded  as  it  is  laid. 

SAFETY  THE  FIRST  CONSIDERATION. 

UNITED  STATES  COAL  &  COKE  CO. 
Standards  for  Timbering,  Slate  Work,  Etc. 

81.  Where  any  dangerous  slate  is  found,  ass't.  foreman  must  take  it  down 
at  once,  before  work  is  done  near  it,  or  anyone,  or  any  trip,  allowed  to  pass 
under  it. 

82.  Loaders  must  post  their  working  places.  Proper  arrangement  and 
spacing  of  caps,  posts,  etc.,  is  shown  on  standard  plan  attached,  which  must 
be  strictly  followed.  Posts  must  be  set  in  straight  lines  and  be  vertical. 
Cap  pieces  must  be  wedged  tightly  against  roof,  with  wedge  between  post  and 
cap. 

83.  Ass't.  foremen  must  not  O.  K.  nor  allow  any  place  to  be  cut  where 
posts  are  more  than  six  (6)  feet  from  the  face  at  the  bottom. 

84.  All  slate  and  loose  rash  must  be  taken  down  in  haulage  roads.  Places 
must  not  be  cut  until  slate  or  rash  is  taken  down  to  face. 

85.  No  permanent  timbering  will  be  allowed  on  haulage  roads  unless 
under  special  instructions  from  General  Superintendent. 

86.  Slate  or  loose  rash  in  manways  is  to  be  taken  down,  same  as  in  haulage 
ways. 

87.  Airways  are  to  be  timbered  in  same  manner  as  rooms. 

88.  Loaders  must  clean  up  slate  falls  in  their  working  places,  and  must  be 
paid  extra  for  this. 

89.  Mining  machines  should  start  to  cut  on  track  side  of  place. 

SAFETY  THE  FIRST  CONSIDERATION. 
UNITED  STATES  COAL  &  COKE  CO. 
Standards  for  Electric  Work. 

101.  The  general  arrangement  of  hangers,  etc.,  for  trolley  wire  is  shown  on 
accompanying  plans,  which  must  be  strictly  followed. 

102.  Trolley  wire  must  be  hung  six  (6)  inches  outside  of  rail  and  must  be 
as  nearly  parallel  to  it,  both  horizontally  and  vertically,  as  it  can  be. 

103.  Where  roof  is  high,  trolley  hangers  can  be  spaced  thirty-three  (33) 
feet  apart  on  straight  track.  Where  clearance  between  roof  and  wire  is  low, 
hangers  can  be  spaced  twetny-five  (25)  feet  to  twenty  (20)  feet  apart  on 
straight  track;  the  wire  must  always  be  so  hung  that  it  cannot  be  forced 
against  the  roof  by  the  trolley  wheel  passing  under  it.  On  curves,  hangers  are 
to  be  spaced  as  shown  on  standard  plan,  depending  upon  the  radius  of  curve. 
Hangers  must  be  close  enough  to  prevent  being  bent  sidewise  by  strain  of 
wire.  Trolley  wire  must  be  pulled  tight  and  be  dead  ended  with  an  insulated 
turnbuckle  to  an  anchor  bolt  in  roof  or  to  a  heavy  post. 

104.  Where  trolley  wires  or  feed  lines  cross  a  heading  or  at  turn  out  for 
side  tracks,  each  must  be  protected  by  hanging  boards,  so  that  neither  man 
nor  mule  can  come  in  contact  with  wire. 

105.  Section  line  switches  and  sectional  insulators  must  be  installed  on  all 
trolley  wire  branches.  Section  line  switches  must  be  installed  on  machine  and 
pump  lines.    Cable  for  wiring  switches  and  insulators  must  be  of  same  capacity 
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as  circuit  controlled  by  switch.  Ends  of  cables  must  be  soldered  solid  and 
filed  to  fit  terminal,  or  be  soldered  solid  into  feeder  ear  or  terminal  of  switches 
and  sectional  insulators.  Cables  must  be  kept  clear  of  switch  boxes  and  por- 
celain tubes  be  used  to  bush  holes,  or  holes  have  one-half  (Vz)  inch  clearance 
all  around  cables. 

106.  Trolley  frogs  must  be  used  at  all  turn  outs  and  each  frog  must  have 
an  electric  lamp  beside  it.  Frogs  must  be  located  and  supported  by  extra 
hangers,  as  shown  on  standard  plan. 

li>7.  A  clear  space  of  at  least  two  (2)  inches  must  be  allowed  above  trolley 
wire  where  it  passes  through  a  door,  and  hangers  must  be  placed  close  to 
each  side  of  door  to  prevent  wire  being  forced  up  against  wood. 

108.  Joints  on  trolley  wire  must  be  made  with  sleeves. 

109.  Feeder  cables  must  be  supported  at  intervals  of  twenty  (20)  feet  on 
barn  hangers  and  special  "Gem''  insulators.  Cables  are  to  be  placed  twelve 
(12)  inches  outside  of  trolley  lines  and  must  be  connected  to  them  at  intervals 
of  two  hundred  (200)  feet  by  feeder  cars  and  solderless  cable  taps.  Cables 
must  be  properly  dead  ended  with  cable  and  insulated  turnbuckles. 

110.  Machine  wire  must  be  supported  on  insulators,  which  must  not  be  more 
than  thirty-three  (33)  feet  apart,  and  close  enough  to  prevent  wires  touching 
posts,  rib  or  roof.  Ground  wires  must  be  put  up  in  same  manner  as  live  wires. 
Where  roof  is  good  and  not  less  than  six  and  one-half  (6%)  feet  above  top 
of  rail,  wires  should  be  put  on  roof  at  side  of  heading,  and  be  eighteen  (18) 
inches  apart,  the  live  wire  being  placed  as  close  to  rib  as  possible;  where  neces- 
sary to  place  wires  on  ribs  and  posts  they  must  be  twenty-four  (24)  inches 
apart.  All  wires  must  be  dead  ended  on  porcelain  insulators.  Porcelain  tubes 
must  be  used  around  wires  passing  through  doors  or  curtains,  and  insulators 
must  be  placed  close  to  each  end  of  tubes.  Joints  must  be  well  twisted  to- 
gether, with  six  (6)  turns  on  each  side.  No  hook  joints  wnll  be  allowed.  Ma- 
chine wires  must  be  placed  on  same  side  of  track  as  trolley  wire.  All  wires 
must  be  pulled  tight  and  be  well  tied  to  approved  insulators.  Machine  wire 
should  not  be  used  in  rooms  less  than  four  hundred  (400)  feet  long.  Where 
rooms  are  longer  than  this,  room  wires  must  not  be  connected  to  heading  wires, 
excepting  when  machine  is  in  operation  in  room.  Each  machine  must  carry 
one  pair  of  jumpers  to  reach  from  heading  to  room  wires.  Insulators  must 
be  put  on  pins,  and  no  wedging  of  insulators  between  wires  or  between  wire 
and  roof  or  coal  or  wood  will  be  permitted.  -  One  wire  only  must  be  on  one 
insulator. 

111.  All  tracks  on  headings  where  electric  haulage  is  used  must  be  bounded 
when  laid.  Holes  for  bonds  must  fce  clean  and  bright  and  bond  terminals  be 
forced  firmly  against  the  metal.  Splice  bars  must  be  left  off  joints  until  bond- 
ing is  inspected  by  mine  foreman  or  superintendent.  All  switches  on  haulage 
roads  must  be  bonded  as  shown  on  standard  plan  attached,  and  all  track  should 
be  cross  bonded  at  intervals  not  exceeding  five  hundred  (500)  feet. 

112.  All  light  wiring  must  be  thoroughly  insulated  from  roof,  rib  or  tim- 
bers, and  must  be  tied  to  porcelain  insulators  with  non-conducting  material. 
Wire  from  lamp  to  ground  must  be  on  insulators,  and  wire  from  rib  to  rail 
be  buried.    No  nails  or  staples  will  be  allowed  for  fastening  wire. 

113.  All  insulated  cables  and  wires  must  be  kept  free  from  grounds,  same 
as  bare  wires. 
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114.  Pipe  lines  must  not  be  used  solely  for  pump  motor  returns,  but  when 
running  close  to  and  parallel  with  a  bonded  rail,  may  be  connected  to  rail  at 
intervals  not  exceeding  five  hundred  (500)  feet. 

115.  Where  lights  are  to  be  installed  in  mines,  or  damp,  wet  or  dusty  build- 
ings, where  waterproof  sockets  must  be  used  and  where  lamp  is  not  to  be 
carried  about,  wires  to  socket  must  be  soldered  direct  to  the  circuit  wires,  but 
supported  independently  of  them.  Porcelain  cleats  or  split  knobs  can  be  used 
to  support  droplight.    See  plan. 

116.  Where  lights  are  to  be  installed  that  are  used  for  portable  purposes, 
or  where  lights  come  in  contact  with  surrounding  objects,  Portable  cord — not 
lamp  cord — must  be  used,  wires  to  be  soldered  direct  to  circuit  wires  and  be 
supported  independently  of  them  with  porcelain  cleats.    See  plan. 

117.  Lamp  cord  will  not  be  approved  in  wet  or  dusty  places.  Cord  must 
hang  free  from  resete.  No  looping  of  long  cords  and  no  suspending  from 
hooks  or  nails  in  ceilings  will  be  permitted. 

SAFETY  THE  FIB8T  CONSIDERATION. 
UNITED  STATES  COAL  &  COKE  CO. 
General  Rules. 

121.  Mines  will  begin  work  at  7  A.  M.  and  stop  dumping  at  3:45  P.  M. 

122.  All  men  must  be  checked  in  and  out  of  the  mine  each  day. 

123.  No  one  but  employees  allowed  to  enter  the  mines  unless  accompanied 
by  the  mine  foreman  or  some  other  official. 

124.  No  person  under  eighteen  (18)  years  of  age  shall  be  employed  without 
first  furnishing  affidavit  of  age  from  his  parents  or  guardian. 

125.  All  work,  excepting  such  repairs  as  cannot  be  done  while  operating  or 
at  night,  must  be  suspended  on  Sundays. 

126.  Po  not  allow  grease,  oily  waste  or  any  other  inflammable  material  to 
accumulate  in  pump  house,  offices  or  anywhere  else. 

127.  Do  not  allow  wood,  old  boards,  ties,  posts  or  any  inflammable  material 
to  accumulate  in  the  mines. 

128.  Mining  machine  men  must  be  in  working  places  or  at  mine  office  at 
4  P.  M.  to  receive  instructions  from  ass-'t.  foremen. 

129.  Unless  otherwise  instructed,  one  man  only  will  be  allowed  per  working 
place. 

130.  No  machinery  of  any  kind  must  be  allowed  to  operate  unless  all  gears 
and  dangerous  portions  are  fully  guarded. 

SAFETY  THE  FIRST  CONSIDERATION. 
UNITED  STATES  COA*L  &  COKE  CO. 
Mr.  Edward  O 'Toole,  General  Superintendent. 

I  hereby  acknowledge  the  receipt  of  one  copy  of  ' '  Synopsis  of  Instructions 
Issued  in  Circular  Letters,"  which  I  have  carefully  read. 


Superintendent. 
Mine  Foreman. 
Ass't.  Foreman. 
Electrician. 

Note. — No  premium  will  be  paid  any  mine  foreman  or  assistant  unless  this 
receipt  is  on  file  in  the  Main  Office. 
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UNITED  STATES  COAL  &  COKE  CO. 
Gary,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1129.    Mine  No.  1. — This  shaft  mine  is  located  on  Tug  Fork  branch  of 
the  N.  &  W.  Kailway  at  Wilcoe.    This  shaft  has  not  been  working  for  the 
two  years,  with  the  exception  of  producing  coal  in  order  to  keep  the  pumps 
going,  and  to  stop  the  mine  filling  up  with  water.    A  rock  tunnel  is  driven  to 
connect  No.  1  shaft  with  No.  3  mine,  which  is  a  distance  of  several  thousand 
feet.    No.  3  seam  liberates  considerable  gas  but  ventilation  is  conducted  in 
its  proper  course  at  all  times,  so  as  not  to  allow  any  accumulation  of  fire 
damp.    This  shaft  is  inspected  by  the  company  inspector  as  regularly  as  an  of 
the  mines. 

Gen.  Edw.  O 'Toole,  Gen.  Supt. 
C.  M.  Gates,.  Supt. 

C.  M.  Gates,  Comapny  Mine  Inspector. 
Wm.  Kearns,  Compawy  Mine  Inspector. 

UNITED  STATES  COAL  &  COKE  CO. 
Gary.  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1130.  Mine  No.  2. — This  is  a  drift  mine  located  at  Gary,  and  working 
the  No.  4  Pocahontas  seam.  A  conveyor  is  used  in  the  slope  opening  to  con- 
vey coal  to  the  tipple.  Coal  is  dumped  at  the  foot  of  the  slope  in  the  mine 
but  this  is  on  the  return  air  way.  All  dust  immediately  returns  to  the  outside. 
Ventilation  is  produced  by  a  20  foot  fan,  which  gives  abundance  of  ventilation 
to  all  sections  of  the  mine.  This  mine  is  developed  on  the  4  and  5  entry  sys- 
tem. All  coal  is  cut  with  electric  machines  using  no  pick  men  in  the  mine. 
This  mine  is  divided  into  6  different  currents  of  air.  All  overcasts  and  stop- 
pings in  this  mine  are  built  of  concrete  and  mosonry.  Permissible  powder  is 
used  absolutely  with  electric  detinators,  using  shot  fire.  Systematic  timbering 
is  used  throughout  the  mine.  During  my  inspections  of  the  mine  the  past 
year,  the  mine  has  been  found  in  good  condition,  and  every  safeguard  available 
is  thrown  around  the  employees.  The  mining  laws  are  complied  with  in  every 
respect. 

Gen.  Edw.  O 'Toole,  Gen.  Supt.  S.  O.  Jones,  Mine  Foreman. 

E.  M.  Esser,  Supt.  M.  Charney,  Asst.  Mine  Foreman. 

W.  Jones.  Supt.  W.  H.  Witworth, 

C.  M.  Gates,  Company  Inspector.  B.  Johnson, 

Mm.  Kearns,  Company  Inspector.         John  Kurtok,  Asst.  Mine  Formean. 

J.  T.  Storks,  Asst.  Mine  For  man. 
S.  D.  Driver,  Asst.  Mine  Foreman. 
J.  E.  Morrell,  Asst.  Mine  Foreman. 
J.  D.  Hyatt,  Asst.  Mine  Foreman. 

UNITED  STATES  COAL  &  COKE  CO. 
Gary,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1131.    Mine  No.  3. — This  is  a  drift  mine  located  at  Gary,  and  is  work- 
ing the  No.  4  Pocahontas  seam.    Ventilation  is  produced  by  a  20  foot  fan 
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which  is  giving  ample  ventilation  throughout  the  mine.  This  mine  is  developed 
on  the  4  entry  system,  using  masonry  for  all  stoppings  and  overcasts.  Break- 
throughs are  driven  at  the  required  distance  and  all  doors  are  found  in  first 
class  condition.  Permissible  powder  and. shot  firers  are  used,  and  using  the 
electric  detinator.  Clay  is  furnished  all  miners.  Props  are  put  at  suitable 
places.  Systematic  timbering  is  carried  on  throughout  the  mine.  Drainage 
in  this  mine  is  generally  good.  All  coal  is  cut  by  machines,  using  mules  and 
electric  motors  for  hauling.  During  my  inspection  of  this  mine  this  year,  it 
has  been  found  in  first  class  condition  at  all  times. 


Gen.  Edw.  O 'Toole,  Gen.  Suj>t. 
W.  A.  Wilson,  Supt. 
C.  M.  Gates,  Company  Inspector. 
W'm.  Kearns.  Company  Inspector. 


John  Mullen,  Mine  Foreman. 
J.  \V.  Gates,  Mine  Foreman. 
Chas.   Reedy,  Asst.  Mine  Foreman. 
R.  Y.  Harrison,  Asst.  Foreman. 
Poney   Poye,   Asst.  Foreman. 
Toney  Albert,  Asst.  Foreman. 
Wm.  Jones,  Asst.  Foreman. 
Joe  Cuty,  Asst.  Foreman. 
TT.  F.  Queen,  Asst.  Foreman. 
ANDY  Sego,  Asst.  Foreman. 
E.  Ruling.  Asst.  Foreman. 


.     UNITED  STATES  COAL  &  COKE  CO. 
Throp,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1132.    Mine  No.  4. — This  is  a  drift  mine  and  is  located  on  a  branch  line 
of  the  N.  &  W.  Railway  on  Tug  Fork,  three  miles  from  Gary,  and  is  working 
the  No.  3  Pocahontas  seam.    Ventilation  throughout  this  mine  has  been  found 
in  first,  class  condition  on  every  inspection.    All  coal  is  cut  by  electric  machines. 
Permissibe  plowder  is  used  throughout  the  mine  for  the  shooting,  of  all  coal 
and  rock,  with  electric  detinators.    During  my  inspections  of  the  mine  the 
past  year  this  mine  has  been  found  in  first  class  condition. 


Gen.  Edw.  O 'Toole,  Gen.  Supt. 
A.  M.  Harris.  Supt. 

C.  M.  Gates,. Company  Inspector. 
Wm.  Kearns,  Company  Inspector. 


A.  G.  Hahn,  Mine  Foreman. 
S.  L.  Bolen,  Asst.  Foreman. 
Mike  Smith,  Asst.  Foreman. 
Frank  Carpenter,  Asst.  Foreman. 
Tgnots  Bash,  Asst.  Foreman. 
Walter  Jones,  Asst.  Foreman. 
F.  B.  Sexton,  Asst.  Foreman. 
Steve  Scotch,  Ast&t.  Foreman. 
T.  J.  Sizemore,  Asst.  Foreman. 
Jos.  Chromek,  Asst.  Foreman. 


UNITED  STATES  COAL  &  COKE  CO. 
Throp.  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1133.    Mine  No.  5. — This  is  a  drift  mine  and  located  on  the  branch  line 
of  the  N.  &  W.  Railway  on  Tug  Fork,  and  is  working  the  No.  3  Pocahontas 
seam.    Ventilation  is  produced  by  a  13  foot  Clifford  Capel  fan,  which  is  giv- 
ing ample  ventilation  throughout  the  mine.    This  mine  is  driven  on  the  4 
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entry  system.  AH  overcasts  and  stoppings  are  built  of  concrete.  Doors  at 
all  times  have  feen  found  in  first  class  condition.  Permissible  powder  is  used 
throughout  the  mines  for  shooting  of  all  coal  and  rock,  using  electric  dot  i  na- 
nus. Shot  firers  are  employed.  Systematic  timbering  is  being  done  in  all 
rooms.  Dust  has  been  properly  watered  down  during  my  inspection  of  this 
mine  the  past  year.  This  mine  has  been  found  in  good  condition,  the  law  be- 
ing complied  with  in  every  respect. 

Gen.  Edw.  O  'Toole,  Gen.  Supt.  C.  M.  Cameron,  Mine  Foreman. 

A.  W.  Harris,  Supt.  F.  L.  Sizemore,  Asst.  Foreman. 

C.  M.  Gates,  Company  Inspector.  Andy  Sabados,  Asst.  Foreman. 

Wm.  Kearns,  Company  Inspector.  W.  W.  Miller,  Asst.  Foreman. 

L.   Spangler,  Asst.  Foreman. 

Joe  Coson,  Asst.  Foreman. 

UNITED  STATES  COAL  &  COKE  CO. 
Gary,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1134.  Mine  No.  6. — This  is  a  drift  mine  and  is  working  the  No.  4  Poca- 
hontas seam.  Ventilation  is  produced  by  a.  20  foot  fan,  which  is  giving  abund- 
ance of  ventilation  throughout  the  mine.  The  ruling  of  this  company  in  all 
mines  is,  that  the  last  break-through  on  each  entry  must  not  have  less  than 
12,500  feet  of  air  traveling  per  minute.  If  the  company  inspector  should  at 
any  time,  or  the  mining  engineer,  while  making  their  measurements,  and  check- 
ing up  the  mine  foreman  should  find  that  this  amount  of  air  is  not  passing 
the  last  break-through,  the  mine  foreman  is  given  demerits,  which  affects 
him  considerably  on  his  premium.  This  mine  is  developed  on  the  4  and  8 
entry  system.  The  main  entry  using  four  intakes  and  4  returns.  All  stoppings 
on  the  main  entry  are  built  of  masonry,  also  all  overcasts.  Check  doors  are 
used  in  all  cross  entries  to  ventilate  the  rooms.  The  haulage  roads  are  kept 
clear  of  all  refuse,  and  have  a  3y2  feet  clearance  on  the  side  of  all  cars.  Coal  is 
cut  by  electric  machines,  using  no  pick  men  in  the  mine.  Systematic  timbering 
is  done  in  all  sections.  Every  safeguard  available  is  thrown  around  the  em- 
ployees of  this  company.  During  my  inspection  of  this  year  at  this  mine,  it 
has  been  found  in  first  class  condition  in  every  respect. 
Gen.  Edw.  O 'Toole,  Gen.  Supt.  Sam  Graham,  Mine  Foreman. 

Neil  Friel.  Supt.  Jno.  Krisko.  Asst.  Foreman. 

C.  M.  Gates,  Company  Inspector.  Mike  Danish,  Asst.  Foreman. 

Wm.  Kearns,  Company  Inspector.  Andy  Heretta.  Asst.  Foreman. 

Nick.  Sharkey.  Asst.  Foreman, 
H.  C.  Yonce,  Asst.  Foreman, 
Joe  Tocash,  Amt.  Foreman. 
E.  Dye,  Asst.  Foreman. 
John  Pop,  Asst.  Foreman. 

UNITED  STATES  COAL  &  COKE  CO. 
Elbert,  W.  Va. 
General  Offices  of  Company.  Gary.  W.  Va. 
No.  1135.    Mine  No.  7. — This  mine  is  located  on  the  branch  line  of  the  N. 
&  W.  Railway  on  Sand  Lick,  two  miles  from  Gary,  and  is  working  the  No.  4 
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Pocahontas  seam.  This  mine  has  been  developed  on  the  6  entry  system,  using 
3  intakes  and  3  returns.  Ventilation  is  produced  by  a  13  foot  Clifford  Capel 
fan,  which  is  giving  ample  ventilation  and  is  well  conducted  to  the  working 
faces.  All  entries  are  kept  free  from  all  obstructions  with  3%  feet  on  the 
side  of  all  cars  for  clearance.  Every  safety  appliance  available  is  thrown 
around  the  employees.  During  my  inspection  of  the  past  year,  this  mine  has 
been  found  in  first  class  condition,  complying  with  the  mining  laws  in  every 
respect. 


Gen.  Edw.  O 'Toole,  Gen.  Supt. 
F.  A.  Kearns,  Supt. 
C.  M.  Gates,  Company  Inspector. 
Wm.  Kearns,  Company  Inspector. 


James  Booth,  Mine  Foreman. 
Sydney  Crouch,  Asst.  Foreman. 
W.  H.  Short,  Asst.  Foreman. 
Nick  Grasse,  Asst.  Foreman. 
Paul  Fredella,  Asst.  Foreman. 
L.  Whalen,  Asst.  Foreman, 
Rudolph  Triffinwich,  Asst.  Fore'a. 
Ignotz  Grurich,  Asst.  Foreman. 

E.  X.  Jones,  Asst.  Foreman. 

F.  K.  Payne,  Asst.  Foreman. 


UNITED  STATES  COAL  &  COKE  CO. 
Elbert,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1136.    Mine  No*.  8,  A  &  C  Sections. — These  are  drift  mines  located  on 
the  N.  &  W.  Railway  on  Sand  Lick,  and  are  working  the  No.  4  Pocahontas 
seam.    During  the  year  Sestion  C  was  shut  down  for  nine  months,  owing  to  the 
depression  in  business.    The  roof  is  very  bad  in  all  rooms.    Coal  is  cut  by 
machines,  using  no  pick  men  in  the  mine.    Systematic  timbering  is  done  in 
this  mine.    All  shots  are  fired  by  shot  firers,  using  permissible  powder  with 
electric  detinators.    This  mine  is  driven  on  the  four  entry  system  using  two 
intakes  and  2  returns.    All  stoppings  on  the  main  entry  are  built  of  masonry. 
Coal  is  gathered  by  mules  and  electric  motors.    All  stoppings  on  the  main  entry 
are  built  of  masonry.    Coal  is  gathered  by  mules  and  electric  motors.  All 
electric  wires  in  this  mine  are  in  first  class  condition.    During  my  inspection 
of  the  year  this  mine  has  at  all  times  been  found  in  good  condition,  com-  . 
plying  with  the  mining  laws  in  every  respect. 

Gen.  Edw.  0 'Toole,  Gen,  Supt.  M.  Hofstetter,  Mine  Foreman. 

C.  M.  Gates,  Company  Inspector.  G.  E.  Williams,  Ast.  Foreman. 

Wm.  Kearns,  Company  Inspector.  Mike  Dutsey,  Asst.  Foreman, 

Chas.  Boots,  Asst.  Foreman, 

C.  E.  Akers,  Asst.  Foreman. 

Harry  Hanson,  Asst.  Foreman. 

Veto  Seconovitch,  Asst.  Foreman. 

John  Mechesky,  Asst.  Foreman. 
Carl  Gexezowski  Asst.  Foreman. 
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UNITED  STATES  COAL  &  COKE  CO. 
Filbert,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1137.  Aline  No.  9,  East  and  West  Side. — These  are  drift  mines  and  are 
working-  the  No.  4  Pocahontas  seams.  Ventilation  is  produced  by  a  16  foot 
Clifford  Capel  fan  in  each  mine,  but  using  the  ore  tipple.  These  mines  are 
driven  on  the  6  entry  system,  using-  three  intakes  and  3  returns.  All  stoppings 
on  the  main  entry  are  built  of  masonry;  also  overcasts.  Systematic  timbering 
is  done  throughout  these  mines.  Miners  are  well  supplied  with  props  and 
cap  pieces.  All  shots  are  fired  by  shot  firers,  who  act  as  mine  foreman  assist- 
ants. The  ruling  of  this  company  is  that  no  assistant  shall  have  more  than 
18  men  under  his  charge,  and  this  ruling  is  carried  out  to  the  letter  in  all- 
their  imnes.  and  this  ruling  has  been  the  means  of  reducing  both  fatal  and  non- 
fatal accidents  to  a  minimum.  During  my  inspections  of  this  year,  this 
mine  has  been  found  in  first  class  condition,  complying  with  the  mining  laws 
in  every  respect. 


G-en.  Edward  O 'Toole.  Gen.  Supt. 
W.  W.  Harding,  Supt. 
C.  M.  Gates,  Company  Inspector. 
Wm.  Kearns,  Company  Inspector. 


East  T.  McParland,  Mine  Foreman. 

D.  R.  Gates.  Mine  Foreman. 

E.  F.  Lilly,  Asst.  Foreman. 
Joe  Audring,  Assd.  Foreman. 
Jno.  Kenner,  Asst.  Foreman. 
Albert  Marshall.  Asst.  Foreman. 
Keyle  Wilson,  Asst.  Foreman. 
Jno.  Hurley,  Asst.  Foreman. 
Jno.  George.  Asst.  Forem-an. 

J.  T.  Basham,  Asst.  Foreman. 
C.  P.  Pressley.  Asst.  Foreman. 
A.  J.  Eeed,  Asst.  Foreman. 
A.  M.  Carnes.  Asst.  Foreman. 
Jas.  Barrett,  As<st.  Foreman. 
Frank  Fahey.  Asst.  Foreman. 
Bobt.  Long.  Asst.  Foreman. 


UNITED  STATES  COAL  &  COKE  CO. 
Gary,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va 
No.  1138.    Mine  No.  10. — This  is  a  drift  mine  located  on  Tug  Fork  on  the 
N.  &  W.  Railway,  and  is  working  the  No.  3  Pocahontas  seam.    Ventilation  is 
produced  by  a  14  foot  Clifford  Capel  fan.    The  main  entry  of  this  mine  is 
driven  on  the  6  entry  system,  using  3  intakes  and  3  returns.    All  draw  slate 
is  taken  down  in  both  air  courses  and  entries,  and  removed  to  the  out  side. 
All  stops  on  the  main  entry,  also  overcasts,  are  built  of  masonry.    Check  doors 
are  used  on  all  cross  entries  to  ventilation  rooms.    Electric  wires  are  in  first 
class   condition.    Systematic  timbering  is   done   in   all   rooms.    No  timbers 
allowed  on  any  entry.    Any  bad  roof  on  main  entries  or  cross  entries  must  be 
taken  down.    In  all  sections  of  this  mine  there  is  a  3 14  foot  clearance  on  the 
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side  of  the  cars.  During  my  inspection  of  this  year  this  mine  has  been  found 
in  first  class  condition  in  every  respect. 


Gen.  Edward  O 'Toole,  Gen.  Supt. 
J.  M.  Tully,  Supt. 
C.  M.  Gates,  Co.  Mime  Inspector. 
Wm.  Kearns,  Co.  Mine  Inspector. 


J.  V.  Rhodes,  Mine  Foreman. 
Harry  Horns,  Asst.  Foreman. 
Joe  Andring,  Asst.  Foreman. 
H.  C.  Mann,  Asst.  Foreman, 
.1.  S.  Rhodes,  Amt.  Fox  man. 
Tom  Ryne,  Amt.  Foreman. 
Frank  Huey,  Asst.  Foreman. 
MJKB  Boyer.  Asst.  Foreman. 
Mike  Zurick,  Ami.  Foreman. 
Mike  Cassett,  Ami.  Foreman. 
L.  V.  Mitchell,  Asst.  Foreman 


UNITED  STATES  COAL  &  COKE  CO. 
Gary,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va. 
No.  1130.    Mine  No.  11. — This  mine  is  located  on  the  branch  line  of  the 
N.  &  W.  Railway  on  Tug  Fork,  and  is  working  the  No.  3  and  No.  4  Pocahontas 
scams.    Ventilation  is  produced  by  a  13  foot  Clifford  Capel  fan,  which  gives 
270,000  cubic  feet  per  minute.    During  the  year  the  No.  3  seam  has  been  shut 
down  for  months,  owing  to  the  depression  in  business.    Systematic  timbering 
is  done  in  this  mine.    All  coal  is  cut  by  machines.    Haulage  is  done  by  mules 
and  electricity.    During  my  inspections  of  these  mines  during  the  past  year, 
they  have  been  found  in  good  condition  at  all  times. 


Gen.  Edward  O 'Toole,  Gen.  Mgr. 
I.  H.  Dunn,  Supt. 
C.  M.  Gates,  Co.  Mine  Inspector. 
Wm.  Kearns,  Co.  Mine  J m  pt  ei or. 


W.  H.  Morgan,  Mine  Foreman. 

J.  M.  Langton,  Mine  Foreman. 

Steve  Kish,  Asst.  Foreman. 
G.  T.  Leach,  Asst.  Foreman. 

J.  Melstrick,  Asst.  Foreman. 

Andy  Moner.  Asst.  Foreman, 

Gabriel  Moror,  Ast.  Foreman. 

E.  K.  Wolf,  Asst.  Foreman. 

J.  A.  Cox,  Asst.  Foreman. 

John  Susz.  Asst.  Foreman. 

E.  R.  Durles.  Asst.  Foreman. 

G.  C.  HiGHTOWER,  Asst.  Foreman. 

J.  W.  Lester.  Asst.  Foreman. 

C.  B.  Hundley.  Asst.  Foreman. 


UNITED  STATES  COAL  &  COKE  CO. 
Anawalt,  W.  Va. 
General  Offices  of  Company,  Gary,  W.  Va 
No.  1140.    No.  12. — This  mine  is  located  on  a  branch  line  of  the  Norfolk  & 
Western  Railway,  on  Tug  Fork,  at  Anawalt,  and  is  working  the  No.  3  Poca- 
hontas seam,  which  averages  from  9  to  10  feet  in  thickness.    Owing  to  the 
depression  in  business,  this  mine  has  been  shut  down  considerably  during  the 
year.    Ventilation  is  produced  by  a  16  foot  fan,  which  is  giving  ample  venti- 
lation to  all  working  faces,  using  check  doors  to  ventilation  all  rooms.  The 
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roof  in  this  mine  is  generally  good,  with  the  exception  of  4  inch  of  draw  slate, 
which  is  taken  down  Systematic  timbering  is  done  in  this  mine;  in  all  rooms 
the  roads  are  kept  on  the  rib  side.  The  first  row  of  props  near  the  road  are 
set  3  feet  apart,  using  not  less  than  a  5  foot  long  cap  piece,  which  extends 
cross  ways  of  the  track.  This  cap  piece  is  not  less  in  thickness  than  6x4  in. 
The  two  gob  rows  of  props  are  set  5  feet  apart,  using  a  4  foot  cap  piece.  All 
coal  is  undercut  by  electric  chain  machines.  Shot  firers  are  employed  who  act 
as1  cut  bosses  for  each  section  of  the  mine.  All  shots  are  fired  with  electric 
detinators  and  using  permissible  powder.  Whether  the  roof  is  good  or  bad,  in 
any  of  these  companies'  mines,  as  soon  as  the  first  breaking  shot  is  fired,  and 
the  coal  loaded  out,  a  prop  is  set  before  the  shot  firers  will  fire  another  shot  for 
the  miner  and  this  system  is  followed  up  with  each  and  every  shot.  This 
systematic  timbering  which  is  done  by  this  company  has  been  the  means  of 
saving  many  lives.  During  inspection  of  this  mine,  the  past  year,  the  mine 
has  been  found  in  first  class  condition. 

H.  T.  Graham,  Supt.  J.  L.  Mullins,  Mine  Foreman. 

Edward  O 'Toole,.  Gen.  Supt.  S.  A.  Scott,  Asst.  Mine  Foreman. 

Chas.  M.  Gates,  Company  Inspector.  J.  E.  -Vernon.  AtM  Mine  Foreman. 
W.  Kearns.  Company  Inspector.  James  Knox,  Asst.  Mine  Foreman. 

W-     H.    LlNKENHOKER..    AS'&t.    M.  F. 

COLUMBIA  COLLI EBIES  CO. 
Anawalt,  W.  Va. 
General  Offices  of  Company,  Anawalt  ,W.  Va. 
This  is  a  new  mine  and  is  located  two  miles  from  Anawalt  on  the  N.  &  W. 
Ey.  on  Northfork  of  Tug  river  and  is  working  the  No.  3  Pocahontas  seam. 
Ventilation  is  produced  by  furnace,  which  is  giving  ample  ventilation  at  pres- 
ent.   Coal  is  produced   by   pick.    Haulage   is  done   by   mules.    All  break- 
throughs are  driven  at  the  required  distance.    All  stoppings  built  of  satis- 
factory material.    Timbering  in  rooms  is  not  satisfactory.    Clay  is  used  in 
general  for  the  tamping  of  all  holes.    Stretchers,  safety  lamp  and  other 
supplies  required  by  law,  on  hand. 

H.  T.  Graham,  Supt.  J.  A.  Collup,  Mine  Foreman. 

W.  H.  Wetsel,  Supt.  M.  M.  Monfy,  Mine  Foreman. 
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TWELFTH  DISTRICT. 


GENE  HAL  SUMMARY  FOH  THE  TWELFTH    MINING  DISTRICT  FOR 
THE   YEAH  ENDING  JI  NE  .WTH,  WU. 


COUNTY. 

i  No.  of  Openings. 

No.  of  Persons  Killed. 

EMPLOYEES 

Production  of 

Inside. 

Outside. 

Coal.  Coke. 

Pick  Miners. 

Machine  Miners. 

Machine  Runners 
and  Helpers. 

£ 

I 

1 

e2 

t 
1 

Coke  Workers. 

Totals. 

Sum  Totals. 

Tons  of  2,240  lbe. 

Tons  of  2,200  lbs. 

Mingo  

29 
1 

36 

11 

228 

862 
33 
528 

253 
5 
233 

838 
13 
688 

2,181 
51 

2,805 

480 
17 
471 

480 
17 
516 

2,661 
68 
3,321 

2,374,563 
48,130 
2,613,594 

Wayne  

McDowell. _ 
(Part) 

Totals.... 

46 

1,356 

45 

38,287 

66 

57 

1,584 

1,423 

491 

1,539 

5,037 

068 

45 

1,013 

6,050 

5,036,287 

38,287 

Department  of  Mines,  State  of  West  Virginia, 

Williamson,  June  29,  1912. 

Hon.  John  Laixg. 

Chief  of  Department  of  Mineis, 
Charleston,  \Y.  Va. 

Dear  Sir: — In  compliance  with  Sec.  3  of  the  Mine  Law,  I  herewith  respect- 
fully submit  to  you  my  annual  report  os  inspector  of  the  mines  in  the  Twelfth 
District  for  the  year  ending  June  30,  1912. 

During  the  year  I  made  258  regular  inspections  in  the  counties  of  McDowell, 
Mingo,  Wayne  and  Logan  and  13  special  visits  to  mines  were  made  to  investi- 
gate fatal  accidents  and  look  after  dangerous  conditions. 

Many  improvements  have  been  made  in  the  district  during  the  year  in  the 
way  of  opening  up  new  mines,  constructing  new  tipples  and  washers,  installing 
fans,  improving  the  method  of  conducting  the  ventilation,  and  last,  but  the 
most  important,  the  installation  in  mines,  which  are  dry  and  dusty,  humidify- 
ing apparatuses  with  which  the  dust  in  the  mines  can  be  kept  in  a  moist  con- 
dition. 

The  ruling  recently  issued  by  the  Mine  Department  requiring  all  mines  to  be 
kept  in  such  a  moist  condition  the  year  round  so  that  a  relative  humidity,  of 
not  less  than  90  per  cent,  be  obtained  is  a  moslt  important  one.  If  mines  are 
kept  in  such  condition,  the  explosion  of  a  small  body  of  gas  or  powder  will 
not  initiate  a  general  explosion  throughout  a  mine. 

As  to  the  large  number  of  individual  accidents  which  are  occurring,  more 
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rigid  'discipline  must  be  maintained  to  do  away  with  them.  More  frequent 
inspections  of  working  places  should  be  made  by  officials  in  charge,  and  when 
dangerous  conditions  are  encountered,  an  official  should  not  merely  content 
himself  with  telling  the  workmen  to  remedy  it,  but,  he  should  see  thai  it  is 
done  immediately. 

As  I  am  resigning  my  position  as  a  District  Mine  Inspector,  to  accept  a 
position  with  a  coal  company,  a  few  words  regarding  a  mine  department,  with 
which  I  have  been  connected  for  five  years,  will  I  hope  be  considered  in 
in  the  proper  light,  now.  It  has  been  my  privilege  to  study  mining  conditions 
and  methods  in  several  states  of  the  Union,  and  it  is  with  no  hestitancy  that 
I  say  that  the  West  Virginia  .Mine  Department  is  on  a  par  with  that  of  any 
other  states,  and  as  such,  they  should  be  given  the  recognition  which  is  due 
them  from  the  Legislature  of  the  State.  It  is  in  a  great  measure  due  to  the 
Mine  Department  that  West  Virginia  was  developed  as  safe  and  as  good  as  can 
be  found  anywhere.  What  is  more  this-  has  been  done  with  the  number  of 
mines  and  coal  produced,  increasing.  In  view  of  these  facts,  the  number  of 
listrict  mine  inspectors  should  be  at  least  increased  to  fifteen  with  their  salaries 
fixed  to  at  least  $3000  and  the  Chief  of  the  Department  of  Mines  getting  at 
least  $5000  per  year. 

Some  recognition  should  also  be  given  to  years  of  service.  A  mine  inspector 
serving  a  number  of  years  and  applying  himself  to  the  study  of  different  con- 
ditions as  they  exist  in  various  mines  becomes  a  much  better  inspector  than 
any  new  man  that  can  be  put  on,  and  some  means  should  be  adopted  to  in- 
crease the  salary  accordingly.  If  this  is  not  done  they  will  be  tendered  as  the 
they  improve  in  knowledge  or  they  will  seek  position  with  coal  companies  who 
will  pay  them  larger  salaries. 

The  tenure  of  office  of  mine  inspectors  should  in  no  way  depend,  upon  a  cer- 
tain political  party  remaining  in  power,  and  a  law  should  be  enacted  to  assure 
a  mine  inspector  that  he  can  remain  in  office  as  long  as  he  performs  his  duties 
in  a  faithful  and  efficient  manner.  It  is  to  the  credit  of  the  present  department 
and  to  wrhich  a  large  measure  of  the  success  of  it  can  be  attributed  that  the 
political  faith  of  the  inspectors  was  not  taken  into  consideration  in  their 
appointment. 

In  conclusion  permit  me  to  thank  you  for  the  able  advice  and  assistance 
received  from  you,  and  to  the  miners  and  operators  for  the  courteous  treatment 
received  from  them. 

Respectfully  submitted, 

P.  A.  Grady. 
Mine  Inspector,  Twelfth  District. 

POCAHONTAS  SMOKELESS  COAL  COMPANY. 
P.  O.  of  Mine.  Welch,  W.  Va. 
General  Office  of  Company,  Thurmond,  W.  Va. 
No.  1201.    Pocahontas  Smokeless  Mine. — This  mine  is  located  near  Welch 
on  the  main  line  of  the  N.  &  W.  E.  R.    It  is  a  drift  opening  operating  the 
Welch  seam  of  coal  which  has  an  average  thickness  in  this  mine,  of  44  inches, 
with  a  fairly  good  roof.    Drainage  is  good.    On  the  last  inspection  some  of 
the  doors  and  stoppings  were  found  in  a  poor  condition.    Ventilation  was  good 
except  on  some  left  entries.    The  mine  has  always  been  found  naturally  damp 
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throughout  and  no  explosive  gas  is  generated.    The  coal  is  undercut  with 

picks  and  hauled  by  mules  and  a  gasoline  haulage  motor.    The  mine  law  in 

all  other  respects  has  been  found  complied  with. 

O.  C.  Huffman,  General  Mamnger.  J.  H.  Taylor,.  Mine  Foreman. 

HEMPHILL  COLLIERY  CO. 
P.  O.  of  Mine,  Welch,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1202.    Hemphill  Mine. — This  mine  is  located  near  Welch  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operating  the  Welch  seam  of 
coal  which  has  an  average  thickness  of  38  inches  with  a  generally  good  roof. 
Doors  and  stoppings  are  in  satisfactory  condition.    Ventilation  produced  by  a 
16  foot  fan  is  good,  it  having  numerous  openings  near  the  head  workings  for 
the  air  to  enter.    The  mine  is  wet  and  no  explosive  gas  is  generated.  Drainage 
in  some  sections  of  the  mine  has  been  found  poor.    The  coal  is  undercut  with 
hand  picks  and  compressed  air  punching  machines  and  hauled  by  mules  and  a 
gasoline  motor.    The  mine  law  in  other  respects  has  been  found  complied  with. 
The  coal  from  this  mine  is  nearly  all  taken  as  fuel  coal  for  locomotives  on  N. 
&  W.  R.  B. 

P.  J.  Baxter.  Gen.  Supt.  Wm.  Spicer.  Mine  Foreman. 

WELCH  COAL  &  COKE  COMPANY. 
T.  O.  of  Mine,  Welch,  W.  Va. 
General  Office  of  Company,  Welch,  W.  A'a. 
No.  1203.    Welch  Mine. — This  mine  is  located  near  Welch  on  the  main  line 
of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operating  the  Welch  seam  of  coal 
which  has  an  average  thickness  of  4  feet  with  a  bad  roof.    Drainage  is  good. 
Doors  and  stoppings  were  found  in  good  condition.    On  account  of  the  exten- 
sive development  of  the  mine,  the  ventilation  furnished  was  not  sufficient  at 
the  inside  workings  at  the  time  of  the  last  inspection.    A  new  opening  being 
made  at  the  head  of  the  mine  to  be  used  as  an  intake,  will  remedy  this  condition 
and  give  better  ventilation  to  the  mine.    The  mine  has  always  been  found 
naturally  wet  and  no  explosive  gas  is  generated.    The  coal  is  undercut  with 
hand  picks  and  compressed  air  punching  machines,  gathered  by  mules  and 
hauled  from  the  main  parting  in  the  mines  to  the  tipple  by  a  steam  locomotive. 
In  other  respects  the  mine  law  has  been  found  complied  with. 
F.  J.  Baxter,  Gen.  Supt.  George  T.  Castle,  Mine  Foreman. 

OREGON  COAL  CO. 
P.  0.  Hemphill,  W.  Va. 
General  Office  of  Company,  Hemphill,  W.  Va. 
No.  1204.    Oregon  Nos.  1,  2  &  3  Mines. — These  mines  are  located  about  one 
mile  below  Welch  on  the  main  line  of  the  N.  &  W.  R.  R.    They  are  drift  open- 
ings operating  the  Welch  seam  of  coal  which  has  an  average  thickness  in  these 
mines  of  42  inches,  with  a  good  roof  except  in  some  sections  of  the  No.  2  mine. 
Drainage   has   been    found   poor   in    different    sections.     Doors    and  stop- 
pings  were   found   in    a   satisfactory   condition.     Ventilation   produced  by 
the   Crawford  &   McCrimmon   fans   is   good.     The   No.   1    mine   has  been 
idle  the  greater  part  of  the  year.    No  explosive  gas  is  generated  and  the  mines 
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have  always  been  found  in  a  wet  condition.  The  coal  is  undercut  with  hand 
picks  and  compressed  #air  punching  machines.  It  is  hauled  by  mules  to  the 
head  of  the  incline  and  from  the  foot  of  the  incline  to  the  tipple  by  a  »team 
locomotive.  The  coal  from  the  three  mines  all  comes  to  the  one  tipple.  The 
No.  2  and  3  mines  are  producing  650  tons  of  coal  per  day.  The  mine  law  in 
all  other  respects  is  being  complied  with. 

C.  W.  Peters,  Supt.  Thos.  Braziel.  Supt.  &  Mine  Fore'n. 

G.  W.  Dixon.  Mine  Foreman. 

STANDARD  POCAHONTAS  COAL  COMPANY. 
P.  O.  of  Mine,  Welch,  W.  Va. 
General  Office  of  Company,  Cleveland,  Ohio. 
No.  1205.  Standard  Mine. — This  mine  is  located  two  miles  below  Welch  on 
the  main  line  of  the  N.  &  W.  R.  R.  It  is  a  shaft  opening  360  feet  deep,  oper- 
ating the  No.  3  Pocahontas  seam  of  coal,  which  has  an  average  thickness  in 
this  mine  of  5  feet,  with  a  bad  draw  slate  roof.  Drainage  is  good.  The 
permanent  system  of  ventilation  has  not  yejt  been  established  in  this  mine  and 
there  are  a  number  of  doors  in  use  between  the  main  intake  and  return.  It 
has  been  recommended  that  overcasts  be  constructed  so  that  there  will  not  be 
any  short  circulating  of  the  air  from  the  head  workings  of  the  mine.  Sufficient 
ventilation  can  be  furnished  by  a  14  foot  Jeffrey  fan  installed.  Explosive  gas 
is  generated  in  all  sections  of  the  mine  and  the  use  of  locked  safety  lamps  is 
employed  exclusively.  The  mine  so  far,  on  account  of  the  workings  being  near 
the  shaft  has  been  in  a  damp  condition,  but  there  is  every  reason  to  believe  that 
when  the  workings  extend  further  from  the  shaft,  they  will  become  naturally 
dry  and  dusty,  and,  in  order,  to  insure  that  they  be  kept  wet,  this  department 
has  recommended  that  water  pipes  be  conducted  throughout  the  mine,  or  a 
humidifying  apparatus  be  installed,  so  that  the  mine  can  be  kept  in  a  wet  con- 
dition, at  all  times.  To  keep  this  mine  in  a  generally  safe  condition,  the  most 
careful  attention  must  be  given  to  the  explosive  gas  generated,  and  the  coal 
dust  which  is  expected  will  have  to  be  contended  with.  The  coal  is  undercut 
with  an  electric  chain  machine  and  hauled  by  mules  and  electric  motors. 
J.  N.  Vest,  Supt.  James  Raisbeck,  Foreman  &  Fire  Boss. 

PANDO  COAL  COMPANY. 
P.  O.  Pando,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1206.    Pando  No.  2  Mine. — This  mine  is  located  at  Pando  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operating  the  Davey  seam  of 
coal,  which  has  an  average  thickness  of  44  inches,  with  a  good  roof.  Drainage 
is  good.    Doors  are  in  good  condition.    Stoppings  are  not  found  satisfactory 
and  only  fair  ventilation  is  produced  by  a  3  foot  fan.    The  mine  is  naturally 
we  tthroughout  and  no  explosive  gas  is  generated.      The  coal  is  mined  by 
electric  chain  machines  and  hauled  by  mules  and  electric  motors.    The  mine 
law  in  other  respects  is  being  complied  with. 
C.  L.  Biddison.  Supt.  &  Mine  Foreman. 
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SUPEEIOE  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  Davy,  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio.  • 
No.  1207.    Bladkstone  or  No.  1  Mine. — This  mine  is  located  at  Davy  on  the 
main  line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operating  the  Sewell 
seam  of  coal  which  has  an  average  thickness  in  this  mine  of  42  inches  with  a 
good  roof.    The  doors  and  stoppings  are  good  for  the  life  of  the  mine  as 
nearly  all  t he  work  being  done  is  in  extracting  pillar  coal.    Drainage  is  good. 
Ample  ventilation  is  furnished  by  two  Disc  fans.    No  explosive  gas  is  liberated 
and  the  mine  is  wet  the  year  round.    The  coal  is  undercut  with  hand  picks 
and  hauled  by  mules  and  electric  motors.    The  mine  law  in  other  respects  is 
being  complied  with.    This  mine  is  producing  450  tons  of  coal  per  day. 
Geo.  Wolf,  Gen.  Supt.  J.  D.  Kirby.  Mint  Foreman. 

F.  M.  Cook,  Supt. 

SUPEEIOE  POCAHONTAS  COAL  CO. 
V.  O.  of  Mine.  Davy.  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  120S.    Davy  Crockett  or  No.  2  Mine. — This  mine  is  located  at  Davy  on 
the  main  line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operating  the  Sewell 
seam  of  coal  which  has  an  average  thickness  in  this  mine  of  34  inches  with  a 
roof  that  requires  careful  timbering  in  the  rooms  to  hold  it.    Doors  and  stop- 
pings are  in  good  condition.    Good  ventilation  is  furnished  by  a  7  foot  Disc 
fan.    Drainage  is  good.    The  coal  is  undercut  with  hand  picks  and  hauled  by 
mules  and  electric  motors.    No  explosive  gas  is  generated  and  the  mine  is 
generally  (lamp.     The  mine  law  in  other  respects  is  being  complied  with. 
This  mine  is  producing  400  tons  of  coal  per  day. 

Geo.  Wolf,  Gen.  Supt.  Milton  Kline.  Mine  Foreman. 

F.  M.  Cook,  Supt. 

SUPEEIOE  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine.  Davy.  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1209.    Helena  or  No.  3  Mine. — This  mine  is  located  at  Davy  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  operated  the  Sewell  seam  of 
coal  which  has  an  average  thickness  of  32  inches  in  this  mine  with  a  good  roof. 
Doorr  and  stoppings  are  in  good  condition.    Ventilation  produced  by  a  six 
foot  Di^e  fan  is  good.    Drainage  is  good.    No  explosive  gas  is  liberated  and 
the  mine  excepting  a  few  sections  is  naturally  damp.    The  coal  is  undercut 
with  hand  picks  and  hauled  by  mules  and  electric  motors.    The  mine  law  in 
other  respects  is  being  complied  with.    This  mine  is  producing  350  tons  of 
coal  per  day. 

Geo.  Wolf.  Gem.  Supt.  H.  L.  Hubbard,  Mine  Foreman. 

F.  M.  Cook.  Supt. 

SUPEEIOE  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine.  Davy.  W.  Ya. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1210.    Cletus  or  No.  4  Mine. — This  mine  is  located  at  Davy  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift,  opening  operating  the  Sewell  seam  of 
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coal  which  has  an  average  thickness  in  this  mine  of  34  inches  with  a  good  roof. 
Doors  and  stoppings  are  satisfactory  with  the  exception  of  a  few  [dank  stop- 
pings on  main  entry.  Ventilation  produced  by  a  6  foot  Disc  fan  is  good. 
Drainage  is  good.  No  explosive  gas  is  liberated  and  with  the  exception  of  a 
few  small  sections,  the  mine  is  naturally  moist.  The  coal  is  undercut  with 
electric  chain  machine  and  hauled  with  mules  and  electric  motors.  The  mine 
law  in  other  respects  is  being  complied  with.  The  mine  is  producing  200 
tons  of  coal  per  day. 

Geo.  Wolf,  Gen.  Supt.  G.  T.  Altizer.  Mine  Foreman. 

F.  M.  Cook,  Supt. 

J.  B.  B.  COAL  COMPANY. 
P.  O.  of  Mine,  Twin  Branch,  W.  Va. 
General  Office  of  Company,  Boston,  Mass. 
No.  1211.    No.  1  Mine. — This  mine  is  located  at  Twin  Branch  on  the  main 
line  of  the  N.  &  W.  E.  E.    It  is  a  drift  opening  in  the  Davy  seam  of  coal,  which 
has  an  average  thickness  in  this  mine  of  42  inches,  with  a  roof  that  is  bad  in 
some  sections.    Drainage  in  some  places  is  poor.    Stoppings  are  good.  To 
conduct  the  ventilation,  a  large  number  of  doors  were  in  use  in  this  mine,  some 
of  which  were  always  being  opened  during  the  working  hours,  which  made  the 
ventilation  in  some  sections  of  the  mine,  not  satisfactory.    During  the  last 
few  months,  the  management  has  had  installed   12  automatic  doors  which 
has  considerably  improved  the  ventilation,  which  is  produced  by  a  12  foot 
Disc  fan.    The  mine  is  naturally  wet  and  no  explosive  gas  is  generated.  The 
coal  is  undercut  by  hand  picks  and  compressed  air  punching  machines  and 
hauled  by  mules  and  electric  motors. 

J.  F.  Palmer,  General  Supt.  E.  G.  Stewart,  Mine  Foreman. 

J.  B.  B.  COAL  COMPANY. 
P.  0.  of  Mine,  Twin  Branch,  W.  Va. 
General  Office  of  Company,  Boston,  Mass. 
No.  1212.    No.  2  Mine. — This  mine  is  located  at  Twin  Branch,  on  the  main 
line  of  the  N.  &  W.  E.  E.    It  is  a  drift  opening  operating  the  Davy  seam  of 
coal,  which  has  an  average  thickness  of  3  feet  with  a  good  roof.    Drainage  is 
good.    Doors  and  stoppings  are  in  good  condition.    Ventilation  produced  by 
8  foot  fan  is  good,  if  there  are  n6f  so  many  men  employed  in  one  air  split. 
Becommendations  were  made  that  the  number  in  one  split  be  reduced,  and  the 
inspector  has  been  informed  that  this  has  been  done.    The  mine  is  damp 
throughout  and  no  explosive  gas  is  generated.    The  coal  is  undercut  with  hand 
picks  and  compressed  air  punching  machines,  and  hauled  by  mules  and  electric 
motors.    The  mine  law  in  other  respects  is  being  complied  with. 
F.  H.  Palmer,  General  Supt.  T.  P.  Melvin.  Mine  Foreynan. 

J.  B.  B.  COAL  COMPANY. 
P.  O.  of  Mine,  Twin  Branch.  W.  Va. 
General  Office  of  Company,  Boston,  Mass. 
No.  1213.    No.  3  Mine. — This  mine  is  located  at  Hensley,  on  the  main  line 
of  the  N.  &  W.  E.  E.    It  is  a  drift  opening  operating  the  Davy  seam  of  coal, 
which  has  an  average  thickness  of  3  feet,  with  a  good  roof.    Doors  and  stop- 
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pings  are  in  good  condition.  Drainage  is  good.  Ventilation  produced  by  an 
8  foot  Disc  fan  is  good,  except  when  one  of  the  innumerable  doors  in  use  are 
left  open.  This  condition  is  being  remedied  now,  by  installing  automatic 
doors.  No  explosive  gas  is  generated  and  the  mine  is  naturally  damp.  The 
coal  is  mined  by  hand  picks  and  hauled  by  mules  and  electric  motors.  In 
other  respects  the  mine  law  is  being  complied  with. 

F.  H.  Palmer,  Gen.  Supt.  George  Carey,  Mine  Foreman. 

J.  B.  B.  COAL  COMPANY. 
P.  O.  op  Mine,  Twin  Branch,  W.  Va. 
General  Office  of  Company,  Boston,  Mass. 
No.  1214.    No.  4  Mine. — This  mine  is  located  at  Twin  Branch  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening,  operating  the  Davy  seam  of 
coal,  with  an  average  thickness  of  42  inches,  and  a  roof  that  is  bad  in  some 
sections.    Doors  and  stoppings  are  in  good  condition.    Drainage  is  good. 
Ventilation  produced  by  2  fans  is  good  except  in  one  section  of  the  mine. 
The  mine  is  generally  damp  and  no  explosive  gas  is  generated.    Mining  is 
done  by  hand  picks,  compressed  air  punching  machines  and  electric  chain 
machines  and  hauled  by  mules  and  electric  motors.    In  other  respects  the  mine 
law  is  being  complied  with. 

L.  H.  Palmer,  Gen.  Supt.  P.  A.  Grant.  Mine  Foreman. 

SOLVAY  COLLIEBIES  CO. 
P.  O.  op  Mine,  Marytown.  W.  Va. 
General  Office  of  Company,  Syracuse,  N.  Y. 
No.  1215.  Marytown  Mine. — This  mine  is  located  at  Marytown  on  the  main 
line  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening  operating  the  Sewell  seam  of 
coal  which  has  an  average  thickness  in  this  mine  of  forty-five  inches  with  a 
good  roof.  The  stoppings  on  all  main  entries  are  constructed  of  stone  laid  in 
cement  mortar  and  the  doors  are  in  good  condition,  six  of  the  main  doors  in 
use  are  of  the  automatic  type.  The  ventilation  produced  by  an  8  foot  Disc 
fan  has  met  the  needs  of  the  mine.  Preparations  are  now  being  made  to 
install  a  high  efficiency  fan  which  will  be  able  to  furnish  ventilation  for  the 
the  future  requirements  of  the  mine.  No  explosive  gas  is  generated  and  the 
mine  has  always  been  found  in  a  moist  condition.  Frequent  hygrometric 
readings  taken  by  the  officials  of  the  mine  'and  the  inspector  show  that  the  rela- 
tive humidity  of  the  mine  during  the  year  round  does  not  fall  below  90  per 
cent.  The  coal  is  undercut  with  picks  and  hauled  by  mules  and  electric  motors. 
The  mine  law  in  all  respects  has  been  found  complied  with.  This  mine  is 
producing  1250  tons  of  coal  per  day,  the  largest  tonnage  of  any  mine  on  the 
N.  &  W.  R.  R.,  with  this  height  of  coal. 

J.  C.  Rawn,  GeiK  Mgr.  A.  D.  Shortz,  Mine  Foreman. 

W.  A.  Lilly.  Supt.  E.  D.  Walters,  Mine  Foremum. 

SOLVAY  COLLIEBIES  CO. 
P.  O.  op  Mine,  Big  Sandy.  W.  Va. 
General  Office  of  Company,  Syracuse,  N.  Y. 
No.  1216.    Big  Sandy  Mine. — This  mine  is  located  on  the  main  line  of  the 
N.  &  W.  R.  R.  at  Big  Sandy.    It  is  a  drift  opening  operating  the  Sewell  seam 
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of  coal  which  has  an  average  thickness  in  this  mine  of  44  inches  with  a  roof 
that  is  good  but  requires  timbering  for  the  local  slips  that  run  in  it.  Overcasti 
and  stoppings  are  constructed  of  masonry  and  doors  are  in  good  condition, 
many  of  the  doors  in  use  are  of  the  automatic  type.  Ventilation  produced  by 
two  Disc  fans,  8  and  10  feet  in  diameter,  is  good  and  well  distributed  through- 
out the  mine.  No  explosive  gas  i3  generated  and  the  mine  haTs  always  been 
found  in  a  naturally  moist  condition.  This  opportunity  is  taken  to  comment  on 
the  watchfulness  of  the  management  who  has  had  weekly  hygrometric  readings 
taken  during  the  cold  season  and  a  copy  of  such  readings  furnished  each  week 
to  the  inspector.  Those  readings  never  showed  a  relative  humidity  of  less  than 
90  per  cent  in  the  workings'  of  the  mine.  Drainage  is  good.  The  coal  is  under- 
cut with  hand  picks  and  electric  machines  and  hauled  by  mules  and  electric 
motors.  With  the  height  of  coal  seam  being  mined,  this  mine  is  producing 
next  to  the  largest  tonnage  of  any  mine  on  the  N.  &  W.  R.  R.  The  production 
being  750  tons  daily.  The  mine  law  in  all  other  respects  is  being  complied 
with. 

J.  ('.  Eawx.  Gen.  Mgr.  E.  D.  Walters.  Mine  Foremen. 

A.  B.  Shortz,  Mine  Foreman-. 

VAUGHN  COAL  &  COKF  CO. 
P.  O.  of  Mine,  Roderfield,  W.  Va. 
No.  1217.  Vaughn  Mine. — This  mine  is  located  near  Roderfield  on  the  main 
line  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening  operating  the  Sewell  seam  of 
coal  which  has  an  average  thickness  of  about  4  feet,  with  a  roof  which  gives 
very  little  trouble  if  timbers  are  set.  During  the  year  stone  stoppings  have 
been  constructed  throughout  the  mine  and  doors  are  in  good  condition.  A 
7  foot  Disc  fan  furnishes  sufficient  ventilation  for  the  needs  of  the  mine.  No 
explosive  gas  is  generated  and  the  mine  has  always  been  found  naturally 
damp.  Drainage  is  good.  The  coal  is  undercut  with  hand  picks,  hauled  to  a 
parting  near  the  drift  mouth  by  mules  and  from  there  around  a  tram  way  and 
through  a  tunnel  in  the  old  mine  to  the  tipple  which  is  two  miles  away,  by  a 
steam  locomotive  and  a  gasoline  motor.  The  mine  law  in  other  respects  is 
being  complied  with.  D.  M.  Woody,  Supt.  &  Mine  Fore'n. 

G.  G.  Bent,  Supt.  H.  H.  Hall,  Mine  Foreman. 

FLANAGAN  COAL  CO. 
P.  O.  of  Mine.  Roderfield.  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1218.    Flanagan  No.  1  Mine. — This  mine  is  located  on  the  Spice  Creek 
Branch  of  the  N.  &  W.  R.  R.,  one  mile  from  Roderfield.    It  is  a  drift  opening 
in  what  appears  to  be  the  War  Creek  seam  of  coal  which  has  an  average  thick- 
ness in  this  mine  66  inches  with  a  good  sand  stone  roof.    Doors  and  stoppings 
are  in  good  condition.    Ventilation  produced  by  a  5  foot  Disc  fan  is  good  for 
the  present  needs  of  the  mine.    The  coal  is  undercut  with  picks  and  hauled 
by  mules.    The  mine  does  not  liberate  explosive  gas  and  has  always  been  found 
naturally  wet.    The  mine  law  in  other  respects  is  being  complied  with.  This 
mine  is  producing  300  tons  of  coal  per  day. 

Jas.  Flanagan,  Gen.  Mgr.  Morris  Finley.  Mine  Foreman. 

•T.  F.  Butler.  Supt. 
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FLANAGAN  COAL  CO. 
P.  O.  op  Mine,  Roderfield,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1218.    No.  3  Mine. — This  is  mine  located  on  Spice  Creek,  near  Roder- 
field,  is  a  drift  opening  operating  the  Davy  seam  of  coal,  which  has  an  average 
thickness  of  4  feet.    It  is  a  new  mine  which  has  just  commenced  shipping 
coal. 

James  Flanagan.  Pres.  &  Gen.  Mgr. 
J.  F.  Butler,  8upt. 

DAVY -POCAHONTAS  COAL  COMPANY. 
P.  O.  of  Mine,  Rodekfield,  W.  Va. 

General  Office  of  Company,  Baltimore,  Md. 
No.  1219.  No.  1  Mine. — This  mine  is  located  on  Spice  Creek,  near  Roder- 
field, is  a.  drift  opening  operating  the  War  Creek  seam  of  coal,  which  has  an 
average  thickness  of  5  feet.  Drainage  is  good.  Doors  and  stoppings  are  in 
good  condition.  Fairly  good  ventilation  is  produced  by  a  furnace.  A  6  foot 
Jeffrey  fan  is  now  being  installed.  The  mine  has  been  found  naturally  damp 
and  no  explosive  gas  is  generated.  The  coal  is  cut  with  hand  picks  and  hauled 
by  mules. 

T,  L.  Booth,  General  Svpl.  C.  M.  Price,  Mine  Foreman. 

DAVY  POCAHONTAS  COAL  COMPANY. 
P.  O.  of  Mine,  Roderfield,  W.  Ya. 

General  Office  of  Company,  Baltimore,  Md. 
No.  1219.  No.  2  Mine. — This  mine  is  located  on  Spice  Creek,  near  Roder- 
field, is  a  drift  opening  in  the  Davy  seam  of  coal,  which  has  an  average  thick- 
ness of  42  inches,  with  a  good  roof.  Doors  and  stoppings  are  in  good  condition. 
Drainage  is  good.  Ventilation  produced  by  a  6  foot  fan  is  good.  Tt  is  a  new 
mine  and  the  coal  so  far  has  been  mined  with  hand  picks  and  hauled  by  mules. 
An  electric  plant  has  been  installed  and  it  is  the  intention  to  cut  and  haul  the 
coal  by  electric  power.  No  explosive  gas  is  generated  and  the  mine  is  naturally 
damp.  The  mine  law  in  other  respects  is  being  complied  with. 
T.  L.  Booth.  General  Supt.  C.  M.  Price,  Mine  Foreman. 

PREMIER  POCAHONTAS  COLLIERIES  CO. 
P.  O.  of  Mine.  Premier,  W.  Ya. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1220.    No.  1  Mine. — This  is  a  drift  mine,  located  on  the  Spice  Creek 
Branch  of  the  N.  &  W.  R.  R.,  operating  the  Welch  seam  of  coal  which  has  an 
avereage  thickness  in  this  mine  of  forty  inches.    The  roof  is  good  all  over  the 
mine.    Drainage  is  good.    All  stoppings  in  the  mine  are  constructed  of  stone 
and  the  doors  are  substantially  built.    The  ventilation  produced  by  a  7  foot 
Disc  fan  is  good.    The  mine  is  free  from  explosive  gas  and  is  naturally  wet 
the  whole  year  around.    The  entries  and  traveling  ways  are  kept  in  a  clean  con- 
dition.   The  coal  is  all  undercut  by  pick  mining  and  all  hauling  is  done  by 
electric  motors^.    The  mine  is  producing  350  tons  of  coal  per  day. 
F.  P.  Harman.  Pres.  &  Gen.  Mgr.  T.  N.  Daugherty,  Mine  Foreman. 

J.  C.  Saunders,  Supt. 
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PREMIER  POCAHONTAS  COLLIERIES  CO. 
P.  O.  of  Mine,  Premier,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1220.    No.  2  Mine. — This  mine  is  located  at  Premier,  on  the  Spice  Creek 
Barnch  of  the  N.  &  W.  R.  R.,  operating  the  Welch  seam  of  coal  which  has  an 
average  thickness  of  four  feet  in  this  mine.    The  roof  requires  timbering  in 
all  working  places.    The  stoppings  in  the  mine  are  constructed  of  plank  and 
the  doors  are  in  good  condition.    Ventilation  furnished  by  a  7  foot  Disc  fan 
is  good.    No  gas  is  liberated  in  the  mine  and  it  is  naturally  wet  the  whole  year 
round.    Pick  mining  is  carried  on  entirely  and  the  coal   is  all  hauled  by 
electric  motors    The  entries  and  traveling  ways  are  in  good  condition.  Drain- 
age is  good.    The  mine  law  in  all  other  requirements  is  being  complied  with. 
This  mine  is  producing  325  tons  of  coal  per  day. 

F.  P.  Harman,  Pres.  &  Gen.  Mgr.  H.  H.  Fisher,  Mine  Foreman. 

J.  C.  Saunders,  Supt. 

PREMIER  POCAHONTAS  COLLIERIES  CO. 
P.  O.  of  Mine,  Premier,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1220.    Mine  No.  3. — This  mine  is  located  on  the  Spice  Creek  Branch 
of  the  N.  &  W.  R.  R.,  at  Premier,  operating  the  Welch  seam  of  coal  which  has 
an  average  thickness  in  this  mine  of  54  inches.    The  roof  in  some  setcions  of 
the  mine  is  bad  and  requires  careful  timbering.    Drainage  is  good.  Stoppings 
in  the  mine  are  constructed'  of  stone  and  plank  and  doors  are  in  good  con- 
dition.   No  explosive  gas  is  generated  and  the  mine  is  naturally  wet  the  year 
around.    Pick  mining  is  carried  on  exclusively  and  the  hauling  is  all  done  by 
electric  motors.     Entries  and  traveling  ways  are  in   good  condition.  The 
mine  law  in  all  other  requirements  is  being  complied  with.    This  mine  is  pro- 
ducing 700  tons  of  coal  per  day. 

F.  P.  Harman,  Pres.  &  Gen.  Mqr.  J.  M.  Ring,  Mine  Foreman, 

J.  C.  Saunders,  Supt. 

PREMIER  POCAHONTAS  COLLIERIES  CO. 
P.  O.  of  Mine,  Premier,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1220.    Mine  No.  4. — This  is  a  new  mine  which  will  when  operating 
develop  the  Welch  seam  of  coal  at  Premier. 
F.  P.  Harman,  Pres.  &  Gen.  Mgr. 
J.  C.  Saunders,  Supt. 

VIRGINIA  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  Coalwood,  W.  Va. 
General  Office  of  Company,  Johnson  City,  Tenn. 
No.  1221.    Mines  No.  1  East  &  West  &  No.  9. — These  mines  are  drift  open- 
ings located  at  Coalwood  on  the  Clear  Fork  Branch  of  the  N.  &  W.  R.  R..  the 
No.  1  mines  are  developing  the  Welch  seam  which  has  a  thickness  of  five  feet 
and  the  No.  9  mine  is  developing  the  Sewell  seam  whose  thickness  is  40  inches. 
The  coal  from  all  three  mines  is  hauled  to  the  one  tipple.    Roof  is  good.  Doors 
and  stoppings  are  in  good  condition.    Good  ventilation  is  furnished  by  two 
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fans,  8  and  6  feet  in  diameter  and  by  a  furnace.    The  coal  is  undercut  by  pick 

mining  and  hauled  by  mules  and  electric  motors.    No  explosive  gas  is  generated 

and  the  mines  have  been  found  naturally  wet  the  year  around.    Drainage  ia 

good.    The  mine  law  in  other  requirements  is  being  complied  with. 

W.  B.  Crawford,  Gen.  Supt,  1st  half  year.     M.  L.  Simpkins,  Mine  Foreman. 

(i.  \i.  Marrs,  Gen.  Supt.  2nd\  half  year. 

C.  W.  Connor,  Mine  Supt. 

VIRGINIA  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  Coalwood,  W.  Va. 
General  Office  of  Company,  Johnson  City,  Tenn. 
No.  1222.    No.  3  East  &  West  Mines. — These  mines  are  located  at  Coalwood 
OB  the  Clear  Fork  Branch  of  the  N.  &  W.  B.  R.  are  drift  openings  in  the  the 
Welch  seam  of  coal  which  has  an  average  thickness  in  these  mines  of  54  inches. 
Roof  is  good  excepting  in  some  places  where  slips  come  in  which  require  care- 
ful  watering  and   timbering.    Doors  and   stoppings  are   in   good  condition. 
Drainage  is  good.    Ventilation  produced  by  two  Disc  fans,  7  feet  in  diameter 
is  good.    No  gas  is  liberated  and  the  mine  has  always  been  found  damp  ex- 
cept in  local  sections.    The  coal  is  all  undercut  with  hand  picks  and  hauled  with 
electric  motors.    The  mine  law  in  other  requirements  is  being  complied  with. 
W.  B.  Crawford,  Gen.  Supt.  1st.  half  year.    J.  L.  Vance,  Mine  Foreman. 
0.  R,  Mabrs,  Gen.  Supt.  2nd.  half  year. 
G.  \V.  Connor.  Mine  Supt. 

VIRGINIA  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  Coalwood.  W.  Va. 
General  Office  of  Company,  Johnson  City,  Tenn. 
No.  1223.  No.  1%,  3,  4.  7  and  8  Mines. — These  are  drift  mines  located  at 
Coalwood  on  the  Clear  Fork  Branch  of  the  N.  &  W.  R.  R.  The  iy2,  3  and  4 
mines  are  operating  the  Welch  seam  of  coal  which  has  an  average  thickness  of 
five  feet.  The  Nos.  7  and  8  mines  are  operating  the  Sewell  seam  which  aver- 
ages 40  inches  in  thickness  with  a  good  roof.  In  the  other  mines  the  roof  is 
bad  in  some  sections  and  requires  careful  timbering.  The  ventilation  which 
is  furnished  to  these  mines  by  two  fans  and  five  furnaces  is  good.  Doors  and 
stoppings  are  in  good  condition.  Drainage  is  good.  No  explosive  gas  is 
generated  and  with  the  exception  of  some  sections  in  No.  3  mine  they  have 
always  been  found  in  a  naturally  damp  condition.  The  coal  is  mined  with 
picks  and  electric  chain  machines  and  hauled  by  electric  motors.  The  coal 
from  all  five  mines  comes  to  one  tipple.  The  mine  law  in  all  other  require- 
ments is  being  complied  with. 

W.  B.  Crawford,  Gen.  Supt.  1st  half  year     Wm.  Pack.  Mine  Foreman. 
G.  R.  Marrs,  Gen  Supt.  2nd  half  year.  K.  C.  Brent.  Mine  Foreman. 

C.  W.  Connor.  Mine  Supt. 

VIRGINIA  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine.  Coalwood.  W.  Va. 
General  Office  of  Company,  Johnson  City,  Tenn. 
No.  1224.    Mines  No.  6  East  and  West  and  Thelma  Mine. — These  mines  are 
located  two  miles  above  Coalwood  on  the  Clear  Fork  Branch  of  the  N.  &  W.  " 
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R.  R.,  operating  the  Sewell  Seam  of  coal  which  has  an  average  thickness  in  these 
mines  of  four  feet.  The  roof  requires  timbering  to  keep  it  from  falling.  All 
stoppings  are  constructed  of  plank  and  the  doors  are  in  good  condition.  The 
ventilation  for  the  No.  6  East  mine  is  produced  by  two  Disc  fans,  8  and  6  feet 
in  diameter.  The  No.  6  West  mine  is  provided  with  good  ventilation  by  an 
S  foot  Disc  fan.  The  Thelma  mines  which  have  only  been  opened  up  this  year 
will  be  ventilated  with  4  Disc  fans  as  there  is  to  be  four  separa-te  openings. 
The  Thelma  mines  and  the  No.  6  East  are  inclined  to  become  dusty  during 
the  cold  season  and  recommendations  have  been  made  that  steam,  water  sprays 
or  other  humidifying  apparatus  be  used  to  keep  the  dust  wet.  The  No.  6  West 
mire  has  always  been  found  naturally  wet.  They  are  all  drift  openings  high 
up  on  the  hill  and  no  explosive  gas  is  liberated.  The  coal  is  all  hauled  to  the 
one  tipple  but  a  new  tipple  is  to  be  constructed  for  the  Thelma  mines.  Drain- 
age has  always  been  found  good  except  in  local  places  in  the  No.  6  West  mines 
The  coal  is  all  undercut  with  electric  chain  machines  and  hauled  by  electric 
motors.  The  mine  law  is  complied  with  in  all  other  requirements. 
W.  B.  Crawford,  Gen.  Supt.  1st  half  year.  T.  C.  Longmier,  Mine  Foreman. 
G.  R.  Marrs,  Gen.  Supt.  2nd  half  year. 
C.  W.  Connor,  Mine  Supt. 

VIRGINIA  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  Yukon,  W.  Va. 
General  Office  of  Company,  Johnson  City,  Tenn. 
No.  1225.    Caretta  or  No.  5  Mine. — This  mine  is  located  near  Yukon,  on  the 
Dry  Fork  Branch  of  the  N.  &  W.  R.  R.    It  is  a  slope  opening  in  the  War 
Creek  seam  of  coal,  which  has  an  average  thickness  of  4  feet,  with  a  good 
roof.    Drainage  is  good.    Doors  and  stoppings  are  in  good  condition.  Venti- 
lation produced  by  a  7  foot  Disc  fan,  split  into  two  separate  currents  is  good. 
The  mine  in  certain  sections  is  dusty,  and  in  compliance  with  a  recommendation 
the  management  intends  to  install  a  force  fan  and  humidifying  apparatus, 
which  will  keep  the  mine  in  such  a  damp  condition  that  a  relative  humidity 
of  not  less  than  90  per  cent  can  be  obtained  the  whole  year  around.    No  ex- 
plosive gas  has  been  detected.    The  coal  is  mostly  mined  by  electric  chain 
machines  and  hauled  entirely  by  electric  motors.    Mine  laws  in  other  respects 
is  being  complied  with. 

W.  L.  Robinson.  General  Supt.  William  White,  Mine  Foreman. 

COLUMBUS  POCAHONTAS  COAL  COMPANY. 
P.  O.  of  Mine,  Taeger,  W.  Va. 
General  Office  of  Company,  Columbus,  Ohio. 
No.  1226.    Columbus  Pocahontas  Mine. — This  mine  located  on  the  Dry  Fork 
branch  of  the  N.  &  W.  R.  R.,  three  miles  from  Iaeger,  is  a  drift  opening  in 
what  is  locally  known  as  the  Red  Ash  seam  of  coal,  which  has  an  average  thick- 
ness of  30  inches.    Doors  and  stoppings  were  found  in  good  condition.  Drain- 
age is  good.    Ventilation  produced  by  a  furnace  is  fairly  good.    The  mine  is 
naturally  damp  and  no  explosive  gas  is  generated.    At  the  time  of  my  last 
inspection  of  this  mine  no  blankets  or  safety  lamps  were  on  hand  and  no  rules 
posted. 

J.  A.  Bradftjte,  General  Supt.  F.  C.  Caudill.  Mine  Foreman. 
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IMPERIAL  POCAHONTAS  COAL  COMPANY. 
P.  O.  op  Mine,  Iaeger,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1227.    This  mine  is  located  on  Dry  Fork,  about  eight  miles  from  Iaeger, 
operating  the  Davey  seam  of  coal,  which  has  an  average  thickness  in  this 
mine  of  30  inches,  and  only  a  small  amount  of  work  has  been  done  in  prospect- 
ing during  the  year. 
James  Flanagan,  Pres.  &  Gen.  Mgr. 

REYNOLDS  MINING  COMPANY. 
V.  O.  op  Mine,  Lex.  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1228.    Reynolds  Mine. — This  mine  is  located  at  Lex,  on  the  Dry  Fork 
branch  of  the  No.  &  W.  R.  R.,  it  is  a  drift,  opening  in  the  Welch  seam  of  coal, 
which  has  an  average  thickness  of  34  inches,  with  a  roof  that  requires  careful 
timbering.    Doors  and  stoppings  were  not  in  satisfactory  condition.  Drainage 
is  good.    Ventilation  produced  by  a  furnace  was  not  found  satisfactory.  The 
mine  is  naturally  damp  and  a  very  small  amount  of  explosive  gas  is  generated. 
The  coal  is  mined  by  hand  picks  and  hauled  by  mules.    The  mine  law  in  other 
respects  is  complied  with. 

O.  C.  Huffman.  General  Mgr.  C.  W.  Chatfield,  Mine  Foreman. 

EUBBICANE  BRANCH  COAL  COMPANY. 

P.  O.  op  Mine.  Lex,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1229.  Hurricane  Branch  Mine. — This  mine  located  at  Lex,  on  the  Dry 
Fork  branch,  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Welch  seam 
of  coal,  which  has  an  average  thickness  of  3  feet,  with  a  bad  roof.  Doors  and 
stoppings  are  in  good  condition.  Drainage  is  good.  Ventilation  produced  by 
a  furnace  is  good  for  the  number  of  men  employed.  The  mine  is  damp  and  no 
explosive  gas  is  generated. 

J.  Frank  Johnson,  Gen.  Mgr.  J.  E.  Huffard,  Supt.  &  Mine  Foreman. 

HENBIETTA  POCAHONTAS  COAL  CO. 

P.  O.  of  Mine,  Bartley,  W.  Va. 
General  Office  of  Company,  Bartley,  W.  Va. 
No.  1230.  Henrietta  Mine. — This  mine  is  located  at  Bartley  on  the  Dry 
Fork  branch  of  the  N.  &  W.  R.  R.,  19  miles  from  Iaeger.  It  is  a  drift  open- 
ing operating  the  Sewell  seam  of  coal  which  has  an  average  thickness  in  this 
mine  of  three  feet  with  a  good  roof.  Doors  and  stoppings  are  in  good  con- 
dition. Sufficient  ventilation  for  the  development  of  the  mine  is  furnished  by 
a  4  foot  Disc  fan.  Some  difficulty  is  experienced  in  keeping  the  mine  well 
drained.  No  explosive  gas  is  generated  and  the  mine  is  naturally  wet.  The 
coal  is  mined  by  hand  picks  and  hauled  by  mules  and  a  4  ton  gasoline  motor. 
The  mine  law  in  other  respects  is  being  complied  with.  This  mine  is  producing 
150  tons  of  coal  per  day. 

C.  Botsford,  Gen.  Mgr.  &  Supt.  J.  W.  Strickler,  Mine  Foreman. 
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FLAT  TOP  COAL  MINING  CO. 

P.  O.  of  Mine,  Enlish,  W.  Va. 
General  Office  of  Company,  Crystal,  W .  Va. 
No.  1231.    Thomas  Mine. — This  mine  is  located  at  Enlish  on  the  Dry  Fork 
branch  of  the  N.  &  W.  R.  R.    It  is  a  slope  opening  operating  the  War  Creek 
seam  of  coal  which  has  an  average  thickness  in  this  mine  of  45  inches  with  a 
roof  which  is  poor  in  some  sections.    Drainage  in  some  sections  of  the  mine 
is  also  poor.    Doors  and  stoppings  were  found  in  satisfactory  condition.  Good 
ventilation  is  furnished  by  an  8  foot  Sirocco  fan.    A  very  small  amount  of 
explosive  gas  is  generated  and  most  of  the  mine  so  far  has  been  found  in  a 
natuarlly  damp  condition.    The  coal  is  undercut  with  hand  picks  and  hauled 
by  mules  and  electric  motors.    The  mine  law  in  other  respects  is  being  com- 
plied with.    This  mine  is  producing  250  tons  of  coal  per  day. 
W.  H.  Thomas.  Gen',  Mgr.  Ed.  Cockburn.  Supt.  &  Mine  Foreman. 

DRY  FORK  COLLIERY  COMPANY. 
P.  O.  of  Mine,  Yukon,  W.  Va. 
General  Office  of  Company,  Bluefield,  W.  Va. 
No.  1232.    Dry  Fork  Mine. — This  mine  located  at  Yukon,  on  the  Dry  Fork 
Branch,  of  the  N.  &  W.  R.  R.,  is  a  slope  opening  in  the  War  Creek  seam  of 
coal,  which  has  an  average  thickness  of  6  feet,  with  a  good  roof.    Drainage  is 
good.    Doors  and  stoppings  are  in  a  good  condition.    Ventilation  produced  by 
a  6  foot  Sirocco  fan  is  good.    The  coal  is  mined  by  hand  picks  under  the  super- 
vision of  shot  inspectors  and  hauled  by  mules  and  a  gasoline  haulage  motor. 
The  mine  is  naturally  damp  and  a  very  small  amount  of  explosive  gas  has 
been  detected  at  different  times.    The  mine  law  in  other  respects  is  being  com- 
plied with. 

W.  T.  Williams,  Pres.  &  Gen.  Mgr.        W.  H.  Powell,  Mine  Foieman. 
W.  L.  Robinson,  Supt. 

BUCEANON  COAL  COMPANY. 
P.  O.  of  Mine,  Yukon,  W.  Va. 
General  Office  of  Company,  Yukon,  W.  Va. 
No.  1233.    BucJuinon  Mine. — This  mine  located  at  Yukon,  on  the  Dry  Fork, 
Branch,  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  War  Creek 
seam  of  coal,  which  has  an  average  thickness  of  38  inches,  with  a  good  roof. 
Doors  and  stoppings  are  in  good  condition.    Drainage  is  good.  Ventilation 
produced  by  a  7  foot  fan  is  good.    The  mine  is  naturally  damp  and  a  very 
small  amount  of  explosive  gas  is  generated.    The  coal  is  mined  by  hand  picks 
and  hauled  by  mules. 

J.  L.  Charles.  Gen.  Supt.  M.  J.  Harley.  Mine  Foreman  &  Fire  Bops. 

YUKON  POCAHONTAS  COAL  COMPANY. 
P.  O.  of  Mine,  Yukon,  W.  Va. 
General  Office  of  Company,  Yukon,  W.  Va. 
No.  1234.    Yukon  No.  1  Mine. — This  mine  is  located  at  Yukon,  on  the  Dry 
Fork  Branch,  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  in  the  War  Creek  seam 
of  coal,  which  has  an  average  thickness  of  5  feet,  with  a  good  roof.  Drainage 
is  good.    Doors  are  good.    Stoppings  and  main  entry  were  not  found  satis- 
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factory.  Sufficient  ventilation  is  produced  by  a  10  foot  Disc  fan.  Some  sec- 
tion of  the  mine  were  found  dusty.  No  explosive  gas  is  generated.  The  coal 
is  mined  by  electric  chain  machines  and  hauled  by  electric  motors.  In  other 
respects  the  mine  law  is  complied  with. 

H.  M.  Meyers,  Gen.  Supt.  H.  S.  Weddington,  Mine  Foreman. 

HA  EM  AN  COAL  COMPANY. 
P.  O.  of  Mine,  War,  W.  Va. 
General  Office  of  Company,  Yukon,  W.  Ya. 
No.  1235.    No.  1  Mine. — This  mine  is  located  near  War,  on  Dry  Fork  Branch 
of  the  N.  &  W.  Eailroad.    It  is  a  drift  opening  operating  the  Welch  seam, 
which  has  an  average  thickness  of  3  feet,  with  good  roof.    Drainage,  doors 
and  stoppings  are  in  good  condition.    Sufficient  ventilation,  is  produced  by  a 
furnace  for  the  few  men  working  in  this  mine.    Dust  is  found  in  some  sections, 
but  no  explosive  gases  are  generated.    Coal  is  undercut  by  hand  and  hauled  by 
mules.    Mine  laws  in  all  other  respects  are  complied  with. 
W.  T.  Brooks,  Supt.  C.  M.  Blerms,  Mine  Foreman. 

WAR  CREEK  COAL  COMPANY. 
P.  O.  of  Mine,  War,  W.  Va. 
General  Office  of  Company,  Yukon,  W.  Va. 
No.  1236.    War  Ridge  Mine. — This  mine  is  located  at  War,  on  the  Dry  Fork 
Branch  of  the  N.  &  W.  E.  E.,  is  a  drift  opening  operating  the  Welch  seam  of 
coal,  which  has  an  average  thickness  of  3  feet,  with  a  good  roof.  Drainage 
is  good.    Doors  and  stoppings  are  in  good  condition.    Sufficient  ventilation 
is  produced  for  the  few  men  working,  by  a  furnace.    The  mine  was  found 
dusty  in  some  sections  and  no  explosive  gas  is  generated.    The  coal  is  under- 
cut with  hand  picks  and  hauled  by  mules.    Mine  law  in  other  respects  is 
compiled  with. 

H.  M.  Meyers,  General  Supt.  Charles  Huff,  Mine  Foreman. 

JOHN'S  BRANCH  COAL  COMPANY. 
P.  O.  of  Mine,  War.  W.  Va. 
General  Office  of  Company,  Yukon,  W.  Va. 
No.  1237.    John's  Branch  Mine. — This  mine  is  located  at  War,  on  the  Dry 
Fork  Branch,  of  the  N.  &  W.  E.  E.,  is  a  drift  opening  operating  the  War  Creek 
seam  of  coal,  which  has  an  average  thickness  of  4  feet,  with  a  good  roof. 
Drainage  is  good.    Doors  and  stoppings  are  in  good  condition.  Ventilation 
produced  by  a  furnace  is  good.    No  explosive  gas  is  generated.    Some  sec- 
tions of  the  mine  were  found  in  a  dusty  condition.    Coal  is  mined  by  hand 
picks  and  hauled  by  mules.    In  other  respects  the  mine  laws  are  complied 
with. 

H.  M.  Meyers,  General  Supt.  Charles  Huff,  Mine  Foreman. 

POCAHONTAS  DOMESTIC  COAL  COMPANY. 
P.  O.  of  Mine,  War.  W.  Va. 
General  Office  of  Company,  War,  W.  Va. 
No.  1238.    Scorpion  Mine. — This  mine  located  near  War,  on  the  Dry  Fork 
Branch,  of  the  N.  &  W.  E.  E.    It  is  a  drift  opening  in  the  War  Creek  seam 
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of  coal,  -which  has  an  average  thickness  of  4  feet,  with  a.  good  roof.  Drainage 
is  good.  Doors  and  stoppings  are  in  good  condition.  Ventilation  produced  by 
a  furnace  is  good.  No  explosive  gas  is  generated.  Certain  sections  of  the 
mine  were  found  in  a  dusty  condition,  and  shooting  on  the  solid  was  practiced. 
Recommendations  were  made  that  all  shooting  should  be  done  by  shot  firers 
when  all  other  employees  were  out  of  the  mine.  The  coal  is  hauled  by  mules. 
Mine  laws  in  other  respects  are  being  complied  with. 

J.  D.  Nash,  General  Supt.  Joseph  Smith,  Mine  Foreman. 

EXCELSIOR  POCAHONTAS  COAL  CO. 
P.  O.  of  Mine,  War,  W.  Va. 
No.  1239.  Excelsior  Mine. — This  mine  is  located  at  War  on  the  Dry  Fork 
Branch  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening  operating  the  War  Creek 
seam  of  coal  which  has  an  average  thickness  in  this  mine  of  56  inches  with  a 
roof  which  is  good,  except  in  some  sections  of  the  right  side  of  mine.  Doors 
and  stoppings  are  in  very  good  condition.  Ventilation  produced  by  a  5  foot 
fan  is  good.  Drainage  is  good.  No  explosive  gas  is  generated  and  the  mine 
has  always  been  found  in  a  damp  condition.  The  coal  is  all  undercut  with 
Sullivan  short  wall  machines  and  gathered  and  hauled  by  electric  motors.  The 
mine  law  in  all  other  respects  is  being  complied  with.  This  mine  is  producing 
500  tons  of  coal  per  day. 

JT.  A.  Huddleston,  Gen.  Mgr.  M.  J.  Hurley,  Mine  Foreman. 

T.  G.  Shelton,  Mine  Foreman. 

NEW  EIVEE  &  POCAHONTAS  CONSOLIDATED  COAL  CO. 
P.  O.  of  Mine,  Berwind,  W.  Va. 
General  Office  of  Company,  Arcade  Bldg.,  Philadelphia,  Pa. 
No.  1240.  No.  1  Mine. — This  is  a  drift  opening,  located  at  Berwind  on  the 
Dry  Fork  Branch  of  the  N.  &  W.  R.  R.,  operating  the  No.  3  Pocahontas  seam 
which  has  an  average  thickness  in  this  mine  of  54  inches  with, a  good  sand- 
stone roof.  Masonry  stoppings  and  overcasts  are  constructed  and  the  doors  are 
in  good  condition.  100,000  cubic  feet  of  air  per  minute  is  produced  by  a  16 
foot  fan  and  this  amount  split  into  four  separate  currents  furnishes  good 
ventilation  to  the  mine.  No  explosive  gas  is  generated;  and  the  mine  in  cer- 
tain sections  becomes  dry  in  winter.  The  fan  which  is  exhausting  has  an  in- 
take opening  near  the  head  of  the  mine  at  the  working  faces.  This  cold  air 
in  winter  time  has  a  tendency  to  render  the  working  places  near  this  intake 
dry  and  dusty.  The  fan  is  reversible  and  it  has  recommended  that  the 
direction  of  the  air  be  reversed  before  the  coming  cold  season  sets  in  and  that 
a  steam  boiler  which  is  near  at  hand  be  put  in  readiness  to  be  used.  All  fine 
coal  cuttings  and  refuse,  which  would  make  dust  in  a.  mine  is  loaded  out  and 
sent  through  a  large  washery  which  has  been  constructed  for  taking  care  of  the 
fine  coal.  All  the  coal  excepting  the  pillar  coal  is  undercut  with  electric  chain 
maebioef  and  hauled  with  electric  motors.  The  mine  law  in  other  respects  is 
being  complied  with.  This  mine  is  producing  650  tons  of  coal  per  day.  The 
minp  law  in  other  respects  is  being  compiled  with. 

If.  M.  Bf.rtolet.  Gen.  Mgr.  J.  J.  Reynolds,  Mine  Foreman. 

Wm.  Barrick,  Supt. 
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NEW  RIVER  &  POCAHONTAS  CONSOLIDATED  COAL  CO. 
P.  O.  op  Mine,  Berwind,  W.  Va. 
General  Office  of  Company,  Arcade  Bldg.,  Philadelphia,  Pa. 
No.  1241.  No.  2  Mine. — This  is  a  drift  opening,  located  at  Berwind  on  the 
Dry  Fork  Branch  of  the  N.  &  W.  R.  R.,  operating  the  No.  3  Pocahontas  seam 
of  coal  which  has  an  average  thickness  in  this  mine  of  four  feet  with  a  good 
sandstone  roof.  Drainage  is  good.  Stoppings  and  overcasts  are  constructed 
of  masonry  and  doors  are  in  good  condition.  Ventilation  produced  by  a  8 
foot  fan,  split  into  five  separate  currents,  furnishes  good  air  for  the  mine. 
Explosive  gas  is  generated  in  small  amounts  and  the  mine  in  general  is  natural- 
ly dry.  All  fine  coal  and  refuse  is  loaded  out  of  the  mine  and  sent  to  the 
washery  to  be  cleaned.  The  fan  during  the  year  was  changed  from  exhaust- 
ing to  forcing  the  air  and  a  75  II.  P.  boiler  was  installed  near  the  fan  on  the 
outside  and  pipes  were  run  to  the  different  main  splits  of  the  mine  for  the  pur- 
pose of  injecting  steam  in  to  keep  the  dust  wet.  By  operating  this  system 
sufficiently  during  the  cold  months  will  no  doubt  keep  the  mine  in  such  a  moist 
condition  that  a  relative  humidity  of  90  per  cent  can  be  obtained  at  all  times. 
All  of  the  coal  excepting  some  of  the  pillar  coal  is  undercut  with  electric  chain 
machines  and  hauled  with  electric  motors.  This  mine  is  producing  500  tons 
of  coal  per  day.  The  mine  law  in  other  respects  is  being  complied  with. 
II.  M.  Bertolet,  Gen.  M</r.  Peter  Drennan.  Mine  Foreman. 

Wm.  Barrick.  Supt.  W.  P.  Farxe.  Fire  Bo.^.s. 

NEW  RIVER  &  POCAHONTAS  CONSOLIDATED  COAL  CO. 
P.  O.  of  Mine.  Berwind.  W.  Va. 
General  Office  of  Company,  Arcade  Bldg.,  Philadelphia,  Pa. 
No.  1242.  No.  3  Mine. — This  is  a  drift  opening,  located  two  miles  above 
Berwind  on  the  Dry  Fork  Branch  of  the  N.  &  W.  R.  R.,  operating  the  No.  3 
Pocahontas  seam  of  coal  which  has  an  average  thickness  of  four  feet  with  a 
good  sandstone  roof.  Drainage  is  good.  Doors  and  stoppings  are  in  good 
condition,  the  stoppings  along  with  overcasts  being  constructed  of  masonry. 
Ventilation  produced  by  an  8  foot  fan  and  divided  into  three  currents  is  good. 
During  the  year  a  50  H.  P.  boiler  was  installed  near  the  intake  of  this  mine 
for  the  purpose  of  injecting  into  the  mine.  On  account  of  the  fan  being  an 
exhaust  fan  and  not  reversible,  this  steam  must  be  put  in  on  the  main  haulwaj 
and  this  can  only  be  done  at  night  or  when  the  mine  is  idle,  and  it  is  question- 
able whether  or  not  enough  moisture  can  be  put  into  the  mine  in  this  way  with- 
out employing  other  means  with  it.  No  explosive  gas  is  liberated  and  the  mine 
in  general  is  naturally  dry.  As  in  the  other  mines  of  this  company,  all  the 
fine  coal  and  refuse  is  loaded  out  to  prevent  the  accumulation  of  dust.  The 
mine  law  in  all  other  respects  is  being  complied  with.  This  mine  is  producing 
600  tons  of  coal  per  day,  all  of  it  being  undercut  and  hauled  by  electric  ma- 
chinery. 

H.  M.  Bertolet.  Gen.  Mgr.  Jos.  Shorthouse.  Mine  Foreman. 

Wm.  Barrick.  Supt.  F.  Taylor.  Mine  Foreman. 
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NEW  EIVER  &  POCAJrONTAS  CONSOLIDATED  COAL  CO. 
P.  0.  of  Mine,  Berwind.  W.  Va. 
General  Office  of  Company,  Arcade  Bldg.,  Philadelphia,  Pa. 
No.  1243.    No.  4  Mine. — This  mine  is  located  two  miles  above  Berwind  on 
the  Dry  Fork  Branch  of  the  N.  &  W.  E.  R.    It  is  a  drift  opening  operating  the 
No.  3  Pocahontas  seam  of  coal  which  averages  in  thickness  53  inches.    Poof  in 
some  sections  was  found  bad,  but,  carefully  timbered.    Drainage   is  good. 
Ventilation  produced  by  an  8  foot  non-reversible  fan  is  good.    Masonry  stop- 
pings and  overcasts  are  constructed  and  doors  are  in  good  condition.    No  ex- 
plosive gas  is  liberated  and  so  far  the  mine  has  always  been  found  in  a  natural- 
ly moist  condition.    The  coal  is  all  undercut  with  electric  chain  machines  and 
hauled  by  electric  motors.    All  fine  coal  and  refuse  is  loaded  out  of  the  mine 
and  sent  to  the  washery.    The  mine  law  in  other  respects  is  being  complied: 
with.    This  mine  is  producing  250  tons  of  coal  per  day. 
H.  M.  Bertolet,  Gen.  Mgr.  Jos.  Brown,  Mine  Foreman. 

Wm.  Barrick,  Supt.  N.  Lewis,  Mine  Foreman. 

LATHBOP  COAL  CO. 
P.  O.  of  Mine,  Panther,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.  1244.  Lathrop  Mine. — This  is  a  drift  mine  located  at  Panther  on  the 
main  line  of  the  N.  &  W.  P.  R.,  operating  the  Eagle  seam  of  coal  which  aver- 
ages six  feet  in  thickness.  The  roof  which  is  sandstone  requires  very  little 
timber  except  where  some  hill  seam  come  in.  No  gas  is  generated  and  so  far 
the  mine  has  been  naturally  wret.  Ample  ventilation  is  produced  by  an  8  foot 
Jeffrey  fan,  which  is  split  into  two  separate  currents.  Stoppings  are  con- 
structed of  stone  and  doors  are  in  "good  condition.  Drainage  in  the  mine  is 
good.  The  coal  is  mined  by  electric  short  wall  machines  and  hauled  by  electric 
motors.  A  separate  hoist  has  been  provided  on  the  outside  to  haul  the  men 
and  supplies  up  the  hill.  It  has  been  recommended  that  the  truck  used  in  hoist- 
ing be  provided  with  "drags"  with  which  it  can  be  held  in  case  the  rope  breaks 
or  the  hoisting  machinery  gets  out  of  order.  This  is  a  new  mine  that  has  not 
been  shipping  coal  a  year  yet.  The  mine  law  in  all  other  respects  is  being 
complied  with. 

Wm.  Leckie,  Gen.  Mgr.  J.  R.  Davis,  Mine  Fore-mam-. 

A.  F.  Leckie,  Supt. 

MOHAWK  C.  &  C.  CO. 
P.  O.  of  Mine,  Mohawk.  W.  Va. 
General  Office  of  Company,  Powhatan,  W.  Va. 
No.  1245.    Mohawk  Mine. — This  mine  is  located  at  Mohawk  on  the  main  line 
of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Eagle  seam  of  coal  which 
averages  70  inches  in  thickness.    The  roof  is  a  sandstone,  ?ontaining  many 
hill  seams  and  is  very  good,  little  timbering  being  necessary.    The  mine  is 
free  from  gas  and  has  been  found  naturally  wet  the  whole  year  around.    A  12 
foot  centrifugal  fan  furnishes  45000  cubic  feet  of  air  per  minute  which  is 
more  than  ample  for  the  needs  of  the  mine.    Drainage  is  good.    All  the  coal 
mined  is  undercut  with  air  puncher  machines,  hauled  from  the  working  places 
to  the  parting  by  mules  and  from  the  parting,  which  is  4000  feet  inside  the 
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mine,  to  the  tipple  by  a  steam  locomotive.  No  traveling  is  done  on  tho  haul- 
way  by  the  workmen  as  there  are  a  number  of  openings  at  the  head  of  the  mine 
through  which  they  can  reach  their  work.  Other  requirements  of  the  mine  law 
are  being  complied  with.  This  mine  is  producing  500  tons  of  coal  per  day. 
L.  E.  Tierney,  Gen.  Mgr.  W.  J.  Hopkins,  Mine  Foremam. 

W.  T.  Heatherman,  Supt.  1st  half  y(ar. 
J.  W.  Montgomery,  Supt.  2nd  half  year. 

MINGO  COUNTY. 
MARGAEET  MINING  CO. 
P.  O.  op  Mine,  War  Eagle,  W.  Va. 
General  Office  of  Company,  Welch,  W.  Va. 
No.   1246.    Margaret  Mine. — This  mine  is  located  on   the  Turkey  Creek 
Branch  of  tho  N.  &  W.  R.  R.  near  War  Eagle.    It  is  a  drift  opening  operating 
the  No.  1  Eagle  seam  of  coal  which  has  an  average  thickness  in  this  mine  of 
five  feet  with  a  sandstone  roof  which  is  generally  good  throughout  the  mine. 
Drainage  is  good.    Doors  and  stoppings  are  in  good  condition  and  the  venti- 
lation produced  by  a  12  foot  centrifugal  fan  is  good.    The  coal  is  all  under- 
cut with  compressed  air  punching  machines  and  hauled  by  mules  to  a  side  track 
near  the  drift  mouth  and  from  there  to  the  tipple  by  a  steam  locomotive.  No 
explosive  gas  or  black  damp  is  liberated  and  the  mine  excepting  a  few  sections 
is  naturally  damp.    Nearly  all  the  workmen  in  the  mine  are  using  acetylene 
lamps  and  tho  absence  of  powder  smoke  which  is  made  by  the  ordinary  oil 
lamp  is  noticeable.    The  mine  law  in  other  respects  is  being  complied  with. 
T.  A.  Schewey.  Gen.  Supt.  J.  H.  Brumfield,  Mine  Foreman. 

WAR  EAGLE  COAL  CO. 
P.  O.  op  Mine,  War  Eagle,  W.  Va. 
General  Office  of  Company,  War  Eagle,  W.  Va. 
No.  1247.    Mephisto  Mine. — This  mine  is  located  on  the  Turkey  Creek  Branch 
of  the  N.  &  W.  R.  R.,  near  War  Eagle.    It  is  a  drift  opening  operating  the 
No.  1  Eagle  seam  of  coal  which  has  an  average  thickness  of  six  feet  with  a 
good  sandstone  roof.    Drainage  is  good.    Doors  and  stoppings  are  in  good  con- 
dition and  the  ventilation  produced  by  a  5  foot  Disc  fan  is  good.    The  coal 
mined  is  all  undercut  with  compressed  air  puncher  machines  and  hauled  by 
mules  and  a.  steam  locomotive.    No  explosive  gas  is  generated  and  the  mine 
is  naturally  wet  the  year  around.    The  mine  in  other  respects  is  being  complied 
with. 

A.  H.  Moore,  Pres.  S.  S.  Barnett,  Mine  Foremwt. 

G.  W.  Coffey,  Gen.  Mgr. 

WAR  EAGLE  COAL  CO. 
P.  O.  op  Mine,  War  Eagle,  W.  Va. 
General  Office  of  Company,  War  Eagle,  W.  Va. 
No.  1248.    Pappoose  Mine. — This  mine  is  located  on  the  Turkey  Creek 
Branch  of  the  N.  &  W.  R.  R.,  near  War  Eagle.    It  is  a  drift  opening  operating 
the  No.  1  Eagle  seam  of  coal  which  has  an  average  thickness  of  six  feet  with 
a  sandstone  roof  which  is  generally  good.    Drainage  is  fairly  good.  Doors 
and  stoppings  are  in  good  condition  and  the  ventilation  produced  by  a  fan  is 
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good.  Roadways  are  in  good  condition  to  pass  moving  cars.  No  explosive  gas 
is  generated  and  the  mine  is  wet  tho  year  around.  The  coal  mined  is  all  under 
cut  with  compressed  air  punching  machines  and  hauled  by  mules  to  a  parting 
and  from  there  to  tho  tipple  by  a  steam  locomotive.  The  mine  law  in  other 
respects  is  being  complied  with. 

A.  H.  Moore,  Pres.  J.  K.  Coffey,  Mine  Foreman. 

G.  W.  Coffey,  Gen.  Mgr. 

GLEN  ALUM  COAL  CO. 
P.  0.  of  Mine,  Glen  Alum,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va, 
No.  1249.    No.  1  Mime. — This  mine  is  located  at  Glen  Alum  on  the  Alum 
Creek  Branch  of  the  N.  &  W.  E.  R.    It  is  a  drift  opening  operating  the  Thacker 
seam  of  coal  which  has  an  average  thickness  of  five  feet  with  a  roof  that  is 
generally  good.    Drainage  is  good.    Doors  and  stoppings  are  in  good  condition 
and  the  ventilation  produced  by  a  12  foot  centrifugal  fan  is  good.    No  ex- 
plosive gas  is  liberated  and  certain  sections  of  the  mine  during  the  cold  months 
becomes  dry.    The  ruling  in  regard  to  maintaining  a  relative  humidity  of  90 
per  cent  in  the  mine  air  during  all  seasons  of  the  year  has  been  recommended. 
All  the  coal  excepting  what  is  mined  from  the  pillars  is  undercut  with  electric 
chain  machines,  and  hauled  by  mules  and  electirc  motors.    The  mine  law  in  all 
other  respects  is  being  complied  with. 

E.  E.  Lambert  was  Gen.  Supt.  of  this  company  until  April  1st,  when  Morris 
Watts  was  appointed  Gen.  Mgr.  and  J.  W.  Yost,  Mine  Supt. 

Ed.  Buchanan,  Mine  Foreman. 

GLEN  ALUM  COAL  CO. 
P.  0.  of  Mine,  Glen  Alum,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1249.    No.  2  Mine. — This  mine  is  located  at  Glen  Alum  on  the  Alum 
Creek  Branch  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening  operating  the  Thacker 
seam  of  coal  which  has  an  average  thickness  in  this  mine  of  five  feet  with  a 
sandstone  roof  which  is  good.    Drainage  is  good.    Doors  and  stoppings  .are 
in  good  condition,  many  of  the  doors  being  of  the  automatic  type.  Ventilation 
produced  by  a  12  foot  Disc  fan  is  good.    The  coal  in  the  mine  is  undercut 
with  electric  machines,  and  gathered  and  hauled  by  electric  motors.  The 
shooting  is  all  done  at  night  and  during  the  working  hours  of  the  day  the 
absence  of  powder  smoke  is  noticeable.    No  exploisve  gas  is  generated  and  only 
small  sections  of  the  mine  are  subject  to  dryness.    The  mine  law  in  other 
respects  is  being  complied  with. 

E.  C.  Lambert.  Gen.  Supt.  uniil  Apr.  1st.       F.  P.  McCloskey,  Mine  Foreman. 
Morris  Watts.  Gen.  Mgr.  since  Apr.  1st. 
J.  W.  Yost,  Mine  Supt.  since  Apr.  1st. 

GLEN  ALUM  COAL  CO. 
P.  O.  of  Mine,  Glen  Alum,  W.  Va. 
General  Office  of  Company,  Lynchburg,  Va. 
No.  1249.    No.  3  Mine. — This  mine  is  located  on  the  Alum  Creek  Branch  of 
the  N.  &  W.  R.  R.  at  Glen  Alum.    It  is  a  drift  opening  operating  the  Thacker 
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seam  of  coal  which  has  an  average  thickness  of  six  feet  in  this  mine  with  a  good 
sandstone  roof  Drainage  is  good.  Doors  and  stoppings  are  in  good  condition 
and  the  ventilation  produced  by  a  seven  foot  Disc  fan  is  good.  No  explosive 
gas  is  generated  and  the  mine  during  the  winter  months  is  inclined  to  become 
dry.  The  coal  is  all  undercut  with  electric  chain  machines  and  hauled  by  mules 
and  electric  motors.  The  shooting  is  all  done  at  night.  The  mine  law  in  other 
respcsts  is  being  complied  with. 

E.  C.  Lambert,  Gen.  Supt.  until  Apr.  1st.       P.  P.  McCloskey,  Mine  Foreman. 
Morris  Watts,  Gen.  Mgr.  since  Apr.  lit. 
J.  W.  Yost,  Mine  Supt.  since  Apr.  1st. 

T HACKEE  COAL  &  COKE  COMPANY. 
P.  O.  op  Mine.  New  Thacker.  W.  VrA. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1250.    Thacker  No.  10  Mine. — This  mine  is  located  at  New  Thacker,  on 
the  Lick  Fork  Branch  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  in  tho  Thacker 
seam  of  coal,  which  has  an  average  thickness  in  this  mine  of  7  feet,  with  a 
good  roof.    Drainage  is  good.    Doors  and  stoppings  are  enough  for  the  life 
of  the  mine.    Ventilation  produced  by  two  furnaces  are  good.    The  mine  is 
wet  and  no  explosive  gas  is  generated.    The  coal  is  mined  by  hand  picks  and 
hauled  by  mules.    The  mine  law  in  other  respects  is  being  complied  with. 
Benjamin  Lewis,  Gen.  Supt.  IF.  L.  Cox,  Mine  Foreman. 

J.  M.  Lewis,  Supt. 

THACKER  COAL  &  COKE  COMPANY. 
P.  O.  op  Mine,  Neav  Thacker.  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1251.    Thacker  Not.  11.  12.  13  Mines. — These  mines  located  on  the  Lick 
Fork  Branch  of  the  N.  &  W.  R.  R.,  are  drift  openings  in  the  Thacker  seam  of 
coal,  which  has  an  average  thickness  of  54  inches  in  these  mines.    Drainage  is 
good.    Doors   and   stoppings   are   in    good    condition.    The   ventilation  pro- 
duced by  three  7  foot  Disc  fans  and  divided  into  six  separate  currents  is  very 
good.    These  mines  have  been  found  naturally  damp  and  no  explosive  gas  is 
generated.    The  cutting  and  hauling  of  the  coal  is  all  done  by  electric  ma- 
chines and  motors.    The  mine  law  in  other  respects  is  being  complied  with. 
Benjamin  Lewis,  General  Supt.  Charles  Sigmond,  Mine  Foreman. 

J.  N.  Lewis,  Superintendent. 

THACKER  COAL  &  COKE  COMPANY. 
P.  O.  of  Mine.  Thacker  Mines,  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1252.    Thackers  No&.  3,  6.  7.  9  Mines. — These  mines  located  at  Thacker 
Mines,  on  the  Thacker  Branch,  of  the  N.  &  W.  R.  R.,  are  drift  openings  in  the 
Thacker  seam  of  coal,  which  has  an  average  thickness  in  these  mines  of  6  feet, 
with  a  bad  roof.    The  coal  from  the  four  mines  comes  to  one  tipple.  Doors 
and  stoppings  are  in  good  condition.    Ventilation  produced  by  four  fans  is 
good,  except  in  a  few  sections.    They  are  naturally  damp  and  no  explosive  gas 
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is  generated.  Coal  is  undercut  with  electric  chain  machines  and  hauled  by 
mules  and  electric  motors. 

T.  E.  Houston,  Genii.  Mgr.  J.  A.  Williams,  Mine  Foreman. 

Benjamin  Lewis,  Gen.  Supt.  John  Massing,  Mine  Foreman. 

J.  N.  Lewis,  Supt.  • 

T HACKEE  COAL  &  COKE  COMPANY. 

P.  O.  of  Mine,  Thacker  Mines,  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1252.  No.  2  Mine. — This  mine  is  located  at  Thacker  Mines,  on  the 
Thacker  Branch  of  the  N.  &  W.  E.  E.  It  is  a  drift  opening  in  the  Thacker 
seam  of  coal,  which  has  an  average  thickness  of  7  feet  in  this  mine,  with  a 
fairly  good  roof.  Drainage  is  good.  Doors  and  stoppings  are  good.  Venti- 
lation produced  by  a  1  foot  Centrifugal  fan  is  good.  The  mine  is  naturally 
wet  and  no  explosive  gas  is  generated.  The  coal  is  undercut  with  compressed 
air  punching  machines  and  hauled  by  mules.  The  mine  law  is  other  respects 
is  being  complied  with. 

Benjamin  Lewis,  Gen.  Supt.  J.  A.  Williams,  Mine  Foreman. 

J.  N.  Lewis,  Superintendent. 

BED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 
P.  O.  of  Mine,  Edgarton,  W.  Va. 
General  Office  of  Company,  Eed  Jacket,  W.  Va. 
No.  1253.    Grapevine  Mine. — This  mine  located  near  Thacker,  on  the  main 
line  of  the  N.  &  W.  E.  E.,  is  a  drift  opening  in  the  Thacker  seam  of  coal,  which 
has  an  average  thickness  of  7  feet,  with  a  roof  that  requires  careful  attention. 
All  the  work  being  done  on  this  mine  is  extracting  pilar  coal,  and  the  mine 
will  be  worked  out  in  a  few  more  months.    The  workings  now  are  near  the 
outside  and  good  ventilation  is  furnished  by  natural  means.    The  mine  is 
wet  and  the  coal  is  being  mined  by  picks  and  hauled  by  mules.    In  other 
respects  the  mine  laws  are  being  complied  with. 

W.  N.  Cummins,  Gen.  Supt.  Floyd  Atkins,  Mine  Foreman. 

EED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 
P.  O.  of  Mine,  Thacker,  W.  Va. 
General  Office  of  Company,  Thacker,  W.  Va. 
No.  1254.    Lick,  Fork  Mine. — This  mine  is  located  on  the  Lick  Fork  Branch 
of  the  N.  &  W.  E.  E.    It  is  a  drift  opening  operating  the  Thacker  seam  of  coal, 
which  has  an  average  thickness  of  6  feet,  with  a  good  roof.    Drainage  is  good. 
Doors  and  stoppings  are  in  good  condition.    Ventilation  produced  by  a  furnace 
is  good.    No  explosive  gas  is  generated  and  the  mine  is  generally  wet.  This 
mine  is  nearly  worked  out,  and  very  little  work  has  been  done  in  it  during  the 
year.    In  other  respects  the  mine  law  is  being  complied  with. 
W.  N.  Cummins,  Gen.  Supt.  Watt  Stevens.  Mine  Foreman. 

EED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 
P.  O.  of  Mine.  Eed  Jacket,  W.  Va. 
General  Office  of  Company,  Eed  Jacket,  W.  Va. 
No.  1255.    Eutherford  Mine. — This  mine  located  near  Eed  Jacket,  is  a  drift 
opening  operating  the  Thacker  seam  of  coal,  which  has  an  average  thickness  in 
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this  mine  of  54  inches,  with  a  good  roof.  Drainage  is  good.  Doors  and  stop- 
pings are  in  good  condition.  Ventilation  produced  by  a  12  foot  fan  is  good. 
No  explosive  gas  is  generated  and  the  mine  in  general  is  damp.  Coal  is  under 
cut  with  electric  chain  machines  and  hauled  with  electric  motors.  The  mine 
law  in  other  respects«is  being  complied  with.  This  mine  has  been  idle  a  quar- 
ter of  the  year. 

W.  N.  Cummins,  Gen.  Supt.  VV.  A.  Wilson,  Supt. 

BED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 
P.  0.  op  Mine,  Red  Jacket.  W.  Va. 
General  Office  of  Company,  Red  Jacket,  W.  Va. 
No.  1256.    Red  Jacket  Mine. — This  mine  located  at  Red  Jacket,  is  a  drift 
opening  in  the  Thaeker  seam  of  coal,  with  an  average  thickness  of  54  inches, 
with  a  good  roof.    Drainage  is  good.    Doors  and  stoppings  are  in  good  con- 
dition.   Ventilation  produced  by  a  15  foot  Centrifugal  fan  is  good.    The  mine 
is  damp  and  no  explosive  gas  is  generated.    Coal  is  undercut  with  hand  picks 
and  electric  chain  machines  and  hauled  by  mules  and  electric  motors.  The 
work  being  done  in  this  mine  is  nearly  all  in  extracting  pillar  coal. 
W  .N.  Cummins,  Gen.  Supt.  George  Boyd,  Mine  Foreman. 

RED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 
I\  ().  op  Mine.  Red  Jacket.  W.  Va. 
General  Office  of  Company,  Red  Jacket,  W.  Va. 
No.  1257.    Mitchells  Branch  Mine. — This  mine  located  at  Red  Jacket,  is  a 
drift  opening  in  the  Thaeker  seam  of  coal,  which  has  an  average  thickness  of 
54  inches,  with  a  good  roof.    Drainage  is  good.    At  the  time  of  the  last  in- 
spection, temporary  doors  and  stoppings  were  in  use  throughout  the  mine. 
This  is  a  new  mine  and  it  is  the  intention  to  construct  permanent  overcasts 
and  stoppings  and  install  a  larger  fan  which  will  give  ample  ventilation  to  the 
mine.    A  7  foot  fan  in  use  at  that  time  gave  sufficient  ventilation.    No  ex- 
plosive gas  is  generated  and  the  mine  was  found  naturally  damp.    The  coal  is 
undercut  with  electric  chain  machines  and  gathered  and  hauled  by  electric 
motors.    This  mine  with  its  extensive  equipment  is  prepared  to  handle  a  very 
large  tonnage.    The  mine  law  in  other  respects  is  being  complied  with. 
W.  N.  Cummins.  Gen.  Supt.  Jos.  Montgomery.  Mine  Foreman. 

W.  N.  Wilson,  Superintendent. 

BED  JACKET  JR.,  COAL  COMPANY. 
P.  O.  op  Mine.  Red  Jacket.  W.  Va. 
General  Office  of  Company,  Red  Jacket,  W.  Va. 
No.  1258.    Red  Jacket  Jr..  No.  1  Mine. — This  mine  located  at  Red  Jacket 
is  a  drift  opening  in  the  upper  bench  of  the  Thaeker  seam  of  coal,  which  has  an 
average  thickness  of  52  inches,  with  a  good  roof.    Drainage  is  good.  Doors 
and  stoppings  are  in  good  condition.    Ventilation  produced  by  an  8  foot  Disc 
fan,  split  into  two  separate  currents  is  good.    The  mine  has  been  found  natur- 
ally damp  and  no  explosive  gas  is  generated.    Coal  is  undercut  with  electric 
chain  machines  and  hauled  by  electric  motors.    The  mine  law  in  other  respects 
is  being  complied  with. 

W.  N.  Cummins.  General  Supt.  Hugh  Boyd,  Mine  Foremum. 

W.  A.  Wilson,  Superintendent. 
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BED  JACKET  JB.,  COAL  COMPANY. 
P.  O.  op  Mine.  Red  Jacket,  W.  Va. 
General  Office  of  Company,  Red  Jacket,  W.  Va. 
No.  1258.    Bed  Jacket,  Jr.,  No.  2  Mine. — This  mine  located  at  Red  Jacket 
is  a  drift  opening  in  the  lower  bench  of  the  Thacker  seam  of  coal,  which  has  an 
average  thickness  of  56  inches,  with  a  good  roof.    Doors  ana  stoppings  are  in 
good  condition.    Drainage  is  good.    Ventilation  produced  by  an  8  foot  fan 
is  well  distributed  throughout  the  mine.    The  mine  is  damp  and  no  explosive 
gas  is  generated.    The  cutting  is  done  by  electric  chain  machines  and  hauled 
by  electric  motors.    The  mine  law  in  other  respects  is  being  complied  with. 
W.  N.  Cummins,  General  Supl.  Hugh  Boyd,  Mine  Foreman. 

W.  A.  Wilson,  Superintendent. 

MAGNOLIA  COAL  &  COKE  COMPANY. 

P.  O.  of  Mine,  Matewan,  W.  Va. 
General  Office  of  Company,  Kenova,  W.  Va. 
No.  1259.  Magnolia  No.  3  Mine. — This  mine  is  located  at  Matewan,  on  the 
main  line  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening  in  the  Thacker  seam  of 
coal,  which  has  in  this  mine  an  average  thickness  of  44  inches,  with  a  fairly 
good  roof.  Drainage  is  good.  Doors  and  stoppings  are  in  good  condition. 
Ventilation  produced  by  an  8  foot  Disc  fan  is  good.  The  mine  is  damp  and 
no  explosive  gas  is  generated.  Coal  is  undercut  with  compressed  air  punching 
machines  and  hauled  by  mules.  In  other  respects  the  mine  law  is  being  com- 
plied with. 

James  F.  Beavers,  Pres.  &  Gen.  Mgr.  E.  H.  Simpkins,  Mine  Foreman. 

MABVIN  COAL  COMPANY. 
General  Office  of  Company,  Matewan,  W.  Va. 
No.  1260.  No.  1  Mine. — This  mine  located  at  Matawan  is  a  drift  opening 
in  the  Alma  seam  of  coal,  which  has  an  average  thickness  of  41  inches,  with 
a  roof  that  is  bad  in  some  sections.  Doors  and  stoppings  are  in  fair  condition. 
Ventilation  produced  by  a  furnace  was  so  poor  that  it  was  necessary  to  with- 
draw a  number  of  the  men  from  the  mine  on  the  last  inspection.  Recommenda- 
tions have  ben  made  repeatedly  that  a  fan  be  installed  at  this  mine.  The  mine 
is  generally  damp  and  no  explosive  gas  is  generated.  Coal  is  undercut  by 
machines  and  hauled  by  mules  and  electric  motors.  In  other  respects  the  mine 
law  is  being  complied  with. 

J.  H.  Williams,  Gen.  Mgr.  George  L.  Booth.  Mine  Foreman. 

MABVIN  COAL  COMPANY. 
P.  O.  op  Mine,  Matewan.  W.  Va. 
General  Office  of  Company,  Matewan,  W.  Va. 
No.  1260.    Marvin  No.  2  Mine. — This  mine  located  at  Matewan  is  a  drift 
opening  in  the  Thacker  seam  of  coal,  which  has  an  average  thickness  in  this 
mine  of  44  inches,  with  a  roof  that  is  bad  in  some  sections  of  the  mine  and 
requires  careful  timbering.    Drainage  is  good.    Stoppings  are  in  good  con- 
dition.   Some  of  the  doors  in  use  were  found  in  poor  condition.    The  mine 
was  found  in  damp  condition  and  no  explosive  gas  is  generated.    Coal  is  under- 
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cut  with  compressed  air  punching  machines  and  electric  chain  machines  and 

hauled  by  mules.    The  mine  law  in  other  respects  is  being  complied  with. 

J.  A.  Williams,  Gen.  Mgr.  G.  T.  Booth,  Mime  Foreman. 

GEAT  BEND  COAL  COMPANY. 
P.  O.  op  Mine,  Sprig,  W.  Va. 
No.  1261.    Great  Bend  Mine. — This  mine  located  at  Sprig,  on  the  N.  &  W. 
R.  R.  is  a  drift  opening  in  the  Alma  seam  of  coal,  which  has  an  average  thick- 
ness of  42  inches,  with  a  fairly  good  roof.    Drainage  is  good.    Doors  and 
Btpopings  are  in  good  condition.    On  account  of  the  way  in  which  the  fan  is 
installed  and  the  condition  of  airways,  the  quantity  of  ventilation  produced 
by  a  12  foot  fan  is  not  what  it  should  be,  but  was  found  sufficient  for  the 
number  of  men  working.    The  mine  is  damp  and  no  explosive  gas  is  generated. 
The  coal  is  undercut  with  electric  chain  machines  and  hauled  by  mules  and 
electric  motors.    In  other  erspects  the  mine  law  is  being  complied  with. 
J.  A.  Williams,  Gen.  Mgr.  A.  M.  Williams,  Mime  Foreman. 

WHITE  STAR  MINING  COMPANY. 
P.  O.  op  Mine,  Merrimac,  W.  Va. 
General  Office  of  Company,  Dayton,  Ohio. 
No.  1262.    White  Star  Mine. — This  mine  located  at  Merrimac,  on  the  main 
line  of  the  N.  &  W.  R.  R.    It  is  a  drift  opening  in  the  Alma  seam  of  coal, 
which  has  an  average  thickness  in  this  mine  of  42  inches,  with  a  good  roof. 
Drainage  is  good.    Stoppings  are  in  good  condition.    The  ventilation  pro- 
duced by  a  12  foot  Centrifugal  fan  is  ample  for  the  needs  of  the  mine,  but 
on  the  last  inspection  it  was  not  distributed  to  all  working  faces  on  account 
of  the  poor  condition  of  some  of  the  doors.    The  mine  was  found  damp  and  no 
explosive  gas  is  generated.    The  coal  is  undercut  with  compressed  air  punch- 
ing machines  and  hauled  by  mules  and  gasoline  haulage  motors.    In  other 
respects  the  mine  law  is  being  complied  with. 

S.  J.  Patterson,  Pres.  &  Gem-.  Mgr.      George  Welch,  Supt.  &  Mine  Forewarn. 

CRYSTAL  BLOCK  COAL  &  COKE  COMPANY. 
P.  0.  op  Mine,  Rawl,  W.  Va. 
General  Office  of  Company,  Gary,  W.  Va. 
No.  1263.    Winifrede  Mine. — This  mine  located  at  Rawl  on  the  main  line  of 
the  N.  &  W.  R.  R.    It  is  a  drift  opening  in  the  Winifreds  seam  of  coal,  which 
has  an  average  thickness  in  this  mine  of  78  inches,  with  a  sandstone  roof. 
Drainage  is  good.    Stoppings  are  in  good  condition.    A  number  of  canvas 
doors  in  use  were  not  in  satisfactory  condition.    Ventilation  produced  by  a 
furnace  was  not  found  satisfactory.    A  fan  was  being  installed  at  the  time 
of  the  last  inspection  which  will  give  ample  ventilation.    The  coal  is  undercut 
with  electric  chain  machines  and  hauled  to  the  incline  by  mules.    The  mine 
is  damp  and  no  explosive  gas  is  generated.    The  mine  law  in  other  respects 
is  being  complied  with. 

James  Horn,  Supt.  W.  B.  Mann,  Mine  Foremam. 
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SYCAMORE  COAL  COMPANY. 
P.  O.  of  Mine,  Cinderella,  W.  Va. 
General  Office  of  Company,  Vivian,  W.  Va. 
No.  1264.    Cinderella  Mine. — This  mine  is  located  five  miles  from  William- 
son.   It  consists  of  a  number  of  drift  openings  in  the  Winifrede  seam  of  coal, 
which  has  an  average  thickness  in  this  mine. of  5  feet,  with  a  roof  that  is  bad 
in  some  sections  and  requires  careful  timbering.    In  entries  and  in  some  of  the 
rooms  this  bad  roof  is  taken  down.    Drainage  is  good.    Doors  and  stoppings 
are  in  good  condition.    Ventilation  produced  by  three  fans  is  very  good.  The 
mine  has  been  found  damp  and  no  explosive  gas  is  generated.    Coal  is  all  under 
cut  by  electric  chain  machines  and  hauled  by  mules  and  electric  motors.  The 
way  in  which  this  mine  is  equipped  and  laid  out,  it  is  capable  of  producing  a 
very  large  tonnage. 

S.  W.  Patterson,  Gen.  Mgr.  John  Clark,  Mine  Foreman, 

Evan  Thomas,  Supt. 

SUPEEIOE  T HACKEE  COAL  &  COKE  COMPANY. 
F.  O.  of  Mine,  Williamson,  W.  Va. 
General-  Office  of  Company,  Williamson,  W.  Va. 
No.  1265.    Superior  ThacTcer  Mine. — This  mine  located  at  Williamson  is  a 
drift  opening  in  the  Thacker  seam  of  coal,  which  has  an  average  thickness  in 
this  mine  of  50  inches,  with  a  good  roof.    Drainage  is  good.    Doors  and  stop- 
pings are  in  good  condition.    At  the  time  of  the  last  inspetcion,  the  venti- 
lation was  produced  by  natural  means  and  was  found  sufficient,  but  this  means 
of  ventilation  can  not  be  depended  upon  at  all  times.    The  mine  in  certain  sec- 
tions is  dry  and  during  the  winter  months  will  become  dusty,  if  it  is  not  wet 
by  the  proper  means.    No  explosive  gas  is  generated.    The  coal  is  undercut 
with  electric  chain  machines  and  hauled  by  mules  and  electric  motors.  In 
other  respects  the  mine  law  is  complied  with. 

E.  G.  Asbury.  Gen.  Mgr.  Bascom  Price,  Mint  Foreman. 

WILLIAMSON  COAL  &  COKE  COMPANY. 
P.  O.  of  Mine,  Williamson.  W.  Va. 
General  Office  of  Company,  Williamson,  W.  Va. 
No.  1266.    Williamson  No.  3  Mine. — This  mine  located  at  Williamson,  con- 
sists of  a.  number  of  drift  openings  in  the  Winifrede  seam  of  coal,  which  has 
an  average  thickness  in  this  mine  of  5  feet,  with  a  sandstone  roof.  Stoppings 
are  in  good  condition.    Some  of  the  doors  are  in  poor  condition.  Ventilation 
produced  by  three  furnaces  is  fairly  good.    The  mine  was  found  damp  and  no 
explosive  gas  is  generated.    The  coal  is  undercut  with  compressed  air  punch- 
ing machines  and  electric  chain  machines  and  hauled  by  mules  and  electric 
motors.    In  other  respects  the  mine  law  is  complied  with. 
E.  L.  Bailey,  Gen,  Mgr.  H.  H.  Kelly,  Mine  Foreman. 

J.  F.  Jones,  Superintendent. 

E.  L.  STEENBEEGEE  COAL  COMPANY. 

P.  O.  of  Mine.  Goodman.  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1267.    Sternberger  Mine. — This  mine  located  at  Goodman,  consists  of 
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a  number  of  drift  openings  operating  the  Winiirede  seam  of  coal,  which  has 
an  average  thickness  in  this  mine  of  6  feet,  with  a  sandstone  roof.  Doors  and 
stoppings  are  in  good  condition.  Drainage  is  good.  Ventilation  produced  by 
two  Disc  fans  is  good.  The  mine  is  damp  and  no  explosive  gas  is  generated. 
The  coal  is  undercut  by  compressed  air  post  punching  machines  and  hauled 
by  mules  and  a  gasoline  motor.  Mine  law  in  other  respects  is  complied  with 
O.  B.  Gould,  Gen,  Mgr.  C.  P.  Anderson,  Mine  Foreman. 

CU  ATT  A  HOY  COLLIERY  COMPANY. 
P.  O.  op  Mine,  Chattaroy,  W.  Va. 
General  Office  of  Company,  Chattaroy,  W.  Va. 
No.  1268.    Chattaroy  Nos.  1  &  2  Mines. — These  mines  located  at  Chattaroy 
are  drift  openings  in  the  Winifrede  and  Coalsburg  seam  of  coal.    Doors  and 
stoppings  are  in  good  condition.    Drainage  is  good.    Ventilation  produced 
by  two  Disc  fans  is  good.    The  mines  are  damp  and  no  explosive  gas  is  gener- 
ated.   Coal  is  undercut  with  compressed  air  punching  machines  and  hauled  by 
mules  and  a  steam  locomotive. 

E.  W.  Freeman,  General  Mgr.  A.  M.  Tabor,  Mine  Foreman. 

BUFFALO  COLLIERIES  COMPANY. 
P.  O.  op  Mine,  Chattaroy,  W.  Va. 
General  Office  of  Company,  Chattaroy,  W.  Va. 
No.  1269.    Buffalo  Nos.  1  &  2  Mines. — These  mines  located  at  Chattaroy  are 
drift  openings  in  the  Winifrede  and  Coalburg  seams  of  coal,  whose  average 
thickness  are  52  and  50  inhces,  with  a  good  roof  in  the  No.  1  mine  and  a  poor 
roof  in  the  No.  2  mine  which  requires  careful  timbering.    Doors  and  stoppings 
are  in  good  condition.    Drainage  is  good.    Ventilation  in  the  No.  1  mine  is 
produced  by  a  5  foot  Sirocco  fan  is  good.    In  the  No.  2  mine  the  ventilation 
is  produced  by  a  7  foot  Disc  fan  and  is  good.    The  mines  are  damp  and  no 
explosive  gas  is  generated.    The  coal  is  undercut  by  electric  chain  machines 
and  compressed  air  punching  machines  and  hauled  by  mules  and  electric 
motors. 

S.  V.  Preston,  Gen.  Mgr.  D.  S.  Holmes,  Mine  Foreman. 

HOWARD  JR.  COAL  COMPANY. 

P.  O.  op  Mine,  Chattaroy,  W.  Va. 
General  Office  of  Company,  Chattaroy,  W.  Va. 
No.  1270.  Nos.  1  &  2  Mines. — These  mines  located  at  Chattaroy  are  drift 
openings  in  the  Winifrede  and  Coalburg  seams  of  coal,  whose  average  thick- 
ness are  5  feet,  with  a  good  sandstone  roof  in  the  No.  1  mine,  and  a  slate  roof 
in  the  Coalburg.  Doors  and  stoppings  are  in  good  condition.  Drainage  is 
good.  The  ventilation  produced  by  an  8  foot  fan  in  the  No.  1  mine  is  good. 
Very  little  work  has  been  done  in  the  No.  2  mine  during  the  year  and  the  venti- 
lation produced  by  a  furnace  is  sufficient  for  the  size  of  the  mine.  The  mines 
are  damp  and  no  explosive  gas  is  generated.  The  coal  is  undercut  by  com- 
pressed air  punching  machines  and  hauled  by  mules  and  a  steam  locomotive. 

F.  L.  Schoew.  Gen.  Mgr.  E.  B.  Varney,  Mine  Foreman. 
W.  S.  Esler,  Supt. 


1912] 


Department  op  Mines. 


317 


HOWARD  COLLIERY  COMPAN  V. 

P.  O.  op  Mine,  Chattaroy,  W.  Va. 
General  Office  of  Company,  Chattaroy,  W.  Va. 
No.  1271.    Howard  Nos.  1  &  2  Mines. — These  mines  located  at  Chattaroy  are 
drift  openings  in  the  Winifrede  and  Coalburg  scams  of  coal,  whose  average 
thickness  is  5  feet,  with  a  good  roof.    Drainage  is  good.    Doors  and  stop- 
pings are  in  good  condition.    Ventilation  produced  by  two  Disc  fans  is 
The  mines  are  damp  and  no  explosive  gas  is  generated.    The  coal  is  undercut 
with  compressed  air  punching  machines  and  hauled  by  mules  and  a  steam  loco- 
motive.   The  mine  law  in  other  respects  is  being  complied  with. 
F.  L.  Schoew,  Gen.  Mgr.  John  Kidwell,,  Mine  Foreman. 

W.  S.  Esler,  Supt. 

MART-HELEN  COAL  COMPANY. 
P.  O.  op  Mine,  Hatfield.  W.  Va. 
General  Office  of  Company,  Chattaroy,  W.  Va, 
No.  1272.    Mary-Helen  Mine. — This  mine  located  at  Hatfield  is  a  drift  open- 
ing operating  the  Winifrede  seam  of  coal,  which  has  an  average  thickness  in 
this  mine  of  5  feet,  with  a  good  sandstone  roof.    Drainage  is  good.    Doors  and 
stoppings  are  in  good  condition.    Ventilation  produced  by  a  8  foot  Disc  fan  is 
good.    The  mine  is  damp  and  no  explosive  gas  is  generated.    The  coal  is  under- 
cut with  compressed  air  punching  machines  and  electric  chain  machines  and 
hauled  by  mules  and  electric  motors.    The  mine  law  in  other  respects  is  being 
complied  with. 

8.  V.  Preston,  Gen.  Mgr.  G.  T.  Farrow,  Mine  Foreman. 

GRAY  EAGLE  COAL  COMPANY. 
P.  O.  op  Mine,  Kermit,  W.  Va. 
General  Office  of  Company,  Blocton,  W.  Va. 
No.  1273.    Gray  Eagle  Mine. — This  mine,  which  was  formerly  known  as  the 
Warfield  Coal  Company  is  a  shaft  opening  located  on  the  main  line  of  the  N.& 
W.  E.  R.,  near  Kermit,  operating  the  No.  2  Gas  seam  of  coal,  which  has  an 
average  thickness  of  54  to  60  inches,  with  a  good  sandstone  roof.  Drainage 
is  good.    Doors  and  stoppings  are  in  good  condition.    Ventilation  produced  by 
a  furnace  is  good.    A  new  12  foot  Centrifugal  fan  is  on  hand  at  the  mine  to 
be  installed.    The  mine  is  inclined  to  become  dry  in  certain  sections  during  the 
winter  months.    No  explosive  gas  is  generated.    The  coal  is  undercut  with 
compressed  air  punching  machines  and  hauled  by  mules.    The  mine  law  in 
other  respects  is  being  complied  with. 

S.  W.  Perry,  Gen.  Mgr.  L.  J.  Blankenship,  Mine  Foreman. 

JAMES  R.  SHANKLIN  COAL  COMPANY. 

P.  O.  op  Mine,  Blockton,  W.  Va. 
General  Office  of  Company,  Cincinnati,  Ohio. 
No.  1274.  NaugatucTc  Mine. — This  mine  located  at  Blockton  is  a  drift  open- 
ing operating  the  Coalburg  seam  of  coal,  which  has  an  average  thickness  in  this 
mine  of  5  feet,  with  a  roof  that  is  bad  in  some  sections.  Drainage  is  good. 
Doors  and  stoppings  are  in  good  condition.  Ventilation  produced  by  a  12 
foot  Centrifugal  fan  and  divided  into  two  separate  splits  is  very  good.  The 
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mine  is  damp  and  no  explosive  gas  is  generated.  The  coal  is  undercut  by  post 
punching  machines  and  hauled  by  mules  and  a  steam  locomotive.  A  new  wash- 
ery  is  being  constructed  at  this  mine  to  wash  the  fine  coal.  The  mine  law  in 
other  respects  is  being  complied  with. 

S.  W.  Perry,  Gen.  Sapt.  L.  J.  Blankenship,  Mine  Foreman,. 

WAYNE  COUNTY. 
EAST  LYNN  COAL  COMPANY. 
P.  O.  of  Mine,  East  Lynn,  W.  Va. 
General  Office  of  Company,  East  Lynn,  W.  Va. 
No.  1275.    Sagamore  Mine. — This  mine  located  at  East  Lynn  is  a  drift  open- 
ing in  the  Kittanning  seam  of  coal,  which  has  an  average  thickness  of  60  inches, 
'with  a  good  sandstone  roof.    Drainage  is  good.    Doors  and  stoppings  are  in 
good  condition.    Ventilation  produced  by  a  furnace  is  good.    The  mine  is 
wet  and  no  explosive  gas  is  generated.    Coal  is  undercut  with  electric  chain 
machines  and  hauled  by  mules.    The  mine  law  in  other  respects  is  being  com- 
plied with, 

A.  J.  Perry,  Gen.  Mgr.  Okey  Lloyd,  Mine  Foreman. 


INDEX 


SECTION  I. 
A. 

Page. 

Appointment  of  District  Mine  Inspectors   4 

Annual  Report  (letter)  of  the  Chief  of  Department  of  Mines   9-21 

C. 

Coal  Beds  in  State  of  West  Virginia,  with  names  commonly  used  for 

their  designation    23-25 

Coal,  Large  Producers  of   25-26 

Coal  Production  by  Geological  Series  and  Counties   52-54 

Coal  Companies,  Alphabetical  List  of   55-61 

Coal  Production  in  the  United  States   62-65 

E. 

Examinations  of  mine  foreman  and  fire  bosses   31-42 

Explosives  tested,  report  of   70-71 

Explosion  at  Standard  Pocahontas  August  1st,  1911,  report  of   77-85 

H. 

Humidifyer,  report  on  the  Powhatan  Humidifier   72-74 

L. 

Letter  of  Transmittal   5 

0. 

Oil  Tests    50-51 

Oil  and  Petroleum  Production  of  West,  Virginia  and  the  United  States  66-69 

P. 

Personnel  of  the  Department  of  Mines   3 

Prosecutions  for  violating  the  Mining  Laws   29-31 

R. 

Rules  and  Instructions  of  the  Department  of  Mines  governing  the 

work  of  the  District  Mine  Inspector   22-23 

Rules  governing  solid  shooting   23 

Rates  (Freight)  on  coal  and  coke  as  published  by  various  railroads 

in  West  Virginia   43-49 

SECTION  II. 
A. 

Page. 

Accidents,  Eatal  and  Non-Fatal,  complete  record  of   269-345 


320 


Annual  Report  of 


[W.  Va. 


B. 

Boilers  in  use,  by  counties,  Steam   228 

C. 

Coal  &  Coke  Production  in  West  Virginia,  by  years  and  counties   6-10 

Coal  Production  by  Counties,  Order  of   11 

Coal  Production,  Comparison  1911-1912   •  12 

Coal  &  Coke  Production  by  counties,  1912,  Order  of   13 

Coal  &  Coke  Production  1912,  showing  distribution  by  counties   14-15 

Coal  &  Coke  Production  by  companies  and  mines   16-35 

Coal  Production  by  Geographical  Districts  and  companies  1912   36-44 

Coal  Production  by  pick  and  machines,  comparison  by  counties,  com- 
panies and  mines   45-65 

Coke  Production  and  statement  showing  number  of  coke  ovens  in  blast 

and  out  of  blast  by  mines,  companies  and  counties   82  92 

Coal  and  Coke  Shipments  as  reported  by  the  various  railroads  dis- 
tribution of   225-226 

D. 

Directory  of  Mines   348-371 

E. 

Employees,  detailed  statement  of  men  employed  by  mines,  companies 

and  counties,  showing  occupation,  etc   93-113 

Employees,  Nationalities  of,  in  detail  by  mines,  compaines  and  counties  114-218 

Explosives  used  and  quantity  of  coal  produced  by  it   227 

I. 

Inspections  by  Inspectors,  Districts,  Counties  and  mines,  detail  of .  . .  .  239-256 
Improvements  at  mines   259 

L. 

Locomotives  used  at  mines,  steam,  electric  and  compressed  air   229-237 

M. 

Mining  Machines  in  use  in  West  Virginia  by  counties  and  mines   66-81 

Mine  openings,  Coke  Ovens,  Acreage  Worked,  etc,  Summary  of   238 

S. 

Summary  of  the  Annual  Report,  General   5 

Strikes    263-265 

W. 

Wages  paid  pick  miner,  machine  miners,  selling  price  of  coal,  etc   219-224 

SECTION  III. 
C 

Page. 

Condition  of  individual  mines  as  reported  by  each  District  Mine  In. 

spector   1-318 


